





Progressive 
Dependable 











Printed receipts in central office 
increase efficiency, avoid record 
errors 


Proved in multiple tank truck load- 
ing operations 


Dependably accurate remote 
counter readings in all specified 
speed ranges 


Available with built-in remote con- 
trol of shutoff valves, pump motor 
starter, etc. 


Full torque at low speeds for ac- 
curate ‘topping off’’ measurement 


® Simple design with no complicated 


mechanisms 


® Operates on power from standard 


lighting circuit, placing no gener- 
ating load on meter 


Safe explosion proof transmitter 


Low installation and maintenance 
costs, low power consumption 


Ask the Brodie Metering Specialist near you for full details—and new descriptive bulletin 


RALPH N. BRODIE iaaaae cs can Leandro, California, U.S.A. 
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Among other things .. . 


The diagram on the front cover is a reminder to be sure 
to read the article in the Commercial-Industrial Oilburning 
Section which begins on page 86. It’s a thorough discussion 
of a new monitoring method, the Scully-Rowell system, de- 
veloped and recently announced publicly by the Scully 
Signal Co. The system has countless applications, with 
Jean Dupuis’ article looking at it objectively as it is or can 
be applied to oilburner installations. 

In the main feature section, Lee Johnson brings a fresh 
approach to making allowances for fueloil used for water 
heating (page 71) so that automatic delivery systems can 
be operated efficiently even during the summer months. 
Then Schulz (page 79) presents a comprehensive look at 
voltmeter-ammeters and how they can be used by oilburner 
servicemen. 

For the statistical-minded, page 83 contains a revised esti- 
mate of last year’s oilburner sales and an up-to-date esti- 
mate of the number in use. 














DUC-PAC 


for MODERN 
Perimeter Heating 










SIMPLIFIED 

STANDARD-SYSTEM 

WITH 5” x 314" 
BRANCHES 


Duc-Pac, first to offer flat duct and 
fittings for modern perimeter instal- 
lations! Set the pace in your area 

. provide your customers with 
this new, modern design for per- 
imeter heating or cooling — on 
both new and home improvement 
installations. 


Duc-Pac unassembled fittings feature 
‘‘press-together’’ assembly that 
requires only seconds. Patented 
Inner-Lock eliminates unsightly 
“hammered-over” edges. 





NEW INSTALLATIONS 


Compact, neat-appearing Duc-Pac in- 
stallations complete the truly “mod- 
ern’ appearance of new homes. 5” x 
3% duct permits easy between-the- 
joists installation . . . flat design con- 
forms with architecture of the home. 





HOME IMPROVEMENT 
Duc-Pac duct and fittings are “nat- 
urals” for “Operation Home Improve- 
ment”. Ease of installation, space-saving 
design, trim appearance pre-sell your 
prospects, create satis- 
fied customers. Let Duc- 


y 
Pac help you make Ee 


“156 the Year to Fix”.  ZWeK - Je 
‘ 


% 
Request free descriptive bulletin. “MPRON® 


DUC-PAC, Inc. 


LRAT 







EAST LONGMEADOW, 
MASSACHUSETTS 











Names in the News 


Tom R. Godburn, Jr. has joined the 
sales force of the oilheating division of 
the Webster Elec- 
tric Co., Racine, 
Wisc. He will 
cover the East 
Coast territory 
from Baltimore 
north, working in 
the area previous’ 
ly served by H. B. 
Hastings, Jr. God- 
burn has had six years experience as a 
design engineer for oilheating equip- 
ment. He has established temporary 
headquarters at New City, N. Y. 


E. C. Wolford now is Eastern Dis- 
trict Sales Manager for the Blower 
Div., Lau Blower 
Co., Cincinnati, 
O. He has been 
associated with 
the firm for 19 
years, Before that 
he was a salesman 
for the National 
Cash Register Co. 


Mr. Wolford will a. ' 


be located in Cranford, N. J. 


Robert E. Sullivan has been named 
supervisor of the newly-formed sales 
department han- 
dling the sale of 
commercial heat- 
ing boilers, The 
Cleaver Brooks 
Co., Milwaukee, 
Wis. Sullivan had 
been associated 
with Mt. Hawley 
Manufactur- 
ing Co. as vice-president in charge of 
sales; prior to that he had been with 
the Heating Division, Crane Co. 














Norwood S. “Bud” Hearn has been 
appointed sales manager, Windmaster 
Co., Columbus, 
O. He comes to 
the manufacturer 
of draft controls 
from the Buckeye 
Furnace Pipe Co. 
where he was a 
sales representa- 
tive for the past 
six years, cover’ 
ing the middle west states. 


Robert M. Marberry has joined 
Whirlpool-Seeger Corp., St. Joseph, 
Mich., as special executive assistant to 
Jack Sparks, general sales manager, 
distribution. He was previously na 
tional sales manager of Timken Silent 
Automatic Div., and director of sales 


of Sparks-Withington Co. 


Lawrence H. Hirschbach has been 
named manager of marketing, Home 
Heating and | 
Cooling, General 
Electric Co., 
Bloomfield, N. J. 
He has been in 
the heating indus- 
try since 1933 
and has_ served 
with Fitzgibbons 
Boiler Co., Gibbs 
and Hill and Controlaire, Inc. He first 
joined G-E in 1947, left in 1949, and 
rejoined the company as manager of 
builder sales in 1953. 


Don Long has been promoted to the 
position of quality control manager 
for Delavan Mfg. 
Co., West Des 
Moines, Ia. The 
promotion 
of Long, former- 
ly chief inspector 
at Delavan, is the 
first step in the 
creation of a new 
quality con 
trol department. 
It will become a separate division 
the overall operating and managemett 
organization. George Oster will sue 
ceed Long as chief inspector with com 
plete supervision of all inspection pe 
sonnel and test facilities. 





Long 


April 


1956 





























een 
ome 





first 
and 
rt of 


) the 
ager 














DELUXE Units — at down-to-earth prices... 
ONE, Complete Line — first quality all the way 
through — with an unlimited selection of types 
and capacities ... 


excell with superior trouble-free performance. 








Thanks to sales leadership and to high volume 
manufacturing, which is achieved with the most 
modern facilities and methods, Luxaire units can 
be priced to compete with the lowest. 















MOST Units approved to burn either Gas or Oil. 


This is the LUXAIRE LINE, today’s BIG BUY in 
Heating and Air Conditioning! And here’s why... 


You’ll thank the day you contact your nearest 
Luxaire jobber for prices, colorful sales literature 
and ready service with the Luxaire unit you need, 
when you need it. 





Thanks to step-ahead design, all L 
are excellent, uncomplicated 
sturdily constructeg 






Why postpone it? 






5 TON Water 
Cooled Year ‘Round 
Air Conditioner 
Gas or Oil Fired 











2 or 3 Ton Upflow 
Year’Round Air 
Conditioner 
Air or Water 
Cooled 
Gas or Oil Fired 


Counterflow Year 


‘Round Unit 
Air or Water ~ Soshet, a 
T - umm 
hir Cosied 3 Ton Air Conditioner. 
Gas or Oil Fired Cooling Coil in 










Discharge Duct 
of Winter Air 
Conditioner. 

Remote Air 
Condensing Unit. 








Basement Type | 
Cooled, Add-On Winter Air Conditioner 


2, 3 or 5 Ton Water 







Summer Air Conditioner 


More in Demand Than Ever! 


Gas or Oil Fired | 















Counterflow 
Winter Air 
Conditioning Unit 











Incinerator 
High Input or 









Gravity Furnace 






Gas Fired or Dehydrator Gas or Oil Fired 
Oil Fired Gas Fired and 
without Horizontal Furnace 
Gas Burner 4 Gas Fired Models 






4 Oil Fired Models 


The BIGGEST Sales-Making 
Profit-Making Line in the 
Business! 











Gas Fired Unit Heater 
5 Sizes for Complete 
Range of Demand 










There’s No End to Your Profit Opportunity with Luxaire... 





C. A. OLSEN MANUFACTURING COMPANY .. eEtvaria, onto 


HEATING & AIR CONDITIONING UNITS 





the only 


WARM AIR PACKAGE 
designed specifically for quick, 


easy, simple installation. 


Nothing to wire, assemble or adjust. 


A-3-F 
Fan Housing Down 


The famous Rexoil Oil Burner 
is mounted and adjusted. Con- 
trols and Fan Motor are wired. 
Refractory Combustion Chamber 
is factory installed and the Com- 
plete Warm Air Package is de- 
livered in One Easy to Remove 
Carton. Your choice of Hi-Boy, 
Low-Boy or Counter-Flo models. 


See Your Wholesaler Today 


Don't wait! Write, Wire or Call 
Jim Brockway collect today at 


Reif = <=> <-J B inc. 


37 CARROLL ST. © BUFFALO 3, N.Y. 
Telephone: WAshington 2420 





. . . - Names in the News 


John F. Griffey, district sales man- 


| ager, and James F. Nelson, sales engi- 
| neer, will be located in the new office 


of the Hydraulic Div. of Sundstrand 
Machine Tool Co. of Rockford, Il. 


Nelson 


Griffey 


New office is at 89 Summit Ave., Sum- 
mit, N. J. Both men will be available 
for sales engineering responsibilities in 
connection with fuel units, and other 
Sundstrand products. 


John T. Tighe is now assistant sales 
manager for appliances of the Delco 
Appliance Div., General Motors 
Corp., Rochester, N. Y. He will be in 
charge of merchandising programs. 
These include a variety of helps for 
Delco-Heat dealers and the builder 
fields, keystone of which is a large scale 
newspaper campaign. For the last ten 
years Tighe has been associated with 
Diamond Match Co. 


Marion Miller has been transferred 
to Kansas City, Mo., to become mid- 
west regional manager, replacing F. J. 
Rudolph who comes to the home office 
as assistant to the general sales man: 
ager, Perfection Industries, Cleveland, 
O. Donald G. Wright is now the com: 
pany’s western sales representative. 


E. W. Miles, manager since 1938 of 
asphalt and heavy fuel sales, Standard 
Oil Co. (Ind.), has retired after 38 
years in oil business—35 of them in 
the sales and development of the fuel- 
oil phase of the industry. He also re- 
tired from the presidency of Murphy- 
Miles Oil Co., a Chicago fueloil sales 
oiganization which he founded in 
1921. A. T. Hague succeeds Miles as 
department manager; and H. H. Wil- 
helm, vice-president of Murphy-Miles 
since 1934, becomes its president. 
Hague joined Standard in 1926, and 
Wilhelm has been with Murphy- Miles, 
now a Standard subsidiary since 1922. 


E. Conner Johnson of Richmond, | 
Va., is now regional manager of the 
Delco Appliance Div., General Motors | 
Corp., Rochester, N. Y., in the Mid 
Atlantic region. He will be in charge of | 
the newly created territory which com 
prises the state of Maryland, the Dig 
trict of Columbia, Virginia, northern 
North Carolina and a portion of east. | 
ern Tennessee. 


Charles A. Foster, Jr., division man- 
ager of the Shell Oil Co., Albany, 
N. Y., has been named Upstate New 
York chairman for 1956 of the New 
York-New Jersey District Oil Industry 
Information Committee. In this post, 
he will direct the activities of approxi- 
mately 650 volunteer oil workers in all 
counties of New York, except the five 
Metropolitan New York boroughs, 
Westchester, Nassau, Suffolk counties, 


John V. Youngblood has been made 
general sales manager, The H. C. Lit 
tle Burner Co. | : 
Inc., San Rafael, 
Calif. He had 
been New Eng- 
land district man- 
ager for the 
Quaker Division, 
Florence Stove 
Co. He will su- pe 
pervise sales of the Youngblood 
Little line which includes space heaters, 
dual wall heaters and forced warm aif 
furnaces. 


Cloud Wampler was elected chair 
man of the board of directors of Car 
rier Corp., Syracuse, N. Y. In that 
capacity he will continue as chief ex 
ecutive officer. He has been with Car 
rier for 14 years. William Bynum, e 
ecutive vice-president since 1951, was 
elected president to succeed Wampler 
and will be in charge of operations 
Bynum joined Carrier in 1930. 


Wampler 
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“Don’t forget 
BB eenis 
Field Control, lad. 


works its best 


without 


one” 


TE FIELD CONTROL DIVISION of H.D. 
Affiliates: CONCO BUILDING PRODUCTS, INC. © Brick, Ti 


REPRESENTED IN CANADA BY ONTOR LABOR 


No heating plant 


" | 
You have put your faith in IETI EA more than 15,000,000 times 






















CONKEY & COMPANY, MENDOTA, ILLINOIS 
le, Stone CONCO MATERIALS HANDLING DIVISION © Cranes, Hoists 






ATGeY “TH 111 TYCOS DRIVE TORON FO ONTARIO 








Gi ditorial BA aks 


SWORN OFF READING newspapers while 
on a short winter vacation, we were 
walking in to breakfast and saw the 
headline, “Ike Vetoes Gas Bill.” Right 
away the friends standing around, 
said, “That means that he’s going to 
run again.” 

It was Theodore Roosevelt that gave 
us the famous quip about the man who 
makes no mistakes . . . he’s the man 
who never does anything. Ike has done 
a lot of good for the country; this time 
he muffed it. There’s one consolation 

. if gas stays too cheap in the field 
who’s going to want to dig for it? 


o, 
“9 


THEN THERE IS THE “Dear Customer” 
letter broadcast by the Long Island 
Lighting Co. In glorifying gas heat it 
mentions “. . . the most careful studies 
we have been able to make prove that 
gas for heating costs no more than or- 
dinary fuels.” They don’t say where 
their studies were made—maybe in 
Cleveland or Kankakee—but what’s a 
few discrepancies, more or less. What 
bothers us is that crack about “ordi- 
nary fuels.” 

Perhaps we haven't been alert to the 
possibilities in oilheating claims like: 
“Costs even less than unhappy fuels.” 
“Keeps you warmer than the chillier 
fuels.” Or you take it from here. 


°, 
“~~ 


AND SPEAKING OF GAS (as we so rarely 
do) there was a mighty interesting ob- 
servation in the New York Times the 
other Sunday. In the Real Estate sec- 
tion there were 17 fair sized display 
ads showing new home developments. 


Some were on Long Island, some in’ 


Westchester, some in New Jersey. 

In eight of the 17 ads the builder 
had mentioned oilheating and some of 
them told what kind of oilheating. In 


10 





the other nine ads there was not a 
word about heating of any kind. 
Mentioning this on the phone to 
Charlie Burkhardt at Oil Heat Insti- 
tute, he said that builders around the 
New York area have discovered that 
if they mention gas heat in their ads 
they seriously reduce the number of 
prospects coming to see the model 
homes. So they’re smart enough to keep 
mum, feeling that if the pink kitchen 
and the heliotrope bathrooms make ’em 
like the place, they'll overlook the 
handicap of gas heat. Have we ex- 
ploited this angle as much as we might? 


o, 
“9 


AT THE CHICAGO CONVENTION of the 
Illinois Petroleum Marketers Associa- 
tion in mid-March we were able to be 
in town just long enough to cover the 
afternoon session where J. G. “Doc” 
Jordan was the principal speaker. As 
most oil men know he is vice-president 


for marketing of the American Petro- ' 


leum Institute and has the same title at 
Shell Oil Co. Jordan’s talk which he 
called “For better or for worse” had 
to do with the industry’s problem of 
divorcement which is being advocated 
rather freely in some quarters. 

He made the most effective and 
penetrating expose of the whole con- 
cept we have ever had the good for- 
tune to hear. Fortunately, not many 
fueloil specialists have concerned them- 
selves with this problem. But to those 
who do have an interest we can ex- 
press the feeling that the Chicago audi- 
ence pretty completely acknowledged 
that the whole issue was dead. If you 
would like to read Jordan’s paper we 
would recommend writing Shell Oil 
Co., 50 W. 50th St., New York. 


ole 
ONE OF OUR good friends in Kentucky 
sent us a photograph and description 
from the Louisville Times showing the 
hole where a rather large commercial 
building disappeared when the gas heat 
let loose. We greatly enjoy having our 
friends think of us when they run into 
these things because they are always 
interesting to look at when they come 
into the office. As a general policy we 
don’t give much coverage to hazards 
of this kind, primarily because we feel 
that this is negative selling for the in- 
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dustry, and we can move ahead faster 
through a more positive approach. We 
mention this so that those of you who 
have been sending us these dramatic 
pictures will know that we do appre. 
ciate your courtesy. 

Just today there came to our desk 
a page from the New York Daily News 
of March 15, and if it were not 
tragic we would have had quite a grin 
over it. Seven members of a tenement 
family were found dead from carbon 
monoxide gas from a gas water heater 
in their apartment. The photograph 
shows the bodies being removed, but 
in the immediate foreground is a truck 
of the Brooklyn Union Gas Co. with 
a big sign on the side that says, “Gas 
Heat, Cleaner, Cheaper.” We predict 
that the company will tell its drivers to 
park farther away from the scene of 
accidents in the future. 

Maybe we shouldn’t be mentioning 
the troubles of the Portland Gas 
Coke Co. out in Oregon, because our 
good friend Chuck Holloway just went 
over to them as vice-president in 
charge of why don’t we sell more. 

But the Portland papers had 9 
many photographs and big headlines 
when the gas plant itself burned out 
that this is quite a special case. There 
were 61,000 families without heat or 
cooking and the weather was freezing, 
according to the newsprint accounts. 

It’s another instance to love our 
“Pipeline on Wheels.” If one com 
pany fizzles, scads more are waiting. 
* 
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ATLANTA, GEORGIA, ‘in May is beauti 
ful, also it’s just on the verge of early 
summer, so you can swim or play golf 
or just sit in the shade. 

That's when the spring meeting of 
the Marketing Division of API is t0 
be held . . . three days, the 21st t0 
23rd. The sessions are quite interest’ 
ing and useful; some 700 men from 
the industry’s selling side attend there. 

Our Fueloil Committee will put 
a three-man show on Tuesday mort 
ing the 22nd. Bill Sullivan of Shell, 
Wiley Butler of Coastal and Bob Col 
lacott of Standard of Ohio are fe 
tured . . . full details next issue. 
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There is only ONE 
VENTALARM 


T.-M. REG. U.S. PAT. OFF. 


TANK FILL SIGNAL - 


“Just fill ‘til 


the whistle stops” 


The term “VENTALARM” 
ee (7 is a trade-mark registered in 
ss the United States Patent Office, 


Fes 





Stem is easily cut to provide any 

Wedetermined safety expansion zone 

tesired within the tank. In addition to the 

sdely feature, this permits a consistent fill 
ogram regardless of variations among tanks. 


There are no maintenance problems because 
VENTALARM Signal operates on the movement 
of air alone. It lasts the lifetime of the tank. 


Contact your Regular Supply House 
for all these forms of 
VENTALARM Signal 


. —————— in twenty-nine individual States, and 
in many foreign countries. This trade-mark 
term “VENTALARM” applies solely to liquid 
level indicators manufactured by Scully Signal Company 
and Scully Signal Limited. 


Over 4,000,000 VENTALARM Signals now 
installed. Saves up to 30% on delivery costs. 


SCULLY SIGNAL COMPANY 


174 Green Street, Melrose 76, Mass. 
Canadian Branch: SCULLY SIGNAL LTD., 286 King St. W., Toronto, Ontario 
© 1985 SCULLY SIGNAL CO. 
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Shipments of Oilburners and Units 
(Including Exports) 

Adjusted to include manufacturers other than the 145 reporting to 

Census Bureau, FUELom & Or Heat's estimates of shipments are: 
————_—_-DECEMBER—— ———TWELVE MONTHS 
Percent 
1954 Change 
S024 0 32 
3,706 = ge 81,496 
12,702 — 16.4 207,534 
46,651 — 2.1 860,635 
2,696 + 10.9 41,284 
49,349 — 0.1 901,911 








Percent 
Change 
+ 9.9 
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1954 
520,271 

66,805 
194,912 
781,988 

38,320 
820,308 


1955 
571,603 


1955 
31,207 

3,827 
10,622 
45,656 

3,367 
49,023 


Separate Burners 
Boiler Units 
Furnace Units 
All Domestic 
Commercial 
Total 
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February Minimum Retail Prices: Key Dealers 
SEPARATE BURNERS BOILER-BURNERS FURNACE-’BURNERS 


February Aver. $307 $724 $588 
January Aver. 320 713 592 


Price Index: Separate Burners: January 1940 is 100% 


WHOLESALE RETAIL 


141.5 Six months ago 126.3 Six months ago 
141.3 Year ago 127.1 Year ago 


125.6 
127.3 


136.2 
137.4 


February 


February 
anuary 


January 


OILBURNER PRICES COMPARED TO GENERAL INDEXES 


OILBURNER PRICES - RETAIL CONVERSION BURNER — JAN. 1940 = 100 
INDIVIDUAL INCOMES - BUREAU OF LABOR STATISTICS ~ 1939 = 100 =se eee ee eweee 
CONSTUCTION COSTS - RESIDENTIAL ~ DEPT. OF COMMERCE — 1939 = 100 <a ¢ cme © cxmmme 
COST OF LIVING ~ BUREAU OF LABOR STATISTICS — 1935-397 100 seeccccccccccoccoccccece 
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Oitheating Trends 


8 hewmen OILBURNERS in use in 
stalled during February are an 
estimated 46,872. This compares with 
55,080 in January of this year, and 
with 38,407 in February last year, In 
other words the February installations 
were up 22% for the same montha 
year ago. 

For the first two months of the year, 
total installations were approximately 
101,952 compared with 91,992 for the 
same period of 1955, or a rise of 11%. 

The February installations were di 
vided: New Homes, 20,894; Replace: 
ments of old oilburners, 10,964; Con 
versions from other fuels 15,014. As 
would be expected at this season the 
new homes and replacement sales ran 
high in relation to the total. Not too 
many families convert from one fuel to 
another during February. 

BURNER STOCKS: At the end of 
February burner stocks were unusual 
ly high in dealer warehouses. This fol 
lows the trend started in January. Feb 
ruary 29 stocks were approximately 
110,387 as against 97,613 at the end 
of January, and 97,778 at the end of 
February last year. 

The current stocks were divided: 
Separate burners, 66,035; Boiler-bum 
er units, 22,982; Furnace-burner unis, 
21,370. 

Factory stocks on December 31, the 
latest available data 52,345 compared 
with 57,857 the previous year. 

TANK STOCKS: Tank stocks in deales 
hands were also up at the close of Feb 
ruary to reach 58,329 compared with 
47,125 and with 32,399 at the end 
February last year. By sizes the ur 
rent stocks show 220-275 gal., 49,10 
sizes 550-675 gal., 5,286; sizes 1,00! 
gal. or larger, 3,492. 
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Make field repairs quickly with 
this simple attachment of hose to 
KAMLOK shank type adaptor and 
coupler by using hose clamps. Leak- 


proof, light weight, easy to handle. 


ALL KAMLOKS COUPLE AND UNCOUPLE 
INSTANTLY REGARDLESS OF HOOK-UP 
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. . . + Oilheating Trends 


The average price paid by oilheat- Oilburner* and Building Permits 
ing dealers in February for a 275 gal. = - 

: ee February 2 MONTHS 
tank was $31 or about the same as it = 956) 1955. «1956-1955 


has been for several months. 4 5 6 6 
23 45 


——OILBURNERS— - -DWELLINGS—-——___ 
February 2 MONTHS 


1956. 955 1956 = 1955 


Albany, N. Y. ee 3F 0 
96 82 Baltimore, Md. 484 753 
9a ate Binghamton, N. Y. 2 9 
Bloomfield, N. J. 6 19 
Boston, Mass. 37 80 
Bridgeport, Conn. a a8 ee a 
Buffalo, N. Y. 17 63 
Columbus, O. bi 4 
Des Moines, Ia. 342 405 
Detroit, Mich. 142 310 
Elizabeth, N. J. 1 5 
Freeport, N. Y. A ofa ‘a 
Greenwich, Conn. 27 43 
Hackensack, N. J. 5 
Hartford, Conn. Pe x 
Irvington, N. J. f 4 
Lynn, Mass. 16 
Meriden, Conn. 
Milwaukee, Wisc. 
Minneapolis, Minn. 46 
Montclair, N. J. ; is 
Morristown, N. J. 0 
Mt. Vernon, N. Y. 5% MS 
Newark, N. J. 
New Bedford, Mass. 
New Haven, Conn. 
New Orleans, La. 
New Rochelle, N. Y. 
Brooklyn-Queens 
Norfolk, Va. 
Omaha, Neb. 
Orange, N. J. 
Passaic, N. J. 
Paterson, N. J. 
Philadelphia, Pa.** 
Plainfield, N. J. 
Portland, Me. 
Portland, Oreg. 
Poughkeepsie, N. Y. 
Providence, R. I. 
Reading, Pa. 
Richmond, Va. 
Roanoke, Va. 
Rochester, N. Y. 
Rockville Center, N. Y. 
Salem, Mass. 
St. Louis, Mo. 

St. Paul, Minn. 
Schenectady, N. Y. 
Seattle, Wash. 
Spokane, Wash. 
Springfield, Mass. 
Stamford, Conn. 
Trenton, N. J. 
Utica, N. Y. 
Washington, D. C. 
West Orange, N. J. 
White Plains, N. Y. 
Wilmington, Del. 
Worcester, Mass. 
Yonkers, N. Y. 
Totals 
Percent Change 


162.177 


Special Study \ ae 
this Month a 


Summer Use of Truck Drivers: It is ci ¥% Pe a 
° 4 ll - e od hz = ] f 56 1 5 73 35 
universally recognized that a lot oO 41 46 59 84 
fueloil truck drivers go somewhere else 
in the summer, but it has been quite 38 65 246 
some time since we undertook to place 18 5 24 11 


100 «1754175 


a measure on this activity. 33 is 63 49 
At the start of this special study we 643 
learned that approximately 57% of all a 7 z Ap 
fueloil truck drivers are held through 2 2 4 2, 
the full 12 months. Obviously, this fig- . po 28 fy 
ure is influenced quite a lot by the 52 133 
smaller companies. As we go down the ? 17 29 
columns on our worksheets we notice - 10 83 20 
that nearly every reporting company pe . a 
with only two drivers keeps them both a 0 14 
all year, and many of the companies “ 
with three or four drivers employ them 15 43 
through all of the months. 526 
There was almost no geographic 38 90 86 
variation in the percent of drivers held = ea ip 
in the summer although the midwest 44 108 
did show up a little stronger with z 
See : 15 89 74 
62%. This is probably due to having 1 198 169 
more companies selling both gasoline +4 - — 
and fueloil. 28 81 50 
Obviously the fueloil distributors +. 4 tea ~ 
could not employ 57% of their oil 15 13 18 
drivers through the summer on the job . 
of delivering fueloil. We find that a 81 77 ed 
little less than half actually spend the 31 39 68 
summer driving oil trucks. fe os x = 
To put it another way which might 54 53 99 114 
make it more understandable . . . for ie 7 or 33 
each 100 drivers working in the win- 24 40 45 69 
ter we find that only 19 of those driv- " Has oie oe 
ers are delivering fueloil through the 2032 3856 «= 4333 
summer, while 38 of those winter driv- —H ne 
ers are kept through the summer on 
some other work. 
What kind of work do these 38 sum- 
mer employees do—how are they kept 
busy? We find that 12 of the 38 are 


cleaning furnaces; three of them are on 


977 1820 2020 
hh} on 


2023 
—0.04 


3058 


*Permits are not total sales in each market since none are reported from suburban areas, 
which normally account for 20% to 60% of total sales in each market; nor are they an accu’ 
rate index where enforcement is lax. Rightly used, however, they are a useful working index. 

**Courtesy of “Philadelphia Inquirer.” 


last miscellaneous group and men- 
tioned in their order of importance are 


mentioned by single companies i 
the reporting group included LPgas 


general oilburner service; six of the 
men are installing new oilheating 
equipment; five of them are kept active 
on overhauling and painting fueloil 
trucks. The final 12 men in the lot do 
quite a variety of things. 

Typical of the work done by this 
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maintenance of grounds and buildings; 
drive the gasoline truck, apply liquid 
fertilizer, and paint service stations. 
Mentioned less frequently were such 
activities as road oiling, driving coal 
trucks, driving ice trucks, and selling 
fueloil or service contracts. Other jobs 


delivery, whitewashed boilers, (?), 
service station attendant, collecting 
bills, visiting farmers and driving ce 
ment trucks. 

Notice that all the activities we have 
just mentioned apply to the drivets 
who are kept on the job by the fuelal 
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4 FOR eccecece efficient water separation 
; solids filtration down to 5 microns 
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‘| RESULT....INCREASED BUSINESS 


Warner Lewis Company Offers Two Separator Designs 


_ @Excel-So Separator-Filter contains bulk fil- © Fram Liquid Separator-Filter. Most efficient 
am tration media designed for long life — 

efficient water removal — excellent 
solids filtration 


equipment ever! Removes essentially 


all free water — filters to 5 microns 
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Hose Swivels 
with 


EVER-TITE 




























EVER-TITE No. 2 
Straight Thru Swivel 





When this new Ever-Tite Swivel 
is used between the hose and 
nozzle, kinking and twisting of 
the hose is eliminated. 


Free swivel action at all times— 
with parts firmly secured. Hose 
strain is prevented because the 
swivel assures quick and easy 
positioning of nozzle. 


The Ever-Tite Swivel is always 
leak-proof because of a special- 
ly-designed machined seal and 
gasket. It is constructed of heavy- 
duty durable bronze—precision- 
engineered for typical Ever-Tite 
performance. 


















EVER-TITE 
No. 9 
Check Valve 
Swivel 









NS naa 


Ever-Tite No. 9 Swivel has all 
the features of the No. 2 plus 
the additional advantage of an 
inlet check valve. When the 
pump is shut off, an “O” ring 
seals against a tapered machined 
surface and prevents the hose 
from draining. Spring tension is 
approximately 112 p.s.i. 











Let these precision Ever-Tite Hose 
Swivels save wear on your equip- 
ment as well as operators’ time. 
Write or phone your distributor. 


Send for Bulletin F-11 









EVER-TITE COUPLING CO. INC 





254 West 54th Street, New York 19, N. Y. 
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. . » « Oilheating Trends 


distributor, in other words they engage 
in these activities for their regular full 
time employer. 

Let’s go a step further with that 
group of 100 men. We found that 19 
of them kept on delivering fueloil 
through the summer, and 38 more held 
their jobs, but went into the other ac- 
tivities we have described. That leaves 
43 that were laid off. 

We were surprised to learn that only 
24 of those came back to the compa- 
nies in the fall. The other 19 were lost 
to the companies. This is an unhappy 
situation because it means that the in- 
dustry has to train one-fifth of its driv- 
ers from scratch each year to replace 
those who stayed away, and of course, 
they have to train another 10% more 
or less to handle the industry’s growth. 


Summer Jobs 


Now let’s look for a minute at the 
24 men who were laid off in the spring 
and came back in the fall. How did they 
spend the summer? First we learn that 
a little over one-third of the fueloil 
companies make a real effort to help 
these men get summer jobs. 

Then, we find that a little more than 
three-quarters of the men laid off for 
the summer have regular jobs that they 
go to year after year. 

The work that these laid-off men do 
in summer covers almost the whole 
range of probable occupations. The one 
activity most frequently mentioned 
was construction work, including some 
of the skilled crafts like carpentry. 
Next most important was road work— 
either operating road oil trucks or con- 
structing asphalt roads, The third im- 
portant occupation was farming, and 
the fourth was driving trucks to haul 
sand, gravel or cement. 

Ice cream truck operation was next 
in order and following that three oc- 
cupations were tied in number of men- 
tions: these were, curiously, city fire- 
man, professional baseball and ice de- 
livery. Then we had eleven miscellane- 
ous occupations mostly mentioned by 
one or two companies. These were 
commercial gardening, driving trucks 

to deliver produce, milk or beer. Also, 
golf course work, home moving trucks, 
soft drink concession, carnival worker, 
disposal plant, and commercial fishing. 

We mention all of these occupations 


in the hope that some of the fueloil dis, 
tributors who are faced with helping 
the men find summer work may get 
some fresh ideas of what to go after. 

One question asked of the report- 
ing fueloil men was whether they pay 
the drivers that they keep the year 
‘round as high a rate in summer as they 
do in winter. We find that nine out of 
ten do pay the same rate, but the others 
do not. 

Then we asked them if they had any 
difficulty with their unions in switch- 
ing their men from one occupation to 
another. In other words if they were 
involved with a truck driver union and 
also an oilburner service union could 
they switch men back and forth. Only 
7% of the companies say that the 
unions give them any problems on this 
score. In general, the union bosses are 
happy to have their men employed and 
don’t care what they do as long as they 
get the rate. 

The final question asked the fueloil 
men whether they get better efficiency 
in delivery out of the people that they 
keep the year ‘round than out of the 
strictly winter employees. We found 
82% of the companies believing their 
year ‘round men are more efficient on 
delivery. This should be obvious, we 
suppose, because it indicates that when 
a man is found to be very effective in 
his work they make a special effort to 
hold them through the summer. 


Typical comments on the special 
study this month are these: “The driv 
ers in the past two years have lost their 
appreciation of year ‘round jobs, doing 
poor work on summer overhauls; I have 
told them that if they do not do better 
the first month this year I will lay them 
off and subcontract the vacuum cleat’ 
ing and do the burner overhaul with 
our regular servicemen. I cannot sub 
sidize oil drivers to contribute to the 
loss in our service department.” . - 

“This is a necessary evil; can’t lay 
your best drivers off or they will get 
full-year job somewhere else.” . . . “No 
driver feels any responsibility in do 
ing other work than oil delivery.” * 
“With the new wage law this is goiné 
to be a real problem.” . . . “Our regu’ 
lar crew of three mechanics and thret 
truck drivers do any job that may comé 
up in the business.” 
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America’s famous fuel oil brand 


Stops the eye... Starts the sale 





Mobilheat is the fuel oil known to oil burner owners 
all over the country. That’s why it’s so much 

easier to sell this famous brand. Furthermore, it’s 
backed by one of the greatest names in the petroleum 
industry —Socony Mobil with 90 years of oil 
marketing and merchandising experience. 


Make it warm for your customers—‘“‘hot”’ for 
your competition with Mobilheat! 


SOCONY MOBIL OIL CO., INC., and Affiliates: MAGNOLIA PETROLEUM CO., GENERAL PETROLEUM CORP. 


ol 
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— MORE SIGNIFICANT alterations 
in the price table in the past 30 
days were in the Pacific Coast markets. 
We notice that the tank wagon price 
on No. 2 heating oil went up two 
tenths cent a gallon all the way from 
Spokane down to Los Angeles. The 
tank car price went up by the same 
amount. 

There were small adjustments in the 
East. Boston was up one tenth at the 
tank wagon level; New York was up 
two tenths while in each city the tank 
car prices stayed as they were, and this, 
of course, gave the marketers a little 
more margin. 

Distillate stocks at the primary level 
dropped very sharply during the 
month, but of course that is to be ex- 
pected since they traditionally hit their 
lowest point at the end of March. 

Secondary stocks in dealer hands go 
back to December 31 in the current 
table since those figures come through 
rather slowly through the Bureau of 
Census. Those stocks don’t change a 
great deal around the year because 
most of the marketers keep them as low 
as they consider safe at all times for 
financial reasons. 

Speaking of price increases there’s 
a lot of agitation among the companies 
who have headquarters in Oklahoma 
and Texas to bring about a rise in the 
price of crude oil. This is a topic very 
frequently discussed these days 
throughout the industry. By and large 
the oil companies having Eastern head- 
quarters seem to discount the need for 
a crude rise which is fortunate in view 
of the competitive fuel situation today. 
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No. 2 Heating Oil (Including No. 3 & PS200) 
Price per gallon as of March 15, 1956 


Tank 
Car 


Portland, Me. 10.8 
Boston 10.7 
Providence 10.7 
Springfield, Mass. 10.95 
Hartford 10.95 
New Haven 10.6 
Syracuse 11.6 
Albany 10.9 
New York 10.6 
Newark 10.6 
Philadelphia 10.6 
Harrisburg e 
Baltimore 10.6 
Wilmington, N. C. 10.7 
Washington Ne 


*Delivered. 


Tank Tank Tank 
Wagon Car Wagon 
14.5 Richmond 11.0 14.2 
14.6 Charleston, S. C. 10.7 13.9 
14.6 Chicago 11.2% 14.6 
14.5 Detroit 12.757 152 
14.5 Cleveland 11.6* 14.6 
14.2 Minneapolis 11.0 14.3 
14.8 St. Louis 10.9* 14.4 
14.2 Indianapolis 11.6* 15.1 
14.7 Milwaukee 125? 15.5 
14.1 Des Moines ad 14.3 
Pee ae. San Francisco 10.65* 13.2 
14.6 Portland, Ore. 11.25% 13.8 
14.15 Seattle 11.25* 13.9 
14.0 Spokane 13.65* 16.3 
14.65 Los Angeles 10.45" 12.7 


Tank wagon prices shown are for maximum one-time delivery discounts. 


DEGREE DAY TABLES 


——ONE MONTH ONLY— 


February Percent 
Normal 1955 1956 Change* 
L279 1127 2123 — 48 


nr 
Ww 
~I 


RANE OOWUINWEUIOOONOAUEHAUAH ROH OUH OULD: 


512 480¢ 396 
840 849+ 758 
1002 917 936 
1128 1032 1061 
1053 1007 1025 
812 817 765 
1019 950 967 
432 451 434 
924 1054 1072 
1092 1195 1137 
1072 1018 1061 
1086 1048¢ 1166 
1050 961 986 
1165 1234 1344 
265 259 219 
938 911+ 906 
efi: O21 «87? 
244 223 338 
778 760 680 
1142 11224 1153 
1310 1411 1444 
223 191 145 
904 841 841 


_— _ 


— Ww 


Clg tgsGhats eo asa ene 
NHN AAAN SAY RW WAIROMN Www RAAIMH RAO MAN WH 


wre 


1056 1004 1040 
781 756 685 


1058 1230 1121 - 
837 788 764 — 
879 829 808 — 

1218 1065 1166 — 
594 641 793 +3 

1019. 6931. S41 < — 
722 #726 662 — 
7192 794 71146 — 
885 1142¢ 1113 +2 
36. 390. 390. +4 

1442 1357 1348 — 
602 657 768 +2 


— 





*Compared with normal. 


PRIMARY STOCKS* 
(Thousands of Barrels) 
East of Rockies 


——SEASON TO DATE— 


Sept. through Feb. Percent 
Normal 1955 1956 Change* 


Albany AP 5056 4884 5161 + 33 
Atlanta AP 2269 23914 2355 + 34 
Baltimore AP 3613. 37037 3696 + 2 
Boston AP 4123 3952 4251 + oy 
Buffalo AP 4777 4571 4795 + 04 
Chicago AP 4648 4301 4577 —15 
Cincinnati CO 3465 3713 3811 +10.0 
Cleveland AP 4322 4173 4402 + 139 
Dallas AP 1909 1819 2000 + 48 
Denver AP 4397 4233 4257 — 32 
Des Moines AP 4877 4744 5297 + 8.6 
Detroit AP 4600 4428 4611 + 02 
Grand Rapids AP 4663 4472¢ 5011 + 75 
Hartford AP 4494 4313 4592 = te 
Helena AP 5881 5651 6483 +10.2 
Houston AP 1168 1053 1068 — 86 
Indianapolis AP 4201 41317 4341 + 33 
Kansas City AP 3811 3519 3980 + 44 
Los Angeles CO 1023 892 1096 + 7.1 
Louisville AP 3444 3440 3485 + 12 
Milwaukee AP 5089 4817+ 5111 + 04 
Minneapolis AP 5862 5746 6422 + 9.6 
New Orleans CO 993 1004 1043 + 5.0 
New York CO 3670 36293717 Fag 
Omaha AP 4728 4467 5226 +10.5 
Philadelphia CO 3394 3387 3451 + 17 
Pittsburgh CO 3761 3770 3869 + 29 
Portland, Me. AP 5367 5004 5383 + Ge 
Portland, Ore. CO 2985 2843 3259 + 92 
Providence AP 4339 4106 4379 + 09 
Roanoke, Va. AP 3194 3439 3388 + 61 
St. Louis CO 3478 3388 3649 + 49 
Salt Lake City AP 4358 4678+ 4248 —25 
San Francisco CO 1679 1803 1787 + 64 
Sault Ste. Marie AP 6369 5999 6124 — 39 
Seattle CO 3037 2877 3457 + 38 
Toledo AP 4617 4438 4777 + 35 
Washington AP 3304 3327 3365 + 18 
City Office. 


Distillate Fueloils 


SECONDARY STOCKS** 


(Thousands of Barrels) 
Dec. 31 Dec. 31 








Mar. 4 Mar. 11 1956 1955 

1956 1955 East Coast 9,375 10,591 
East Coast 26,652 24,463 Midwest 5,924 5,687 
Midwest 19,891 17,399 Gulf Coast 723 644 
Gulf Coast 12,628 10,811 Mountain 523 sil 
—_—— Pacific 991 1,243 
Total 59,171 52,673 —_ 
Total 17,536 18,676 

*American Petroleum Institute. **Bureau of the Census. 
April 
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“Dicweaiall Safes 00 gil 


by 
Milburn Petty 
WASHINGTON — Producers have for- 


given President Eisenhower's veto of 
the gas bill, apparently comforting 
themselves with his endorsement of its 
objectives. 

Noting that the President based his 
veto on “arrogant” actions of a few, 
Robert L. Wood, president of the In- 
dependent Petroleum Association of 
America, said it would be “presump- 
tuous to judge this decision until the 
facts are known.” 

Meanwhile, the producer leader said 
the industry has a right to expect that 
the Eisenhower Administration will 
initiate “corrective legislation.” 

The presidential veto message, he 
added, said present controls over gas 
producers “will limit supplies of gas 
which is contrary not only to the na- 
tional interest, but especially to the in- 
terest of consumers.” 

So, closing their eyes and ears to the 
damage that the harshly-worded veto 
did to the industry’s prestige, the 
IPAA apparently is pinning its hopes 
on Ike putting through a new gas bill 
next year—after the elections. 


Veto Encourages Oil Critics 


On several occasions during debate 
on the gas bill, there were attacks upon 
the 27.5% oil-gas depletion allowance, 
with critics contending that it gave the 
petroleum industry an undue tax ad- 
vantage. 

Next day, after the gas bill passed 
the Senate, four republican senators in- 
troduced a bill to cut this deduction 
from 27.5% to 15% of gross income 
(limited to not over 50% of net in- 
come). Senator Williams (R, Dela- 
ware) plans to offer it as an amend- 
ment to some tax bill coming over from 
the House. 

As an aftermath of charges about oil 
men contributing to political cam- 
paigns, Congressman Reuss (D., Wis- 
consin) proposed that the depletion al- 
lowance be cut to 5%. 

Purpose of this, Reuss said, was to 
“curtail the oil industry’s capacity to 
spend political money like a drunken 
Sailor.” 
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How widely such sentiments prevail 
on Capitol Hill is not known. But, 
certainly, there are many republicans 
—and democrats, too—from consumer 
states, who voted for the gas bill and 
resent having the limb sawed off on 
them by Ike’s veto and would wel- 
come a chance to “get right” with their 
constituents by voting against the oil 
industry—such as on depletion. 


Gas Producers Fear ‘Cost’ Rule 


What the producers fear most—and 
it was pointed up in Ike’s veto mes’ 
sage—is that, without some corrective 
legislation, their prices will be fixed by 
the Federal Power Commission on the 
utility-type formula like “‘cost-plus- 
6%" and discourage exploration. 

This, they contend, would not pro- 
vide the incentive to engage in the 
hazardows search for oil or gas. 

Some of FPC’s staff have been press- 
ing for inclusion of “costs” in producer 
rate cases. 

Meanwhile, the circuit court here 
has ruled against the FPC allowing the 
“fair field price” for pipeline-produced 
gas. Instead, the FPC should allow no 
more than the pipeline’s “cost” unless 
it can be shown that a higher price is 
needed, as an incentive to exploration 
—but no higher than necessary. 


Several FPC members admit that the 
law, as interpreted by the courts, may 
require them to consider “cost” in fix- 
ing a price for a producer’s gas. 


‘End Use’ Considered by FPC 


A long step toward recognition of 
“end use,” as a factor in applications 
for extension of gas service, has been 
taken by the FPC. 

Northern Natural Gas Co. wanted 
to construct a 1.42-mile pipeline to 
supply gas for boiler fuel to the Black 
Dog Electric Power Plant, near Min- 
neapolis on an interruptible basis. 

By a 3-to-2 decision, the FPC said 
it “has repeatedly held that the use of 
natural gas as boiler fuel is an inferior 
usage and that, while it is not to be 
denied in all situations, it should be 
permitted only on a positive showing 
it is required by public convenience 
and necessity.” 





The FPC order, denying a certifi. 
cate, noted that there were “‘limited 
quantities” of natural gas as contrast- 
ed with “enormously more abundant 
supplies of coal.” 

So, “gas conservation” should be 
considered in any application to dis 
place coal with gas. 

Of course, the same arguments 
could be used against displacing coal 
with oil—if, down the road, federal 
regulation comes about, as many fear, 
from control of oil’s sister industry, 
gas. 


Gas Reserves Climb Sharply 


Gas reserves, as estimated by the 
American Gas Association, showed a 
net gain of nearly 12 trillion cubic feet 
in 1955—-or about 45 times the gain in 
the previous year. 

About 75'% of 1955’s gain resulted 
from “extensions and revisions” in pre’ 
estimates. 

(This increase, the second largest 
on record, probably embarrassed pro- 
ponents of the gas bill because it oc- 
curred in the first full year of opera- 
tions after the Supreme Court ruled in 
favor of federal control in the Phil- 
lips Case.) 

American Petroleum Institute esti- 
mated crude oil reserves showed a net 
gain of 451 million barrels after de 
ducting 2.4 billion barrels produced. 


Coal Booms, Oil Imports Off 


U. S. coal production this year— 
through March 19 — is nearly 16% 
above a year ago and about 30% more 
than in the same period of 1954. 

This perhaps explains ODM Direc 
tor Flemming’s loss of enthusiasm for 
curtailing imports of residual fuel oil 
—particularly, with residual imports 
running below 1955. 


Probes of Oil Prices Proposed 


Congress has before it a proposal 
that the Federal Trade Commission be 
given $600,000 for a nationwide in 
vestigation of practices — particularly 
pricing—in the distribution of gas” 
line, fuel oil and lubricating oil. 

Department of Justice says it will 
require 110 people to investigate 
whether or not the oil states are limit 
ing production to fix prices of oil and 
gas, as directed by Congress. 
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1 How to fulfill the 
| PROFIT PROMISE OF OHI o 


Home improvement starts with comfort... 


comfort starts with M Cli 
cow ueller Ulimatrol 


Only once in a while does a promotion idea come along that’s 
so dramatic it captures everybody’s imagination. Such an idea 
is Operation Home Improvement. Widely publicized by Amer- 
ica’s best-read magazines .. . endorsed by community leaders 
everywhere ... OHI has tremendous profit potential for you. 


MUELLER CLIMATROL IS THE PAY-OFF! 


No other manufacturer gives you the complete selection of 
selling aids — all specifically designed to help you get more 
replacement business. Powerful national advertising routes 
prospects your way ... invites them to see the man who 
handles Mueller Climatrol . .. America’s most complete line 
of heating and cooling equipment. 






















d 
Sell perfect comfort all year round with Mueller Cli- 
sal matrol companion air conditioners. Ideal replacement 
n be units! Home-owners respond to step-at-a-time economy. 
in’ 
arly 
aso’ see your man from 
e Sales are e 
= | tuning teen ueller Ulimatrol 
imit’ 
and every day! Get all the facts on what we're doing to help you capitalize on Operation 


Home Improvement. Ask your man from Mueller Climatrol . . . or write 
Mueller Climatrol, Dept. 46, 2050 W. Oklahoma Ave., Milwaukee 15, Wis. 
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Another Dealer Tells Why He Switched to 


LENNOX 
LE CAL EFA. 
gives me fast, thorough 

service that means extra profit” 


eee says Frank Arnold, owner of 
Prudential Heating Co., Louisville, Ky. 
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“1’d handled five or six lines before I 
switched to Lennox. And believe me, 
the Lennox factory-to-dealer service 
is the finest I’ve ever had. The equip- 
ment is built to give top service both 
to us as dealers and the customer. 
There are never any parts missing, 
and we experience fewer call-backs 
after installations. Whenever we have 
a problem, someone from Lennox gets 
here with the answer—quick. My men 
all agree that the switch to Lennox 
was the smartest thing we’ve ever 
done. I know it has been the most 
profitable.” 


: aa 


id eS ~. 


One of Prudential’s 8 trucks in a brief stop Here Mr. Arnold, with Lennox representatives, 





before taking another load of Lennox equip- plans to use some of the many sales aids that 
ment to a smart new subdivision. are available from the factory. 
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A typical installation of Lennox All-Season air 
conditioning. The completeness of each unit, the 
pre-wired control system and fully hermetic refrig- 
eration circuits mean less time on the job and 
better installations. 
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= LENNOX Industries Inc. Clip and mail this coupon today! | 
“= _ ea LENNOX INDUSTRIES INC. 

= (Address nearest branch. See locations at left.) 

— eee oes: See, ON Without any obligation on my part, please send me 
Syracuse, N. Y. * Salt Lake City, Utah 


complete profit facts about a Lennox dealership. 
los Angeles, Calif. * Fort Worth, Texas 


Decatur, Ga. * Des Moines, lowa CI sions neninececiacin sheds saiceacadeaiiecitrond haskeptaioodnmnes sediadh 
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In Canada: Toronto, Montreal and Calgary 
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PROFITABLE 
SHOW ON 
EARTH 


SHANA =>t's 


Water-Cooled and Air-Cooled (Waterless) 


AIR CONDITIONING 


Featuring these stor attractions: 


futura designing—for any home in any statel 


precision engineering (in compliance with 
U.L. standards) 


ultra performance (guaranteed oat A.S.R.E. 
and A.R.|. standards) 


Simplified ''A-B-C’’ installation and servicing. 
Shana-Air selling program 


WATER-COOLED 
SW SERIES 


Available in 
2-3-4-6 ton 
capacities 


AIR-COOLED 
SAR and 


SAAC SERIES 
Available in 2, 3 
and 5 ton 
capacities 


PLUS these additional attractions: 


@ “Duo” Units! @ Combination Units! 
@ Commercial Units! © Winter Air Conditioners! 





Please send me additional information about 

SHANA-AIR air conditioning. 

C) Cost of units. F&OH 

() Description of all air conditioning and heat- 
ing equipment manufactured by Shana Manu- 
facturing, Inc. 

(0 Exclusive franchises still available. 

Name. 

Name of Firm 

Nature of Business. 

Address 

City Zone. 

Phone Number. 














State. 
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SHANA MANUFACTURING, INC 
188 W. Randolph St.. Chqo 1. Ill. DE 2-7030 





OHI New York Convention 
to be at Park Sheraton 


MEMBERS of the convention program 

committee met recently to decide over- 

all plans of the annual Oil-Heat Insti- 

tute Convention to be held at the Park 

Sheraton Hotel in New York City 

while the Show and Exposition is held 
_ at the new Coliseum. 

All business meetings of the Board 

of Directors, Executive Committees, 
| Accessory, Distribution and Techni- 
_cal meetings will take place on Mon- 
| day, June 11. 

All sessions, round tables, panel dis- 
cussions, and film showings will be at 
the Park Sheraton in the mornings 
from 9:30 to 12:30. The Exposition 
will be open from 1 p.m. until 10 p.m. 
daily, June 11 through 15, thus avoid- 
ing attendance conflicts. 


Two Distribution Division sessions 


| will be held the mornings of June 13 
| and 14 in the hotel ballroom. Among 
| the topics to be discussed will be: tank 
failures, radio communication equip- 
ment, personnel selection, telephone 
procedures, automatic deliveries, pro- 
motion and advertising, service con- 
tracts, and selling against competitive 
fuels. A one dollar registration fee will 
enable dealers to attend the conven- 
tion sessions. 

Among the films tentatively sched- 
uled are the following: the 13% 
minute color television film will be 


Architect's drawing of the New Yor 
Heat and Air Conditioning Exposition taking place June 11 to 15, concurrett 
with the annual convention of the Oil-Heat Institute of America. 
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premiered at the Wednesday morning 
session; the 45 minute sound film strip 
produced for OHI by the Burroughs 
Corp. on Management, Accounting 
and Degree-Day Procedures; and eight 
to ten of the 30 minute Service and 
Installation sound film strips. 

Accessory, manufacturers’ and tech, 
nical division members attending the 
meeting were Fred Weldon, chairman, 
Bob Hundley, Jim McGuire, Frank 
Scully, Shep Doherty, Ben Weichers 
Tom Reed, Stan Czarnecki, Clark 
Hastings, Bill Gaskell, Tom Shirey, Al 
Crawford, Dick Routh, Gene Gard: 
ner, Gabe Marin, Bill Sullivan, Bil 
Robinson, Ralph Becker and Dave 
Bottrill. 

Distribution Division members at 
tending were Herb Spade, Fred 
Heaney, Tim Loizeaux and Tom 
Hickey (co-cligjrman of the Distribu 
tion Division convention program 
committee) Tim Loizeaux, Jr., Phil 
Schepp, Pat Caputa, Bob Barr, Harry 
Magee and Charles Burkhardt. 

All inquiries about the annual con: 
vention, show and exposition should be 
addressed to the Oil-Heat Institute of 
America, 500 Fifth Ave., New York 
36, N. Y. 

The 21st National Oil Heat and Air 
Conditioning Exposition is being held 

(Please turn to page 29) 


oliseum, site of the 21st National Oil 
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A DIVISION OF UTILITY APPLIANCE CORP. 


UTILITY FAN CORP. 


911 East 59th Street, Los Angeles 1, California 
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NEW DIRECT DRIVE BLOWER FOR 
HEATING-COOLING COMBINATIONS 


For some time there’s been a quiet revolution afoot at Utility. 
And manufacturers of heating, cooling, refrigerating and 
ventilating equipment are solidly behind it. Newest creation of 
this passion for silence is a burly brute of a direct drive 
blower. We call it “Big Boy,” newest of a new breed— 

the strong, silent type. 


With airflow capacity great enough to handle up to 

125,000 BITU—3-ton heating-cooling combinations, 

“Big Boy” will deliver approximately 1,400 to 1,500 CFM 

at a static pressure of 0.80” WG to make it the most 
powerful direct drive blower now available. Yet, low outlet 
velocity makes it ideal for residential units. Extremely 
compact, and easily speed-controlled, it is equipped 

with Neoprene hubs and super-quiet permanent split capacitor 


motor to give the sales appeal of silence to your equipment. 


For quality you can count on, check Utility’s silent “Big Boy” 
Direct Drive Blower. In blowers and parts, you'll always 
find that... 


YOU CAN’T MATCH UTILITY FOR PRODUCT AND PRICE! 


Manufacturers of heavy and standard duty blowers for 
heating, air conditioning and ventilating installations. 
Producers of blowers and blower parts for original 
equipment manufacturers. Write for catalogue data. 





Gy GENERAL 
18 CONTROLS 


48 


with the new look 


Products designed to delight the 
eye—products designed to gladden 
the bank balance. Just look for the 
General Controls gray on the provet 
Perfex line, and, of course, for the 
famous General Controls red shield 
It’s the new look in automati¢ 
controls for ’56! 


You get “better than ever” selection... § 





THIS WAY TO 


(coe Omm ©) —7 4 an 5 2) j p i ; 
from the Nation’s most 


complete control line 








For any warm air or wet heat system—0i 

or coal-fired—there’s one right answer 
control problem. Just make it an all General Com! 
job. You'll find “extra profits” begin when youm 
that one-stop call at your nearby General Coml 
wholesaler to pick up a complete control pact 
for the entire job. 

















GENERAL CONTROLS 
adds DeERFEX: 











from a nation-wide, factory 
trained field organization 


Whatever your control need may be—a new 
application, an unusual service problem, or 
an aggressive selling program—a call will 
bring the help and experience of your local 
General Controls field representative. 
5 plants, 7 regional warehouses, 42 branch 
offices —now serving the United States and 
Canada. Every help you need when you need 
it, near as your phone, 





For one complete line, 
one responsible source and warranty— 
specify General Controls 
on every job. 


Iron Mountain, Michigan 
Glendale, California 
Burbank, California 

Skokie, Illinois 
Guelph, Canada 


Manufacturers of Automatic Controls for Home, Industry, and the Military 
FORTY-TWO BRANCH OFFICES SERVING THE UNITED STATES AND CANADA 


Five Plants: ei GENERAL CONTROLS 


Penrex CONTROLS AND GENERAL CONTROLS 
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Quieter 


GENERAL 


MOTORS 


A ELC 


DAYTON OHIO 





DELCO electric MOTORS for OIL BURNERS 


Lighter—A full 30% lighter than previous models. 
Easier to install in assembly, permits lighter weight 
supporting member design, saves on both packaging 
and shipping costs. 


Shorter—Length reduced 11% inches. Easier to fit 
into new design, smaller furnaces. 


Quieter—Delco Products lubrication system helps 
make these the quietest oil burner motors on the 
market and gives more customer satisfaction, especi- 
ally on living-area installations. 


That’s not all! These new Delco Products electric 
motors for oil burners are totally enclosed for greater 
safety and better appearance. Approved by Under- 
writers’ Laboratories, of course. Delco Products 
electric motors are sold and serviced throughout the 
world by the largest organization in the industry. 


For the best electric motors for your oil burners- 
or for any other product. . . for the best service fot 
your customers... for expert application engineering 
... call your nearby Delco Products Sales Office 


€ ,.DELCO Zac MOTORS 


GENERAL 
MOTORS DELCO PRODUCTS, DIVISION OF GENERAL MOTORS, DAYTON, OHIO 


Frovecl best by Performance / 
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atthe same time in the New York City 
Coliseum. The exposition will be one 
of the first shows to be held in the new 
¢ructure, which is opening early in 
April. By mid-March 133 exhibitors 
tad reserved 88% of available exhibit 
gace, which occupies the entire third 
foor of the building. 

The exposition is for the trade only, 
with admission by registration. 

Additional details can be secured 
from the Oil-Heat Institute of Amer- 
ca, §00 Fifth Ave., New York 36, 
N.Y., are sponsors of the show. 





So 
(omm.-industrial Burner 
Standards proposed for OHI 


DISTRIBUTION of a proposed commer- 
dalindustrial oilburner standard for 
oHt has been completed, with recipi- 
ents asked to send comments before 
| May 1 to C. H. Pesterfield, technical 
secretary, Oil-Heat Institute of Amer- 
ica, Inc., at 646 Beech St., East Lan- 
sing, Mich. The standard will be dis- 
cussed at OHI’S annual meeting in June. 
The proposed standard is not de- 
signed as a public protection standard, 
but rather is to be a manufacturing 
standard under which all manufactur- 
es agree to operate. Basically, the 
standard was prepared to eliminate all 
references to domestic oilburners and 
include only those requirements which 
apply to commercial-industrial equip- 
ment, containing material taken from 
Subject 296 of Underwriters’ Labora- 
tories, 





Introductory remarks to the stand- 

ad explain: “This standard repre- 

ctric i *MSthe judgment of the Commercial- 
ater Industrial Sections of the Oil-Heat In- 
der- “tute of America as to the basic re- 
lucts “ements for the construction and 
; the performance of the products to be 
stry. lited under this classification. These 
requirements are based upon sound 

ems— B ineering principles, research, rec- 
e for itds of tests and field experience, and 
ering BH appreciation of the problems of 
fice. manufacture, installation and use de- 
ved from consultation with and in- 
“mation obtained from manufactur- 
", Users, inspection authorities and 
thers having specialized experience. 
are subject to revision as further 
“perience and investigation may show 


‘Necessary or desirable.” 
Fricloil 





OIL FIRED 
BOILERS 


Approved by 
Men Who 


SPECIFY, 
SELL, 
INSTALL 
and USE 
HOT WATER 
HEATING 
SYSTEMS 


Dunkirk Boilers are made of cast iron, the lifetime metal — proved best 
over the years for enduring trouble-free service. Each boiler section is tested 
under high pressure, then assembled and tested as a complete unit. 


Exclusive patented honeycomb design provides maximum heat transfer 
surface in minimum space and with minimum weight. 


Combustion chamber is waterbacked by wet base design that provides extra 
heating surface, increased efficiency and safe installation on floors. Provision 
is made for year-round automatic hot water for domestic use. Built-in 
tankless heater coil delivers full 3 to 5 GPM flow of hot water. Saves cost 
of storage tank and separate fuel. 


Dunkirk Boilers in flush or extended cabinets 
are smartly styled, finished in a warm two-tone, 
baked-on blue enamel that blends beautifully 
with surrounding colors. 
CAST IRON 


Dunkirk Baseboard Radiation is available in cop- BASEBOARD 
per tube—aluminum finned and cast iron panel 
types. They are designed to meet high standards 
of efficiency and attractive appearance. 


Dunkirk’s complete line of Oil-Fired Boilers, 
Baseboard Radiation and related accessories 
gives you one single source of supply for 
volume sales and profits. 





ALUMINUM 
Don’t delay, write for catalogs. BASEBOARD 


DUNKIRK RADIATOR CORPORATION 


DUNKIRK, NEW YORK 


Member of The Institute of Boiler and Radiator Manufacturers 























































Get the full story on Low-Cost 


ld lant-ral — HEATING 








T.M. REG. U.S PAT. OFF 


BRAND 











the Most Beautiful 


Baseboard in America 
LOW IN COST 


You'll find the new low prices of Radiant-Ray (with UAF*) make 
it easy for you to compete successfully on every type of resi- 
dential job—small and large homes, and tightly-budgeted proj- 
ects. Radiant-Ray is rated and priced to help you sell in volume. 


EASY TO INSTALL 


You'll actually make more money installing Radiant-Ray than 
conventional-type baseboard, because of the basic design of 
this modern radiation. The elements, enclosure, corner and end 
pieces are designed to be fitted together quickly and snugly. 


BEAUTIFUL APPEARANCE 


The sweeping horizontal lines of Radiant-Ray actually make the 
room seem longer and wider. Its subtle, unobtrusive design fits 
equally well into a traditional or modern setting. Highly praised 
by architects and decorators, the clean, beautiful design of 
Radianf-Ray is an important plus-factor in the sale. 


TOP PERFORMANCE 


IBR-rated, Radiant-Ray is unusually efficient, has a high rating 
per lineal foot. Design insures that walls will stay free of dirt 
patterns. Curtains and drapes may safely be hung directly 
over this radiation. Air turbulence is minimized. 


*Unrestricted Air Flow. 


TESTED & APPROVED UNDER 


REG. U. 8. PAT. OFF. 
BASEBOARD RATING CODE 


Easy Estimator booklet shows quick, 
simple method for estimating and in- 
stalling Radiant-Ray. Contains book- 
let tables showing IBR Approved 
Ratings, handy radiation calculation 
sheets, cost sheets, product illustra- 
tions and prices, and layout of series 
loop system. A valuable guide. Thou- 
sands in use. 











FREE! 


RADIATION ING = ral SPEEA 
P. 0, Bor 214 - fa lant-ray = 


Newington, Conn. 
OF FF LEAS 


Please send me your ‘EASY ESTIMATOR" free of charge, and full information 
on Radiant-Ray baseboard Heating. 
Name 


Company 


Street 


| 
| 
| 
| 
| 
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Soreng, A-P Controls form 
Controls Corp. of America 


SORENG PRODUCTS CoRP., Schiller Park 
Ill., and a-P Controls Corp., Milway, 
kee, Wis., have merged to form Cop, 
trols Corp. of America. 

Roy W. Johnson, formerly president 
of A-P, is now chairman of the board: 
and Louis Putze, Soreng’s president, 
president of the newly formed com, 
pany. 


2°, 
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February building Awards 
set new high, reports Dodge 


LATEST DOLLAR TOTALS of contract 
awards for future construction show 
February setting new records accord: 
ing to F. W. Dodge Corp., New York. 

The February total of $1,859,737, 
000 was a record—up 18% over Feb 
ruary a year ago. Non-residential 
building accounted for $630,053,000, 
up 18%; residential, $799,271 ,000, up 
7%; heavy engineering, $430,412,000, 
up 42%. 

The two month total of $3,717,965, 
000 was up 21% over the same period 
last year. This broke down as follows: 
Norvresidential, $1,291,329,000, up 
17%; residential, $1,493,663,000, up 
6%; heavy engineering, $932,973,000, 
up 69%. 


>, 
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Rheem & Richmond Merger 
approved by Shareholders 


SHAREHOLDERS of Rheem Manufac 
turing Co. meeting in Richmon¢, 
Calif., and shareholders of Richmond 
Radiator Co., meeting in Richmond, 
Va., voted to merge the companies 0! 
February 15. 

John J. Hall, president of Rich 
mond, becomes a_ vice-president 0 
Rheem in charge of a separate Rich 
mond Division. Richmond has fout 
plants on the East Coast, and Rheem 
operates 16 plants in the United States 
and 17 abroad. 

Rheem directors elected Donald L 
Rheem as chairman of the board; AL 
Walker, executive vice-president; and 
Emerson S. Ronk, vice-president ° 
administration. R. S. Rheem is pres 
dent. 
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Now! Crane 
Sunnyday 
Boilers 
uaranteed 
20 years 


No other boilers carry a guarantee like it! 


Now, Crane’s famous Sunnyday Boiler line is backed 
by an ironclad guarantee that covers the boiler sec- 
tions for 20 years. 


As a Crane dealer, you can now offer this assur- 
ance of lasting satisfaction plus one of the best 
known names in the industry. This is proof of the 
quality built into Crane heating. 


It’s the biggest heating news in years. Call your 
Crane Branch or Crane Wholesaler today for a copy 
of this unprecedented 20-year boiler guarantee. Use 
to get more sales. 


CRANE CO. 
General Offices: 836 South Michigan Avenue, Chicago 5, Illinois 
VALVES © FITTINGS © PIPE * KITCHENS © PLUMBING © HEATING 


HERE ARE THE CRANE SUNNYDAY BOILERS .. . GUARANTEED 20 YEARS 


1 Sunnyday 15. Newest, most efficient residential boiler. Easy 
to install. Factory assembled—wired. Gas or oil fired. Flush 
or extended jacket. 


2 Sunnyday Senior 16. Famous downdraft design gives amaz- 
ing efficiency. Big fuel savings. Outperforms any boiler in 
its class. 


3 Sunnyday 20 “All-Purpose.” For oil, gas, or coal. New 
tailored combustion system improves efficiency —reduces 
necessary chimney height. 
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Satisfactory and economical Motel heating has been 
notoriously difficult because of rambling construction 
and irregular occupancy. For the same reasons, summer 
cooling presents similar problems. 

In the installation illustrated here, water again proves 
its case as the most versatile and efficient medium for 
both heating and cooling. It is a split system, employing 
both radiant floor panels and fan type wall convectors, 


sciebiaiemaiean ee 


fol 
[) 
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both circulated with water. 

During the heating season, the floor panels maintain a 
temperature of 60° when the rooms are not being used. 
When occupied, the fan type convectors are used to 
increase the heat input. Four-speed manual control of 
the convector fans gives each guest a choice of tem- 
peratures. 

In summer, the same convectors are circulated with 


- 








Photo shows B&G Package Liquid Cooler, Booster Pumps, Flo-Control 
Valves and other auxiliary equipment used in motel installation.‘ 
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Weller’s Motel, Niles, Illinois 


Fan type wall convectors supply additional heat when 
required and cooled, de-humidified air for summer cooling. 


ofolves motel heating and cooling problem 





chilled water from a B&G Package Liquid Cooler and 
deliver cooled, de-humidified air to the rooms. An inside 
cooling tower uses attic air for cooling the condennes 
water, thereby reducing the cooling load i 

by several tons. 


Completely automatic control 
The control system is particularly inter- 
esting. The change-over from heating to 
cooling is completely automatic and is 
handled by two outdoor-type controls, 
which modulate both heating and cooling 
water in accordance with outdoor tem- 





A special mixing tank is used, in which continuously cir- 
culating system water is mixed with boiler or chiller water. 


hetacwn the outdoor control for the heating cycle senses 


the need for additional heat, it activates a 
pump which supplies hot boiler water to 
the mixing tank. When the outdoor tem- 
perature reaches 78° the control for the 
cooling cycle energizes a pump which 
circulates chilled water from the B&G 
Package Liquid Cooler to the mixing tank. 


For further information on B&G Hydro- 
Flo combination heating and cooling 


perature. There are no inside thermostats. BEG Thermoflo Balancers permit systems, send for Bulletin HB-755. 
exact balancing of water flow through 
radiant panel heating circuits. 


b2G Hydro-Fie PRODUCTS 


for heating and cooling with water 


f 


, B&G Water Heater 


B&G Booster e 


B&aG 
Package 
Liquid Cooler 


BELL & GOSSETT 


cc @O FM P 2 FF 
Dept. EH-7, Morton Grove, Illinois 
Canadian Licensee: S. A. Armstrong Ltd., 1400 O'Connor Drive, WV Toronto 
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THIS NEW Cldingln 


HP COMBUSTION HEAD 
CAN SAVE YOUR 
CUSTOMERS UP TO 30% 
IN FUEL BILLS! 











Eddington engineers have vastly 
improved combustion efficiency in 
this new High Pressure Combustion 
Head. Your customers can now 
enjoy significant fuel savings — a 
sales plus for you. Adaptable to all 
conventional burners. Quality de- 
signed for years of trouble-free 
operation. 


For complete information and price 
sheet, clip and mail coupon TODAY! 


EDDINGTON METAL 


SPECIALTY CO. 
Eddington, Pa. 


Eddington Metal Specialty Company 
Eddington, Pa. Dept. CH 


Please send me complete details on 
items checked: 


[_] Filters [_] Combustion Heads 
[_] Valves [_] Spray Nozzles 
[_] Strainers [_] Stabilizers 


[_] Air Cones [_] Inspection Mirrors 





NAME 





ADDRESS 

















Gulfstream Chapter holds 
its fifth annual Meeting 


THE FIFTH annual meeting of the 
Gulfstream Chapter of the Oil Heat 
Industry, a fun organization for win- 
ter visitors to South Florida and resi- 
dents of that area, was held on Feb- 
ruary 28 at the Coral Ridge Yacht 
Club, Fort Lauderdale, Fla. Cocktails, 
with dinner following, a discussion and 


| election of officers for the ensuing 
| year, made up the evening. 


Presiding was Bob Conkey of Deer 


| Park, Ill., and Fort Lauderdale. Spe- 


| cial toasts were tendered and cakes 


presented to Jim Owens, Chicago, it 


| being his birthday and to Mr. and Mrs. 


Kent Wilson, Minneapolis, to mark 
their 25th wedding anniversary. 
New officers elected were: Ed 
Hayes, Elyria, Ohio, president; Charles 
Bendix, Chicago, Jim 


secretary; 


| Owens, Chicago, treasurer. Art Wink- 





ler, Fort Lauderdale, despite his vehe- 
ment protests, was pressurized into the 
job of vice-president. 

Those attending included: Mr. and 
Mrs. Conkey; Ed Hayes, Mr. and 
Mrs. Owens; Mr. and Mrs. Wilson; 
Mr. and Mrs. Bendix; Mr. and Mrs. 
Frank Wymbs, New York; Mr. and 
Mrs. Herb Carragher, Lowell, Mass.; 
Mr. and Mrs. Cas Czarnecki, Phila- 
delphia; Mr. and Mrs. Clarence Dieter, 
Fort Lauderdale; Ernest Camerin, Fort 
Lauderdale; Mr. and Mrs. Jack Flahiff, 
New York; Stan Alford and Bill 
Queen, Tampa; Mr. and Mrs. Paul 
Solon, Cincinnati. 

Plans for the 1957 get-together 
were discussed. Members of the indus- 
try interested in attending should con- 
tact one of the officers. 


Heating Standards issued 
by Canadian Underwriters 


CANADA-WIDE distribution of “Stand. 
ards for the Installation of Aircondj. 
tioning and Ventilating Systems of 
other than Residence Type” and 
“Standards for the Installation of Resi. 
dence Type Warm Air Heating and 
Airconditioning Systems” has been 
made by the Dominion Board of In 
surance Underwriters. 

The first, Standard No. 90A gives 
the minimum requirements for the 
construction and installation of ducts, 
air intakes and outlets, air filters, fans, 
electric wiring and controls. The sec- 
ond, Standard No. 90B describes rea 
sonable provisions for the construction 













and installation of duct work in con- 





nection with residential heating and 
airconditioning systems. 

The standards were developed by a 
committee for the National Fire Pro 







tection Association International and 
adapted for publication in Canada by 
the Dominion, Board of Insurance 
Underwriters. Copies are available 
from the Underwriters, 460 St. John 
St., Montreal, or Underwriters’ Lab 
oratories of Canada, Box 38, O’Connor 
Postal Station, Toronto. 
ae 












J. Robert Montgomery has been 
named manager of the San Francisco 
sales office of the Coleman Co., Inc. 
Wichita, Kan. He succeeds Lawrence 
G. Ingram who has accepted a special 
assignment with the manufacturers 
Outing Products Division. Montgom 
ery joined Coleman in 1947 and three 
years later was named regional mat 
ager in the Great Lakes area. 
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Fifth annual meeting of the Gulfstream Chapter of the Oil Heat Industry, hel 
on February 28 at the Coral Ridge Yacht Club, Fort Lauderdale, Fis. 
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Second promotional Worksheet 


features newspaper Publicity 


HE SECOND “OHMR Promotional 

Worksheet,” issued by Oilheat- 
ing Market Reports, 270 Park Ave., 
New York 17, N. Y., contains exam- 
ples of editorial copy which have ap- 
peared in newspapers serving several 
oilheating markets. 

It is a follow-up to the first “Work- 
sheet,” which featured a collection of 
representative oil heat advertising 
prepared by local fueloil groups for 
placement in 18 markets. 

The foreword to the second edition 


explains, “Favorable editorial mention 
in consumer media can be of invalu- 
able help in our many-sided task of 
winning increased public favor for oil 
heat. The development of legitimate 
‘news’ releases that keep the concept 
of automatic oilheating before the pub- 
lic—while at the same time containing 
a message of true reader interest or 
service value—is usually a job best 
done by professional specialists in this 
field.” 


Basically, the news release should 
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Oilheating is 


Fovonabie editorial mention in consumer media can be of invaluable help in our 
many-sided task of winning increasing public favor for oilheat. The development 
of legitimate “news” releases that keep the concept of automatic oilheating before 
the public—while at the same time containigg a message of true reader interest or 
service value~is usually a job best done by professional specialists in this field. 

Many industry groups, however, are especially active in their attention to this 
channel of communication, and skillful in cheit employment of it as another means 
of influencing public attitudes. 

On the other hand, many other markets either fail to pursue their potential 
opportunities in this field, or abuse their chances for reasonable press coverage by 
submitting “stories chat are little more than straight commercial “plugs”. 

Discretion, and a familiarity with the policies of your local newspapers are 
guides in the preparation of effective press releases. Some newspapers will print a 
surprising amount of copy that is almost pure advertising (several samples are 
included in this collection). But usually the bese test for acceptability of an oil- 
heating story or industry news release is found in the questions: “Does it have news 
value=does it have reader interest?” 


Oil-Heat Institute, $00 Fifth Avenue, New York 36, N. Y. 

Oil Industry Information Committee, American Petroleum 
Institute, 50 West 50 Street, New York, N. Y. 

Plumbing and Heating Industries Bureau, 35 East Wacker 
Drive, Chicago 1, Illinois 

Your Oilheating Industry Business Publications 

Your Oilheating Industry Equipment Manufacturers 

Your Fueloil Supplier = 





in the News!... 


These pages reproduce examples of editorial copy that have appeared in the 
newspapers serving several oilheating markets. 

Some industry groups have successfully promoted regular newspaper “Heating 
Supplements”. In these special editions many local dealers take paid display adver- 
tising space for their individual company promotional messages. There is, of course, 
an endless variety of other ways to keep oilheat’s story effectively before the public 
Ingenuity and a continuous recognition of the pocential in publicity as one part of 
the overall promotional job can pay dividends for your group, as it is doing in other 
oilheating markets. 

Many of the stories reprinted here may form the basis for press releases in 
your marketing area. In the event you use them in whole or in part, they should, 
of course, be typed up in news release form, double-spaced, and if possible, be 
given some timely lead-in or introduction to help increase their news or public | 
service value. l 

Other sources of help in securing basic information, suggestions or founda- 
tions for worthwhile industry stories are 


National Warm Air Heating and Air Conditioning 
Association, 640 Engineers Building, Cleveland 14, Ohio 
Institute of Boiler and Radiator Manufacturers, 608 
Fifth Avenue, New York, N. Y. 
Steel Boiler Institute, Land Title Building, 
Philadelphia, Pennsylvania 
American Society of Heating and Air Conditioning 
Engineers, Inc., 62 Worth Street, New York, N. Y. 











THEY PLAN 


New Oil Unit? 
Easy to Finance 


PROMOTIONAL 
CAMPAIGN 


Oil Heating Industry Will 
Stay Strong, Is Prediction 
Of Council’s. President 


Burner Sales Topped 
800,000 Mark in’54 


‘The sale of off burners went 
‘over the 800,000 mark in 1964 
for the fourth time in the 
Jest eight years. — 

More than seveh and ‘one 





















‘The ofl heating industry will 







says. no competing fuel has yet 
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QUALITY is our business 
.. Without anycompromise 


AND ONLY Ks 
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IVES YOU ALL THREE — 


saa 



















Quality standard of the industry—Available in 
Silent Tension Aluminum or DuPont Nylon. 


a 


REGULAR 


Ultimate to correct misalignment—Furnished in 
1/6 to 3% HP ratings for Oil Burner requirements. 





3. JAW TYPE 
Where price’ is 
important — Fits 
all Jaw (Lovejoy) 


Hubs. Available 
in Nylon to exac? 
length require 
ments. 


Only 

Guardian 

gives you these features: 

1. ROLL SPINNING—for built-in alignment. 

2. BRAIDED RUBBER—ground to absolute con- 
centricity. 

3. ONE-PIECE DESIGN — minimizes assembly 
costs. 


NEW—Revolutionary 
“Quick Joint” Pipe Coupling 


Just slip Quick Joint fittings over ends of pipe 
and tighten end nuts, THAT'S ALL. No threads 
to cut. Make a 
joint or disassem- 
ble for cleaning, in- 
spection, etc., in 
LESS THAN A MIN- 
UTE! Repairs leaks. 
Just cut pipe at leak 
and put on a Quick 
Joint fitting. For 
working pressures 
up to 2000 P.S.I. 
Find out how Quick 
Joint can save you 
money — Write for 
FREE CATALOG. 














PRODUCTS CCRP. 


COUPLING DIVISION 
Dept. F-46, 1231 E. Second Street 





Michigan City, Indiana 


37 








JOIN 
THIS 
ONEY 
MAKING 
TEAM 











ENGINEERING 











PRODUCTION 














with I ngersoll -Aurline you Gt... 


SALES ASSISTANCE 

BIGGER PROFITS 

EASIER INSTALLATION 

PRODUCTS BACKED BY THE MAGIC NAME 


BORG-WARNER 





Practically everyone produces good conditioned air equipment, but 
only Ingersoll helps you reap a bigger money harvest. Learn about 


Ingersoll’s profit-building plan from one of our representatives. 


Name 





Address 





City 











INGERSOLL CONDITIONED AIR DIV., BORG-WARNER CORP. 


760 Vine St | Toa konsihop as 
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_be evaluated on the basis of: “Does 
it have news value; does it have reader 
interest?” 





The 8-page “Worksheet” repro. 
_ duces a variety of newspaper items 
| which have run in a number of mar- 
| kets and includes a complete page of 
| twelve “spot” radio announcements 
that have been used successfully in 
representative oilheating promotion 
campaigns. Also it lists industry asso- 
ciations and other sources for infor- 
mation, suggestions or foundations for 
worth-while industry stories. 


| Copies of the “Worksheet” are 
_ available from Oilheating Market Re- 
ports to local dealer associations inter- 
ested in promoting oil heat. Individual 
companies in localities where there is 
no organized group or where no pro- 
| gram is in progress may secure copies 
as a means of generating interest to 
start a local advertising effort. 
































The illustration on page 37 shows 
the first page of the “Worksheet.” 


“No need to turn back 
with a Never-Clog Vac” 
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you’re IN...and out fast 
with a dependable 


PULLMAN 


INEVER > (CLOG6’ 


VACUUM CLEANER 


Fueloil Firms merged to 
form Story-Winn Fuel Co. 






STORY & COMPTON Fuel Co., Inc., has 
merged its fueloil and burner service 
division with that of Winn Fuel and 
Lumber Co. 

The combined facilities will be 
known by the name Story-Winn Fuel 
Co. The company has offices at 109 
Fairview Road, Crum Lynne, Pa., and 
Sth and Reaney Streets, Chester, Pa. 
























The secret’s in the new miracle Never- 
Clog filter bag, a secondary protective 
filter that keeps up full suction. Never 
clogs, even during the toughest jobs. 
Cleaning is almost automatic with this 
new miracle bag . . . completely wear- 
and-tear resistant. All parts are fully 
guaranteed for maximum full-time per- 
formance and no breakdowns. 


You make MORE CALLS... MORE 
SALES ... MORE PROFITS per day. 
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Education Commission has 


New York Service School 


IN COOPERATION with the New York 
City Board of Education, the Petro 
leum Education Commission again this 
year offered a course in the servicing 
of oilburners. Designed for mechanics 
servicing automatic oil heating equip 
ment the course covered installation, 
adjustment and trouble shooting. 


Classes were held Tuesday and 
























Your customers will be “sold on 
you” too, when you service them fast 
and efficiently with a Never-Clog Vac 
... and a “sold on you” customer is 
a perfect prospect for MORE fuel 
oil sales, MORE worthwhile repair 
jobs and new installations. 





















PULLMAN 











VACUUM CLEANER 
CORP. Thursday evening for eight sessions 
wolinscegy gh starting February 21 at the Brooklya 


BOSTON 15, MASS 
Evening Technical Trade School. 
THE WORLD’S LEADING SPECIALISTS - 


IN FURNACE VACUUM CLEANERS The classes were similar to those held 
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Revolutionary Rheemaire 


a new kind of home ait-conditioning system 
that cuts operating costs almost in half! 


| BE || a . i es z 



































Now from Rheem! Complete home cooling as practical, charged and equipped with new quick-connect fittings— 
and profitable, as home heating. Every objection to exist- _ no flare connections—no system evacuation or charging. 


9 ing units is designed out of the amazing new Rheemaire. And no refrigeration mechanic is needed. 
id Designed for homes with forced air heat—but adapt- New as it is, the Rheemaire is already a hot weather 
“ able to others. The new Rheemaire costs less to install, veteran. Actual units were installed last summer in 


and far less to operate. It takes up no usable spaceindoors, homes of all types and sizes in the hottest parts of the 
eliminates the noise problem, and needs no costly recir- country. They performed perfectly—through some of 
culating system or cooling tower. It’s all due to the new _— the longest heat waves in history. 
Rheem Air-Film Condenser—a new development that 
nearly doubles compressor cooling capacity. For example, 
a1h.p. compressor delivers 1.85 tons of refrigeration. 
Just think of your profit possibilities. One- or two- YOU CAN RELY ON ® 
story homes, with or without basements—people who 
couldn’t afford, or didn’t want home air conditioning 
before. Best of all, you can sell, service and install the 


MANUFACTURING 
COMPANY 


















his new Rheemaire yourself. All refrigerant lines are pre- _ Seattle » Houston * Chicago - South Gate, California » Sparrows Point, Maryland 
ing 
nics , : 
sip’ Write to Rh 
a compen eeanaaie tes. | $1000 CAPACITY GUARANTEE 
“a an illustrated booklet and | : = 

full information about the , Here’s complete protection and positive proof, that the new 
al amazing new Rheemaire. | Rheemaire is thoroughly dependable. So carefully has it been 
ie Rheem acer sateen | tested and proved, that Rheem has guaranteed the Rheemaire 
' 7600S. Kedzie, | to operate at its rated capacity. It’s the only guarantee of 
lyn Chicago 29, Illinois. | its kind that you can offer your air-conditioning customers! 
| Dept. OH-4. | 
held 


Military 






















































GORMAN-RUPP 
“O”" SERIES 


VERTICAL PUMP 
Two-inch Models 02-V3/4 
and 02A-VI 












Cartridge Design Permits Rapid 
Field Service Without Disconnect- 
ing Pipe or Excess Spillage. 
Versatile is the word for this 
Gorman-Rupp model! Its ver- 
tical design asks only a single 
sq. ft. floor area. Its car- 
tridge construction allows pump 
and motor to be removed and 
exchanged without breaking 
the piping. And it’s another 
in the famous Gorman-Rupp 
“QO” series centrifugal pumps 
that prime. That means high 
efficiency, dependable opera- 
tion and exclusive safety fea- 
tures. No check valve. Straight- 
through piping. Covered by 
the Gorman-Rupp plain-lan- 
guage guarantee. 






























BOTH PUMPS pull blending oil from de- 
livery transport to storage tank. By chang- 
ing valves, they then transfer it to 
weighing tank. 





b i eg de * 
100 G. P. M. are delivered by these pumps 
through 2” meters, loading truck tanks, 
pumping from transports and filling bulk 
storage tanks. 


The Gorman-Rupp Company 


305 BOWMAN ST. e MANSFIELD, OHIO 
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at the Thomas Edison and Samuel 
Gompers Vocational High Schools in 
Jamaica and Bronx, New York City, 
In addition the Petroleum Education 
Commission works with the Board of 
Education in sponsoring courses in oil- 
burning for vocational high school stu’ 
dents at Edison and Gompers. 


o, 
“ 


Heating advertising rises 
in Newspapers during 1955 


AUTOMATIC HEATING advertising in- 
creased 29.1% during 1955 over the 
previous year, according to the Bureau 
of Advertising, American Newspaper 
Publishers Association. 

Linage measurements in 228 news 
papers in 110 cities showed fuels up 
7.5%; heaters and stoves, up 13.7%. 
Total advertising of housing equip- 
ment and supplies increased 18.1% 
over 1954, 

. So 


OHI reports Shipments 
of Heavy Oilburners 


ACCORDING to the Market Research 
Department, Oil-Heat Institute of 
America, 2,114 burners were shipped 
by manufacturers during January. 
This compares with 2,399 shipped dur 
ing January, 1955. 

A breakdown as to type of equip 


ment is as follows: 
Oil-  GasOil 
burners Burners 
HORIZONTAL ROTARIES 
2 and under 71 
Over 244 to 8 29 oe 
Over 8to 30 39258 1 


Over 30 to 100 89317 20 
Over 100 46 49 
Total Shipments 721 30 


GUN BURNERS 
Over 5 to 30 1220 55 
Over 30 37 15 
Total Shipments 1257 70 


MECHANICAL ATOMIZING 
30 and Over 36 


TOTALS, ALL TYPES 2014 100 


o, 
“~~ 


J. E. (Jim) Atchison, associated for 
22 years with the factory engineering 
department of Petro, Cleveland, 0,, 
has been given the assignment of pt” 
moting the sale of Petro forced draft 
package units. He will work out of the 


Cleveland office. 



























Gee Tank Truck Meter 


MODEL 636 with pre-set flow control 








Set gallonage in advance—you need never leave 

the nozzle! Tokheim PRE-SET FLOW CON- 

TROL does the rest! Stays on full flow longer— 

Saves pumping time. Smoothly, automatically 

reduces to secondary flow of 11 g.p.m. — within 

three seconds of full delivery. Gently cushions ALL THESE OUTSTANDING FEATURES! 
'Stop—eliminates shock. Saves strain on pipe- 
fittings and meter—prolongs equipment life. 
Accurately records gallonage delivered. Ticket o diate ere riley gallonage—frees op- 
Printer optional. Especially designed for tank : 

trucks, bulk plants, airports, industry. See your . aesepade 1" serena inlet, outlet, air separator and 
Tokheim representative or write factory for atl 


literature and prices on this new Model 635. Same positive piston displacement-type measuring 
@ unit as in Tokheim Computer Pumps. 


® 40 g.p.m. capacity—11 g.p.m. in last 3 seconds, 


General Products Division Veeder-Root Register and Totalizer—exclusive, lever- 
TOKHEIM CORPORATION ® type wheel settings. 

DESIGNERS AND BUILDERS OF SUPERIOR EQUIPMENT eA; : : P 
1694 WABASH AveNUE SINCE 1901 forT WAYNE 1, INDIANA Air separator inlet and strainer are reversible. 


Hed Branch: 1309 Howard Street, San Francisco 3, California 
Canada: Tokheim-Reeder of Canada, Ltd., 205 Yonge Street, Toronto, Ontario 





INSTALVELOPE 


ENDS BUDGET ACCOUNT 
HEADACHES FOR YOU— 
AND YOUR CUSTOMERS! 


Speeds Budget Collections: 


Payment Coupons with envelope attached 
are bound in Customer's Payment Record 
Book and provide immediate and positive 
identification of account and excellent posting 
medium. 


Experience has proved use: 
|. Increases payment on due date by average 
of 3 days per payment. 


2. All information available for crediting 
account. 


3. Eliminates correspondence and errors. 


4. Customers like courtesy, efficiency and 
convenience. 


Advertises Your Products: 


Provides powerful and economical means of 
advertising your other products and services 
to a known and complete "captive" audience 
at pre-determined intervals throughout the 
year. 

Thousands of Instalvelopes in use from coast 
to coast! 


Write or wire us for sample Book and 
complete information: 


Please send me without obligation, sample 
book and complete information. 


ADDRESS 


CITY & STATE 
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Letters 


DAVIS ENGINEERING CORP. 
New York 20, N. Y. | 


Editor: 


In your December 1955 issue you | 


show on page 78 four piping hookups 
for the arrangement of oil preheating 


equipment and control valves, prepared | 
by H. L. Taylor of the Petroleum Heat | 


and Power Company. 


In plate No. 4 the hookup shows | 


the return boiler water circulating line 
control valve placed between the blow 


off valve and the oil heater shell side | 
outlet. I am quite sure Mr. Taylor | 
does not mean to have the valve in | 


that location. 


This return control valve should be | 


on the bottom horizontal run of the 
return boiler water circulating line, in 
the section going back to the boiler. As 
shown in the plate, as it appeared in 
your magazine, it would be impossible 
to blow down the shell side of the oil 
heater. 

The boiler itself, under the condi- 
tions indicated is always open to the 
blow off valve and all that would be 
achieved would be a substantial loss of 
boiler water with no effective flushing 
of the oil heater shell. 

R. LISSON 


FOGARTY’S OIL SERVICE 
Salisbury, N. H. 
Editor: ; 

In the March issue of FUELOIL & 
Oi. Heat, “Editorial Leaks,” I was 
interested in the article of heating oil 
distributors taking on LP gas, but was 
somewhat surprised to hear that you 
have to invest $50,000 before it begins 
to pay. 

Of course, I do not know on how 
large a scale they are talking about. 
I have been distributing LP gas now 
for two years. I didn’t invest more 
than $1,000 to start and haven’t more 
than $2,000 invested in it now. Of 
course I built up my own accounts one 
by one and now do not have over one 
hundred. 

LP gas I find cannot compete with 
oil for heating purposes and I tell my 
customers so, but it can compete with 
electricity in my state of New Hamp- 
shire. I have only three customers that 
heat with gas, two converted from coal 





MERCO 





o HAS! 
THE 
SOLUTION 





Mercoid DA-400 Series Controls 
are dual purpose controls (avail- 
able for pressure or temperature) 
incorporating a single element 
operating two separate independ- 
ently adjustable Mercoid mag- 
netic mercury switches. Circuit 
arrangements can be supplied for 
various operations, a few ex- 
amples are: 





point. 


1. Close one alarm circuit at high setting 
and a separate circuit at low setting. Both 
circuits remain open between the high and 
low operating points of the two switches. 


2. As an electrical interlock to open one 
circuit on a rise above, and the second 
circuit on a drop below the set operating 


3. To provide two-stage control by open- 
ing one circuit on a rise and a second cir- 
cuit on a further rise. 





Pressure types available in 17 different 
operating ranges from 0-30” vac. to 
300-2500 psi. Temperature types avail- 
able in 11 operating ranges from 
-30-60°F. to 370-530°F. 





All types are equipped with extemal 
adjustments and visible calibrated dial. 











Our engineers are at your service~ 
send in vour control problem oF 


WRITE FOR BULLETIN CA-PT 


THE MERCOID CORPORATION 
4211Belmont Ave., Chicago41 Il. 




















NOT THIS... Irregular, long smoky flame 
tips of conventional burner head indicate 
combustion inefficiency. 


BUT THIS...Note regularity of U.S.-Carlin's 
cone shaped flame. It's clean, concentrated, 
bright—features that add up to maximum 
efficiency. 


just one of many reasons why 
you profit more with U.S. - Carlin 


There IS a difference in oil burners .. . a difference 
you can fell easily ... and sell even more easily. 
The U.S.-Carlin famous High Temperature Com- 
bustion Head and its efficient flame is just one of 
many real sales advantages. 


U.S. - Carlin Oil Burners—ranging in capacities 
from 0.50 to 20.00 GPH—offer many saleable 
features: fuel-saving HTCH ... exclusive vernier 
flame control... delayed- 
opening oil valve ... 
instantaneous fuel cut-off 
... plus smooth, efficient 
performance and _ preci- 
sion-made quality une- 
qualled on the market. 


THE CARLIN COMPANY 


WETHERSFIELD 9, CONNECTICUT 
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Switch to - - 









COMPLETE LINE 
—size ranges from 75,000 to 180,000 
B.T.U. output at bonnet. 


COMPLETE PACKAGE UNITS 
—factory assembled and tested— 
ready to install. 


10 YEAR WARRANTY 
—on both the combustion chamber 
and heat exchanger. 


MAXIMUM HEAT TRANSFER 


—assured by high efficiency 12 
gauge steel heat exchanger. 


FULLY U/L APPROVED 
—and acceptable by both F.H.A. and 
V.A. 


COMPETITIVELY PRICED 
—every unit priced to meet today's 
competitive market. 





Exclusive distributor and dealer franchises 
are available in certain desirable areas. 
inquiries are invited. 


WRITE FOR FULL INFORMATION 











LINCOLN FURNACE Co. Ine. 


MANUFACTURER AS & OIL FURNACE CONDITIONERS 


232 Goffle Road © Hawthorne, N. J. 
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but only one from oil. 

Most all of my customers use LP gas 
for cooking, heating water, auxiliary 
space heating, such as over-night cab- 
ins, etc. A few use it for brooding 
chickens. Two of my customers use 
space heaters in the Spring and Fall; 
they happen to have old colonial houses 


| with the big flues and when the weath- 


er is mild the oilfired furnace doesn’t 
run long enough or often enough to 
raise the dampness out of the big chim- 
neys and they get smoke in the living 
quarters. Cottages on the lakes use LP 
for cooking in the summer months be- 
cause it doesn’t heat the cottage and 
is cheaper than electricity in this area. 
I have been distributing heating oils 
for about four years and I don’t think 
I would sell any more oil if I didn’t 
sell LP gas. Also, the gas business picks 
up the slack in the summer months 
when we do not sell much oil. 
Very truly yours, 
ERNEST A. FOGARTY 


This is another side to the story and 
proves that LP gas can be handled 
profitably on a small scale. 


LIONEL L. JACOBS & SON 
Wayne, Pa. 


Editor: 


I read the first article about Anthony 
Algeri (“Hot water Heat is competi- 
tive,” December 1955 issue) and 
agreed in my own mind as I went 
along that the story was substantially 
OK. I can take you to numerous build- 
ing developments where our dealers 
have installed good quality hot water 
heating plants at about the prices 
stated. 

I also agree that Algeri’s comments 
in the March issue make sense, but 


' when I look at the photo which ac- 





companied them—showing two men, 
one using a pipe threading machine 
and another mounting basement mains 
—TI begin to wonder. 

The job certainly cannot be done in 
the time or for the money that way. 

LIONEL L. JACOBS 
ae 

Ernest Studerus appointed Torrid- 
heet distributor in parts of New York 
and New Jersey by The Cleveland 
Steel Products Corp., Cleveland, O. 
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Industry Groups 


Activities of local and national in- 
dustry associations are reported month 
ly in this department. Secretaries are 
invited to send reports of their Group’s 
activities to the editor by the Sth, 





Annual Industry Rally planned 
by Wisconsin on1 on May 10-1] 





THE 12TH ANNUAL Industry Rally has 
been scheduled by the Oil-Heat Insti- 
tute of Wisconsin, Inc., for May 10 
and 11 at the Wisconsin Hotel in 
Milwaukee. 

The program has been expanded to 
include all the states that comprise the 
newly formed Great Lakes region of 
the OHI Distribution Division. The as 
sociation is expecting the largest at 
tendance in its history with members 
invited from Ohio, Indiana, Illinois, 
Michigan, Minnesota as well as Wis: 
consin. 

Space for exhibits of oilheating 
equipment has been arranged in the 
convention hall for manufacturers. 
The exhibits are scheduled to open at 
10 a.m. 

The program calls for a luncheon on 
Thursday, May 10, followed by a panel 
discussion, Round table discussions 
will be featured Friday morning and 
afternoon. All meetings will be held 
in the exhibit hall. 

A cocktail party, dinner and enter’ 
tainment will close the meeting. 
































Empire State Association moves 
Spring convention Site, Date 







EMPIRE STATE Petroleum Association, 
New York, N. Y., has announced a 
change in both dates and place of its 
annual spring convention. 

According to Harry B. Hilts, secre’ 
tary, the spring convention will be held 
at the Mark Twain Hotel in Elmira, 
N. Y., May 6, 7 and 8. The convention 
had been slated for Buffalo, May 13, 
14 and 15. 














Warm Air Association schedules 
Chicago Technical Conference 


A TECHNICAL CONFERENCE is planned 
at the Edgewater Beach Hotel, Chir 
cago, on May 24 and 25 by the Nv 






















































Genecals 
STOP TROUBLE 


Before It Begins! 






General Fuel Oil Filters get to the “heart’ of any 
filtering job. Note the unique “‘step back” design 
of the high grade, wool felt cartridge. Oil is cleaned faster 
because one-third more filtering surface is exposed. 


A fine wire mesh screen, bonded to the cartridge, anchors 
each layer securely so microscopic particles can’t channel 
between. Patented treatment of this center core prevents 

Aout eb MODEL 
lint from escaping into oil lines, reduces danger of by- 
passing, and improves filtration by increasing the density 2A-700A 


: of the inner surface of the felt. 3 F U ' L re) | L 


Lifetime, leakproof construction is another trouble-stopping 

GENERAL feature. The cast iron cap and steel body won’t FILTE R 
crack, stretch, leak or wear out. Two vent screws allow easy 
bleeding of the filter and lines. 


; Best of all, GENERAL Cartridges fit all leading filter makes. u mu 
e Insure trouble-stopping protection in every filter you service, STEP BACK 
| by installing a genuine GENERAL Cartridge at least once ; 
each heating season! WOOL FELT 
' CARTRIDGE 





MODEL 200 
HUMIDIFIER 


Customers are the first to realize a 
humidifier is no better than its resis- 
tance to clogging from lime and cal- 
cium build-up. GENERAL HUMIDIFIERS 
reduce clogging troubles in three 
ways: (1) Use of a patented, fast- 
acting WATER-FLOW REGULATOR, im- 
pervious to rust, lime and scale; 
of “POROSIL”’ (2) Elimination of all floats and needle 

a valves (the chief causes of trouble in 
— / EVAPORATING PLATES conventional humidifiers); (3) Calcium- 















resistant ceramic evaporating plates 
which “channel” moisture upward 
through minute “breathing spaces,’’ 


KEEP FLUES OPEN — IT’S EASY! | Gisunind ehendont, uniform evaporo- 









tion in the air stream. Three reasons 
on A %" layer of soot can raise fuel costs 25%! CLEAN RIGHT why the Model 200 is making life- 
destroys a 2” coating in 2-5 minutes — without flash or cor- long friends for shops who sell it! 








rosion. Take a can on every service call. Stop soot troubles 
the easy way! 


; GENERAL FILTERS, INC. 


43800 GRAND RIVER AVE. NOVI, MICH. 






WRITE FOR full information, prices, 


and name of your nearest jobber. 


Look for us at the National Oil Heat and Air Conditioning Exposition, The New Coliseum, New York City, June 11-15, Space 508. 


loil | 










FIRST =4-TO) 


TO DEVELOP FULL 4 TON CAPACITY AT 105° 
CONDENSING AIR IN ALL MODELS? 


ILLIAMSON 


YOUR FIRST CHOICE IN COOLING EQUIPMENT 
AS WELL AS HEATING EQUIPMENT 


- 


WILLIAMSON closes an Industry Gap! Now it’s 2, 
3, 4, 5 and 7% ton waterless units! Satisfy everyone. 
















When your customer needs 4-ton capacity, don’t skimp 
with a3... or push an oversize 5. HERE’S A FOUR-— 


right size, right price. No more compromise . . . no 


to chooso owe 
WILLIAMSON . . . the industry’s most complete line 


of Heating and Cooling Equipment! Rely on this pace- 





more lost sales! 





setting leader to bring you the very latest in sale 
making appeals. 











THE WILLIAMSON COMPANY 
3312-G4 Madison Rd. Cincinnati 9, Ohio 
Gentlemen: 

Please send me information on the following: 

CJ Cooling Equipment C Heating Equipment 

OC Duct, Pipe and Fittings 
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WEW aerosol 
(INVENTION 


revolutionizes 


SOOT REMOVAL 






REALLY SAFE 
FOR SERVICEMEN 


SAFE: Non-inflammable, can't harm 
metal or flash back. 


EFFECTIVE: Thorough, fast cleaning 
—from firebox to chimney. 


ECONOMICAL: One SOOTSPRAY 
can does the work of 4 pounds of 
powder. Residual action saves part 
of each spraying for future soot 
build-ups. 


VERSATILE: Works on both light and 


heavy oil soot. 


ON VACUUM CLEANING JOBS: 
Pre-clean in 5 minutes with SOOT- 
SPRAY, then vacuum out fly ash only 
—for a doubly clean, neater job. 


RESELL SOOTSPRAY: Your custom- 


ers will want it; we'll help you sell it. 





ASK YOUR JOBBER 





STEWART-HALL CHEMICAL CORP. 

P. O. Box 66H, Fleetwood Station 

Mt. Vernon, New York 

[] Send FREE details on SOOTSPRAY for dealer use. 

{([] Send FREE details on special SOOTSPRAY whole- 
saler plan. 

([] Send 6 can trial order of SOOTSPRAY @ $1.80 
per can. 


Attention: 


Company: 


Street : 
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tional Warm Air Heating and Air 
Conditioning Association. 

This is the first such conference held 
by the association. It is expected to 
become an annual affair, where tech- 
nical men of the industry can gather 


and exchange information on engineer | 


heating and cooling systems. 

Designed basically for engineers, the 
conference is opened to all industry 
members. Registration fees are $20 for 
Association members, and $30 for non- 
members. Advance registration can be 
made by writing to the Association, 
640 Engineers Building, Cleveland 
14, O. 


Better Heat with Oil Campaign 
gets started in New York City 


NEW YORK’S first “Better Heat with 
Oil Campaign” was launched the week 
of March 19 with full page advertise- 
ments in leading metropolitan area 
dailies. Prominently featured in the 
advertising was the illustrated emblem, 
the symbol which will be the theme of 
the campaign and which will be dis- 
played by all members of the Better 
Heat with Oil Council. This is a trade 
association composed of retail oilheat- 
ing dealers, terminal operators, inde- 
pendent wholesalers, major oil compa- 
nies, equipment manufacturers and 
suppliers, established for the purpose 
of selling fueloil and oilheating in the 
metropolitan New York area. 

Available to Council members are 
tie-in materials and information book- 
lets, which describe the ways in which 
they may profit from this joint sales 
promotion effort. 

The Council earlier revealed the ap- 
pointment of Hicks & Greist, Inc., as 
its advertising agency. Charles R. 
Laudor, executive director of the 
Council, in announcing the kick-off of 
the effort pointed to the successful 
Lewyt vacuum cleaner and Dixie Cup 
sales expansions effected by the agency 
as the goal of the new Council. 

Arthur T. Soule, Jr., Patchogue Oil 
Terminal Corp., Patchogue, N. Y., and 
chairman of the Council, and Harry 
Hicks of the agency were guest speak- 
ers at the March meeting of the New 


York Oil Heating Association. They | 


explained some of the progress accom: 


| ing problems related to residential | 









Profits with | 
RO -AN HEAT 
RECLAI MER; 
































| “AUTOMATIC DESOOTER! 
the ONLY heat reclaimer with this 
into your customer’s house. She 
. like dens and playrooms... at 
completely self-contained, — 
installation and 1 during the year 
CALL OR WRITE TODAY! ° 
CALL—CHapel 9-6080 








FEATURING RO-AN’S: EXCLUSIVE 
automatic desooter to keep tubes 
free from soot accumulation—it is 

l. RO-AN is a money-maker for you 

because of its reliability. Put - 

% RO-AN is easily sold because it pect 
vides extra heat for extra rooms 
appeal. 

%& RO-AN comes packed as a unit, 
easily, no interference to draft. 
RO-AN gives you 2 profits, 1 at the 
of the minimum attention it re 
quires, 

970 FULTON STREET, 
FARMINGDALE, L. I., N. Y. 
BUILD SALES WITH RO-A 
— Ew ee ee oe 


% RO-AN is unique in that it has an 
feature. 

will recommend others to you. 

| no added cost. Extra-ordinary sales 

blower, motor and airstat, installs 

in your service contract, because 

RO-AN HEAT RECLAIMER CORP. 

| MAKE MONEY WITH no ) 
t 
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“and how my dad sells I latcher ! "1 


“Saturdays I help dad out at the store. 
Mostly cleaning and things like that. Most our 
customers come in on Saturday. Dad tells them 
a whole lot about Thatcher. He says there’s a 
whole lot of good things to tell. Seems like 
nearly everybody ends up buying one. Yessir, 
Thatcher's a great line to handle... it must be, 
my dad says so!” 
































Here's why you'll do 
better with Thatcher, too! 


You’re In Business All Year Round With 
THATCHER. Complete winter heating and 
summer cooling lines make every season a 
selling season! 


You’re In Touch With More Prospects... 
You Close More Sales With THATCHER. 
New power-packed sales-building program is 
ready and set to go to work for you! 


You’ve Got The Extra Edge On Competition 
With THATCHER. More experience in man- 
ufacturing heating equipment and building con- 
sumer confidence than any other company in 
the field...10 year product guarantee... and 
other plus-features help you clinch the sale! 





Your Business and Personal Interests Are 
Properly Advanced With THATCHER. 
Complete personalized assistance program is 
geared to consider your sales problems individ- 
ually .. . to work with you on the special needs 
of your market .. . and to provide fast action 
in every situation! 


Why not make your sales job easier... more 
profitable... with Thatcher. Get the full story 
today! Write Thatcher Furnace Company, 
Garwood, N. J. 





; é 
hatcher 


Specialists in heating Since 1850 














Garwood, New Jersey 
Branch office: 4646 W. Washington Bivd., Chicago, Ill. 


The Olde Mame tn badoor Comfort 
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Wm. H. ELDRIDGE can 


change all that for you— 


take obh the pressure 


USE OUR 


Streamlined 
FUEL OIL 
BUDGET PLAN 


More than 1000 DEALERS are 
using our complete servicel 
We include everything from a 
presentation to your customer 
down to the Agreement Forms 
and those Coupon Remittance 
Packets that make it so easy 
and convenient for your fuel 
oil customers to mail their 
**Regular’’ payments. 


A complete, reasonably 
priced, package deal. 
Cuts office details - - 
Saves time and trouble. 


25 YEARS PROMOTING 
OUR OIL HEAT INDUSTRY 


WM. H. ELDRIDGE 


Advertising Sewice 


87 MAYWOOD RD. 
| NEW ROCHELLE 
NT am 40): 14 
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plished by the Council, specifically that 
the 1956 program is an introductory 
phase which is to be expanded greatly 
as more dealers and other industry 
| members contribute to the effort. 


| In essence, what is planned, accord- 
| ing to Hicks, is a powerful campaign 
_ in consumer media to sell oilheating. 
| plus a merchandising program for 
builders and real estate organizations. 


Industry show Case precedes 
Maryland oHA March Meeting 


NEW IDEAS, gimmicks and equipment 
developed for the industry were on dis- 
play prior to the regular monthly 
meeting of the Oil Heat Association 
of Maryland, Inc., March 13, in Bal- 
timore. 

The “thimble exposition” was held 
during the cocktail prelude. No selling 
was permitted, but members browsed 
throughout the exhibits to see the new 
items. 

The film, “The Colonel Drake 


Story,” was shown after the luncheon. 


| Heating Wholesalers sponsor 
Dealer management Schools 


A NUMBER of dealer management 
schools are planned by National Heat- 
ing & Airconditioning Wholesalers, 
Inc. One was held March 26 and 27 
for 15 Chicago wholesalers in coopera- 
tion with Northwestern University. 
Pittsburgh trading area wholesalers 
have had one successful school and 
are planning two others in cooperation 








| This emblem is featured in the advertising and oilheating promotion of the Better 
| Heat with Oil Council, New York City. It is the theme of the campaign and will 
| be displayed by all members of the Council in the metropolitan New York area, 
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with the University of Pittsburgh on 
April 11 and 12, and June 14/15. In 
the Akron, Canton, Alliance and 
Mansfield (Ohio) trading area, Leo J. 
Connor was appointed to start pre: 
liminary arrangements for an Institute 
at the University of Akron. 


Walter Burnside 
course for the Youngstown, Warren, 
Niles, East Liverpool and New Castle, 
Pa., area in cooperation with Youngs: 
town College. An institute is also 
planned for Northern Indiana. 


is planning a 


Third Group of service Schools 
is started by New England ou! 


THE THIRD GROUP of ‘service schools 
sponsored by the Oil Heat Institute of 
New England began on March 26 in 
Pittsfield, Mass. The school runs one 
night a week for ten successive weeks 
in the following locations: 

Mondays, The Berkshire Museum, 
39 South St., Pittsfield, Mass.; Tues 
days, yMcA, High Street, New Britain, 
Conn.; Wednesdays, Polish National 
Home, Charter Oak Ave. at Governor, 
Hartford, Conn.; Thursdays, New 
Haven Hebrew Day School, 7 Dwight 
St., New Haven, Conn.; and Fridays, 
Engine 15 Fire Station, Bridgeport. 
Conn. 

Controls will be discussed at five of 
the ten sessions; servicing and install: 
ing Shell,head burners, trouble shoot 
ing wet heat equipment and servicing 
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VALUES TO LOOK FOR IN 2-WAY RADIO... 





only RCA offers you 
with a 2-way radio system 





Here’s what it means to you: 


equipment—maintained for superior Advanced features and benefits that only come 
performance. 


from the pioneer in radio and electronics. 


T ONE RESPONSIBLE SOURCE—for superior 3 ONE REPUTATION—for engineering leadership, 


Only RCA designs, manufactures, 


installs, maintains and services its own ONE SERVICE ORGANIZATION of factory- 
mobile radio equipment. Speaker, tubes, 4 trained technicians. 
ray a Poet vs ne = ate The best way to maintain peak performance 


system package. from your equipment. 


ONE STANDARD OF QUALITY—for lasting 
2 and dependable equipment life. 


RCA 2-Way Radio is of highest quality 
throughout... outstanding in pa rmance' 
... built for long service, the result 

of specialization in communications. 


Marks of Quality ... 


Your communications system is only as efficient as its 
components. Look for these marks of quality found in RCA 
2-Way Radio: Superior crystals and tubes for clearer 
fim talking, longer operation... heavy-gauge 
“ey steel case for rugged service... advanced 
engineering, improved ‘RCA Microphone” 
Sor ease of operation and best 
intelligibility... color-coded tuning for 
tA simplest maintenance... plus factory- 
trained service available to assure 
peak performance, 





R 
S&S 


ee: 


2-WAY RADIO 


S19 ORiver ks 
Get the facts— Mail Coupon 














Radio Corporation of America, Communications Equipment 
Dept. D-252, Building 15-1, Camden, N. J. 


in Canada: RCA VICTOR Company, Limited, Montreal 
[-] Please send me complete information on the use of 2-Way Radio in 














® my business. 
[] Have RCA Communications Specialist make a free RADIO SURVEY of 
RADIO CORP ORA Ti On my business. 
NAME TITLE 
of AMERICA cuiiegs 
COMMUNICATIONS EQUIPMENT ianes 
CciTy ZONE STATE 








CAMDEN, N.J. 
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the only 
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really balanced a 
line ever built G 
| Ww! 
' 0; 
its 
Oil oe ere Are 
il or Gas— to 160, 
BTU's. 2, 305 tony wi 
Water or air. lar 
ap 
ne 
po 
Di 
VERTICAL COOLING UNITS Oi 
2, 3 or 5 tons. Water or air, 1 
tut 
acc 
the industry has ever seen! Ma 
' Jos 
f Here’s a heating and cooling line that’s practically FUN ' I 
ae to sell! The striking exteriors of these new Permaglas 
lg units stop prospects—appeal to women as much as men. den 
¥ y But there’s far more than looks in 
\ here! You can easily show pros- L felc 
: pects that here is the only really REMOTE COOLING UNITS 
balanced heating and cooling line Pehebede soghorr sd: - yea 
ee om eee they’ve ever seen, with heating and ee ee Bru 
He ee mate cooling units that have been engi- | 
7 Hd 1 ; neered together, to work perfectly ston 
| ! li together, without compromise. L 
| a : You can show them the A. O. Smith | 
i a | High Temperature Ceramic Coat- serv 
i ing, and prove to them easily how Tecl 
i, Hu corrosion from high temperatures Ges—70 Pig 3 otis 
a | has been ended, and how rusting *$5il0.75 to 1.75 gph, sore 
from the condensation that always Mul 
goes with summer cooling has been 
f stopped. The 10-year guarantee on of tl 
{ the heat exchanger is a clincher! gust 
Then you can tell them how ex- 
clusive A. O. Smith Modulation with anne OHI | 
the Magic-Heet Control (optional Gas—85,000 to 200,000 BTUs oilbu 
on gas-fired units) gives them full- Oil—0.75 to 1.75 gph. 
time comfort instead of the heating In 
in spurts that’s always the mark of on 
“on-off” heating. When you show TY 
} HL them how the flame adjusts itself to Burn 
ti : heating needs, they’re really SOLD! will s 
# = «And back of all this you have a com- 
plete line. Oil-fired and gas-fired my consu 
warm air units. Gas-fired boilers. ccna 
Conversion gas burners. Hi-Boys, Gas—70,000 to 200,000 BTU's 
Lo-Boys, Down-Flows, Horizontals. Oil—0.75 to 1.75 gph. Cost 
I Year-round units for oil or gas. a a 
wh Hee Horizontal, remote, or integral cool- of M 
He ing units, too, for water or air in 
oo most cases. HORIZONTALS ROBER 
aii All of it guaranteed by A. O. Smith Gas—60,000 to 140,000 BTUs count 
with A. O. Smith Product Service 
la ® Branches to provide nearby assist- the M 
° + ance and quick access to replace- 
§ is on its way psc setts ( 


You couldn’t hope for more—and 


fl) OlW : neither can your prospects. 
GAS CONVERSION BURNERS T 
. , i : 120,000 to 345,000 BTU ank 
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wall flame or rotary burners will be 
studied at one session; and servicing 
General Electric heating equipment 
will have two meetings. 


Oregon OHI appoints Brunner 
its new Technical Director 


WALTER H. BRUNNER, veteran Port- 
land area heating specialist, has been 
appointed to the 
newly created 
post of Technical 
Director by the 
Oil- Heat Insti- 
tute of Oregon, 
according to OHI 
Manager, Dale 
Josephson. 

Brunner, a resi- 
dent of Gladstone, has been engaged 
in the heating and air-conditioning 
field since 1937. For the past seven 
years he has owned and operated the 
Brunner Heating Company at Glad- 
stone. 


Last year Brunner initiated and 
served as instructor for the Burner 
Technicians’ training program co-spon- 
sored by the Oil-Heat Institute and 
Multnomah College. Sixteen students 
of the course were graduated in Au- 
gust and were jointly certified by the 
OHI and the College as fully credited 
oilburner technicians. 


In addition to his other duties, Brun- 
ner will continue to instruct the OHI 
Burner Service Technicians School and 
will serve the organization as a heating 
consultant. 


Costs discussed at Meeting 
of Massachusetts Association 


ROBERT A. PATTEN, certified public ac- 
countant, discussed business costs at 
the March meeting of the Massachu- 
setts Oil Heat Association. 


Tank repair Film is shown 
at Long Island ont Meeting 


A GENERAL meeting of the Oil Heat 
Institute of Long Island was held at 
Long Island Agricultural & Technical 
Institute March 13. A 20 minute 
film on tank repair was shown by New 
England Tank Lining Co. 


During the business meeting more 





details of the advertising-promotion | 


campaign were discussed. Plans were 


made for an installation dinner-dance 
to be held May 10. 


Connecticut Council explains 
promotion Campaign at Meeting 


A FEBRUARY 27 meeting held in Hart- 
ford, Conn., by the Better Home Heat 
Council, Inc., New Britain, Conn., at- 
tracted a fine attendance of 180, which 
heard an explanation of the Council’s 
program to promote oilheating in the 
Hartford area. 

Merwin Sheketoff, American Coal 
and a member of the Council’s Adver- 





tising Committee, gave a detailed ex- | 


planation of its methods and objectives 
in combatting natural gas competition, 
but more importantly in promoting the 
sale of oilheating equipment. He traced 
the acceptance of oilheating in and 
around Hartford and stated that there 
still were many prospects for oilheat- 
ing. The oilheating dealer’s continued 
growth, he continued, is dependent 
upon aggressive selling and it was for 
this reason that the 
formed 18 months ago. 


Council was | 





In January 1955, Sheketoff ex- | 


plained, the Council began its news 
paper advertising program, supple- 
mented with billboards and participa- 
tion in the local Home Show. The cur- 
rent package campaign being imple- 
mented includes a three-time-a-week 
weather forecast program on TV, a 
greatly-expanded newspaper advertis- 
ing program, plus such additional sell- 
ing aids as bumper stickers and truck 
signs. Also being prepared is a sales 
manual for dealers, along with rate 
charts to show competitive costs for 
heating with oil and gas in the Hart- 
ford area. 

A key feature of the program is a 
guarantee on each oilburner installa- 
tion which insures that the purchaser 





will get a complete refund if he de: | 
cides that he is dissatisfied for any rea- | 


son with his oilheating equipment. In 
addition to the refund, the homeowner 
also has the original heating equipment 
restored at no cost. The participating 
dealer pays 50¢ for each burner in- 
stalled to be covered by the guarantee 


and receives $160 to cover out-of- | 


pocket costs for any installation that 


ieloil 


how PREMIER furnace cleaners 
cut your labor-time costs 





Labor-time takes 90% of your mainte- 
nance cleaning costs. PREMIER saves 
you money because it reduces that 
time. Here’s how: 

1 You spend less time on each job be- 
cause of special pleated filter design. 
The filters in PREMIER machines are 3 
times larger than others . . . 3 times 
more working-filter area than other 
makes. This saves time . . . boosts 
profit of each job. Notice this machine 
is half the size of ordinary cleaners, yet 
holds a full half bushel. 


2 PREMIER equipment is practically 
maintenance-free because their special 
built motors are well ventilated to run 
cooler. Extra air flow over the motor is 
possible also by the exclusive “3-times 
larger” filter. This means longer motor 
life. 


3 All models are completely equipped 
withstandardattachments. Special tools 
for out-of-the-ordinary jobs are also 
available. 


PREMIER YOUR BEST BUY 


4 Low initial cost due to high volume 
of sales. Fine engineering design born 
of years of experience have made PRE- 
MIER machines the preference of clean- 
ing men. 


5 Listed by Underwriters’ Laboratories 
and Canadian Standard Ass’n. 

“Orp RELIABLE” —first and most fa- 
mous Premier furnace and air-con- 
ditioning cleaner (P-908F) with ex- 
ternal filter bag for “hot jobs” now 
also is available with new 3-times- 
larger internal filter. For information 
on all Premier furnace and air con- 
ditioning cleaners, write today for 
Folder FB14. 


one 


PREMIER COMPANY 
Dept. 506 
755 Woodlawn Ave., St. Paul 1, Minnesuta 
35 Gerrard St. West, Toronto, Canada 
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Ask the “Classified” man for dollars-and-cents data on ‘Yellow Pages’ 
advertising. He can be reached through your telephone business office. 





| age se: 
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Most people 





Sr or Industry Groups 


| he has to remove. He also regains po 
| session of the burner and tank. 

The Council this year has expanded 
its budget to a total of $45,000, which 
includes an appropriation of $28,509 
for newspaper advertising, $6,300 for 
television. Sheketoff in concluding hig 
talk urged participation by all seg. 
ments of the industry to promote ojl- 
heating actively and to maintain its 
growth. At present close to 100 organ. 
izations are members. 

President of the Council is Herbert 
Y. Krechevsky, Kay Petroleum Corp,; 
Richard Wetstone, Pilgrim Oil Co, is 
vice-president; Ned Glenney, W. C 
Glenney Co., is secretary; George A. 
Bellen, Mellen, White & Palshaw, is 
treasurer; Larry Edwardson is execu 
tive secretary. 

Members of the board of directors 
are: Louis P. LeBel, W. C. Mason & 
Co.; Harry Goldfarb, Mercury Oil; 
James L. McIntyre, Sr., Laurel Oil 
. Co.; Sidney Berson, Berson Bros., Inc.; 
Lee Wood, L. T. Wood Co.; Vincent 
D’Atri, Metropolitan Oil Co.; Frank 
Vonasek, Connecticut Refining Co.; 


ae Remember the Alamo,” Nicholas Pencheff, Williams Oil Co.; 7 y 
Philip Kaplan, General Oil Co.; Louis a 
Giannettino, Bell Pump Service; L. T. | 
but. ee do they know where to find you when Spencer, Ballard Oil ts Bruno Cir- bul 
they need fuel oil? Use the ‘Yellow Pages’ of your tele- ridino, C. & R. Oil Co.; Donald 
phone directory to tell them your name, address, Deitch, Kasden Fuel Corp.; Merwin 
telephone number and the special services you offer. Sheketoff, American Coal Co. and a 
The ‘Yellow Pages’ are America’s most used buying Frank Kundahl, Crown Petroleum wi 
guide—have been for more than 60 years. And millions Corp. unit 
of messages in 17 leading national consumer magazines pee 
° ° ° ° Ww 
re ronining on drome thomas, Eadiana Warm Air Ania 
i anniek iis sighs r me elects D. McCloskey President | 
That’s why it pays to advertise under the ‘Yellow I oiisdite 
Pages’ headings that can mean more phone-in business (a gceclarvinn Saag esting: Air ¢ 
Sia sank Indianapolis, Don McCloskey was heat 
? elected president of the Sheet Meta ph 
and Warm Air Heating Contractors pci 


‘Yellow Pages’ 


fe>-<—— 


Advertisers of branded products are using this 














emblem to tell prospects how to find their dealers. 





Association of Indiana, Inc. 
Serving with him will be Z. V. 


Pee Oe 
( N Find beset Hazelton, first vice-president; J. W. 
ie The ne Ridgway, second vice-president; Frank 


E. Anderson, secretary; and J. R 
Walker, treasurer. New directors are 
Ben Flock, L. W. Widney, Russell 
Harris and John Hartmann. 

A district meeting was held by the 
Association at Purdue University, La 
fayette, Ind. Members attended a spe 
cial demonstration of friction loss 
ducts at the mechanical engineering 
laboratory. 
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Equipment Distributors 
nk 
he re : 
‘* If you have good facilities, and are interested in one of the 
t biggest equipment sales opportunities in years, then read this 
ad ad carefully. We want new distributors with warehousing arrange- oe 
T. ments in many areas to supply more dealers, contractors and 
if builders with Curtis packaged units. OPPORTUNITY 
ald Here’s an opportunity to become part of a young and 
vin SIMPLE ALL-IN-ONE UNITS growing industry. Most new building plans include air 
nd F 2 conditioning. Many existing commercial establishments are 
Packaged” means all that the word implies. All components finding that they must air condition to compete. The market 
um are inside these colorful new units. No assembly problems. Every is growing and now is the time to start growing with it! 
unit is Operated and tested before it leaves the factory. Outside 
cabinets are newly modernized and come in decorator colors to MOST COMPLETE LINE 
go with any interior color scheme. Every needed size from 2 through 50-ton units, for use with 
on or without duct work. Cooling Tower to match. Simple 
a ROUND OUT YOUR SEASONAL SELLING — 
1 in Air conditioning offers the perfect balance to your fuel oil or FAMOUS BRAND NAME 
was heating equipment line. And it could grow to be far larger! If Curtis has a 102-year history of success and quality and 
etal Curtis and you prove to be the right combination, you're headed have been building air conditioning units for 22 years. Curtis 
tors for new profits. Fill out the coupon and mail it today on your offers a complete financing plan, and provides a strong 
letterhead. national advertising campaign to make your selling easier. 
V. 
W. 
ank TH ~ MANUFACTURING COMPANY 
R JWWA 7 lp» 1962 Kienlen Ave. + St. Louis 20, Missouri 
fa GENTLEMEN: | want to know more about CURTIS, 
sell and the profit opportunities of your new packaged air conditioner line. 
Pw Write me full details. [1] Have your representative call. [1] 
4 
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Tattle-Tale 


ee a9 €. 8. 6 


OIL TANK GAUGES 


Underwriters Listed 
DEALERS — 

If you have not stocked 
this FAST selling gauge, 
you are missing a good 
bet. 


Order a Sample 
dozen today and 
prove it to yourself 


EASY 
TO 
READ 
PLASTIC 
TOP 





Installation men and 
home owners like the 
new exclusive flexible 
and _ the 


float rod, 


ease of installation. 











Don't Delay — 
Order Today! 


MANUFACTURED BY 


homeward Products Inc. 
3420 S.W. 9th St. 


DES MOINES, IOWA 


Tattle-Tale ig a Registered Trademark 


. . « « Industry Groups 
New York Dealers hear Plans 


for oilheating Advertising 


A FEATURE of the regular monthly 
dinner meeting of the New York Oil 
Heating Association, New York 36, 
N. Y., held at the Belmont Plaza Hotel 
on March 5, was a presentation that 
outlined plans of the Better Heat with 
Oil Council. 

Arthur T. Soule, Jr., Council chair- 
man and Harry Hicks, Hicks and 
Griest advertising agency, outlined in 


_ considerable detail the objectives of the 
| Council to promote the sale of oilheat- 
_ ing equipment in the New York area. 











Other speakers at the meeting in- 
cluded Dwight G. Myers of the Traffic 
Dept., City of New York, who dis- 
cussed the traffic problem; Arnold 
Witt, Commerce & Industry Associa- 
tion. 

Another portion of the meeting was 
devoted to a three-part demonstration 
of ways to correct tank leaks. 


Minnesota Association plans 
Jobber management Institute 


ee 9.99 


THE FIVE “M’s” of management will 
be covered at a Jobbers Management 
Institute at Hamline University, St. 
Paul, Minn., April 23-24. The North- 
west Petroleum Association, Minne- 
apolis, is the sponsor. 

Marketing, money, methods, man- 
power and merchandising are to be 
studied in classes that will begin at 
9:30 a.m. and end at 4:30 p.m. Regis- 
tration fee is $35. 

On the education committee plan- 
ning the course are Sheldon Smith, 
chairman, Harold Doerer, Les Cox, 
John Smith, Glen Nelson, John Shields, 
Dr. Paul Giddens and H. F. Horning. 


Plumbing, Heating Industries 
select August for Promotion 


AUGUST, 1956, has been designated 


| “Plumbing-Heating-Cooling Month” 
| by a special coordinating committee 


in cooperation with ACTION, Op- 
eration Home Improvement. 

Wilbur S. Hokom, National Asso- 
ciation of Plumbing Contractors, is 





| chairman of the committee. Members 


| include: V. J. Killian, also represent- 


ing NAPC; Claude W. Owen and 


| Charles W. Thompson, representing 





Leroy Mills, left, is presented a $50 
U. S. Savings Bond by J. Hollis B. 
Albert, president, Oil Heat Associa: 
tion of Maryland. Mills has been a 
fueloil truck driver with General Auto- 
matic Corp. for nine years—during 
this time he never has had an accident. 
In addition his customers have cited 


him for being helpful, pleasant and 


‘cooperative. 


He was the first to be named “Oil 
Heat Good Neighbor of the Month’ 
by the Association. Plans call for an 
award to be made monthly with ac- 
companying newspaper publicity call- 
ing to the attention of the Baltimore 
public the good neighborliness of the 

fueloil industry. 


CCH SCHHFCHHPO HSH HSC CC OHO CeO Oe Sb wee 


wholesalers; Daniel J. Quinn and 
H. A. Bergdahl, representing manu 
facturers. 

Norman J. Radder, Plumbing and 
Heating Industries Bureau, is secretary 
of the committee. 

The selection of August was made 
to dramatize the opportunities for 
bringing homes up-to-date by the im 
provement of existing equipment or by 
the installation of new units. 


E. Copeland elected President 
of new North Carolina Group 


FUELOIL DEALERS in Enfield and 
Whitakers, N. C., have formed the 
Enfield-Whitakers Oil Dealers Ass 
ciation and elected Eddie Copeland 
president. 

William Flemming is vice-president 
and Paul V. Brown is secretary’trea* 
urer. The group will meet monthly and 
cooperate on the exchange of credit 
information. 

(Please turn to page 101) 
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It is the Heat -- not the Humidity 


Dry Air ruins Furniture, increases fuel Bills and gives Us the Sniffles 


by 


Louise Fowler 


OR EVER SO LONG we've harbored 
kK great interest in almanacs, weath- 
er maps, humidity tables and such 
items. In fact, we've sometimes won- 
dered if we might have been better ad- 
justed and happier in our work if we'd 
gone into that as a career when we 
were casting about for the type of in- 
come-producing vocation we'd put our 
best efforts into for life. 

But, at that time weather had not 
become the science it is today, and we 
were fairly unfamiliar with relative 
humidity and its effect on our comfort 
and health during the winter months. 
The old coal range with the water 
reservoir at the back not only ade- 
quately heated the busiest room in the 
house, but evaporated sufficient mois- 
ture into the room air to make it the 
most comfortable one too. Later a hand 
fed reservoir on the furnace kept some 
moisture afloat in other rooms of the 
house, 

As for the summertime, well, it was 
either hot and dry 
or hot and humid, 
and one just en- 
dured it. We've 
come a long way 
meantime. While 
airconditioning has 
taken a great deal 
of the sting out of 
summer, not too 
much has been done 
about our hot dry 
houses during the 





weatherman for WJBK, Detroit, and 

read the talks over that channel. 
The articles deal with how water 

vapor gets into the air, how we know 

it’s there, how we measure such vapor, 

why there is too 

little water vapor _////[ itis’ 


of these valued possessions. We doubt- 
less should have been more concerned 
about what all that dry hot air was 
doing to our sinuses and nasal passages, 
but we had long since accepted that as 
one of the hazards 
of winter living. 





in our homes in 
winter, and meth- 
ods of adding water 
vapor to insure op- 
timum 





conditions 
for health, comfort 


A number of 











years ago we 
thought and hoped 
we'd found a solu- 
tion but the solu- 
tion we tried turned 
out to be less than 





and economy. 

We are glad to 
see articles of this 
type. They should 
strike a responsive 
note with house- 
holders in this time of high prices for 
fueloil, and should alert some progres- 
sive dealers to give some effort to pro- 
viding suitable humidifying equipment 
to us householders with ten or fifteen 
year old heating equipment—for a fee 
satisfactory to both of us that is. 

We've held a strengthening convic- 
tion for some time that the oilheating 
industry is over- 
looking a real assist 
to the profit ledger 
in failing to do 
something about 
this business of 
proper humidity 
for our homes in 
winter. As a house- 
holder we've been 
mighty conscious of 
it for years. We 
have a collection of 








winter, 


Recently we've received copies of a 
series of four talks “Water in our 
Air,” authored by Dr. Everett R. 
Phelps, Professor of Physics and As- 
ttonomy, Wayne University. He’s also 


fine books we feel 
some pride in possessing, and some 
handsome wall paneling which makes 
the house a more pleasant place. We’ve 
felt great dismay at what the dry warm 
air of winter months was doing to both 


Pricloil - 


oilheat, 





our hopes for it. 
Some equipment 
had come on the 
market consisting 
of a_ radiator-like 
affair with motor, fan, wall humidistat 
and such, which was connected up both 
to the water system and the heating 
plant and installed in the front hall in 
place of the radiator. When first in- 
stalled we noted considerable improve- 
ment. It was fairly quiet in operation. 
We were pleased—and much more 
comfortable. 

But shortly, there’d be spells of no 
humidity followed by spells of having, 
the house as damp as a Chinese laun- 
dry. Frequent visits from the service- 
man were expensive, and besides he 
didn’t appear too familiar nor inter- 
ested in the device. After several years 
of struggle, we went back to hand-fill- 
ing the pans on the radiators. If we'd 
had a heating engineer in the family 
circle we might have met with more 
success. 

Dr. Phelps points out, we live in a 
sea of air. The extent of this invisible 
air is some 500-600 miles above and 
around the earth’s surface, but life- 
supporting air, that is air with sufh- 
cient amount of oxygen present, ex- 
tends less than ten miles outward from 


69 








.... I's the Heat— 


the earth’s surface. Water vapor 1s 
present in all air. Everyone is familiar 
with water forming on the outside of 
a glass containing ice or ice water, 
when left standing in a warm room. 
So with clouds in the sky—they con- 
sist of droplets of water which have 
condensed out of the air onto little 
dust particles, also always present in 
the air. 

All material, 
liquid, or solid is made up of small in- 
visible particles called molecules. These 


whether gaseous, 


molecules are continually in motion. 
Scientists call this the kinetic molecu- 
lar theory. Molecules of a gas move 
very rapidly; molecules of a liquid 
move more slowly; and molecules of a 
solid move about very little. 

Evaporation is the process by which 
liquid molecules change into invisible 
vapor in the air. Out of doors there is 
continual evaporation from the sur- 
face of oceans, seas, lakes, rivers, ponds 

even puddles and moist earth— 
which accounts for the large amount 
of water present in the outdoor air. 

Indoors what humidity is present 
must be provided for by evaporation of 
water-containing receptacles. We are 
all familiar with the evaporation of 
water from vases of flowers and even 
from potted plants. Warm air is ca- 
pable of holding considerably more 
water vapor than cold air, yet it takes 
a surprising amount of water vapor to 
saturate warm air. 

The term, humidity, designates the 
water vapor the air is capable of hold- 
ing. The accompanying table shows 
the amount of water vapor in pints 
required to saturate 10,000 cubic feet 


of air at various temperatures (10,000 
cubic feet is the average volume of a 
two story house, 25 x 25 feet, with 8. 
foot ceilings) : 














It will be readily seen that it takes 
nearly six quarts of water to saturate 
the air in the average-sized home heated 
at 73°F. 

However, at this point, the term 
relative humidity becomes important. 
So far as feeling comfortable in a given 
temperature is concerned, it is the de- 
gree of relative humidity at that tem- 
perature that counts. The human skin 
keeps up a continuous evaporation of 
moisture to maintain the proper body 
temperature. When we can be in a 
room with temperature and the hu- 
midity so balanced that as many mole- 
cules of moisture return to the skin as 
leave it in a given time, we are more 





comfortable. 
Humidity Table 
(Pints of water to saturate 10,000 cubic feet 
of air at various temperatures) 

. 3 ° a | . 3 3 
ee <2. 
Os S.A oo m3 a «ws 
P28 2B fF 28 § 28 
e =_ = &2— - oa - a 
0 .66 25 2.12 50 5.58 75 12.84 
1 .69 26 2.22 51 5.78 76 13.26 
2 SE 27° «(2.32 52 5.99 77° «(13.68 
3 .76 28 2.43 53 6.20 78 14.11 
4 80 29 2.54 54 6.42 79 14.56 
5 .84 30 2.65 55 6.64 80 15.01 
6 .88 i ee 4 56 6.87 BI 15.49 
7 32 2.89 57 7.11 82 15.98 
8 .% 33 3.00 58 7.36 83 16.48 
9 1.01 34 3.12 59 7.61 84 16.99 
10 1.06 35 3.24 60 7.87 85 17.51 
It 4.42 36 3.36 61 8.14 86 18.05 
2 1.17 37 (3.49 62 8.42 87 18.60 
13° 1.23 38 3.62 63 8.70 88 19.17 
14 1.29 39 (3.76 64 9.00 89 19.76 
15 1.35 40 3.90 65 9.30 90 20.35 
16 1.41 41 4.05 669.61 91 20.96 
17 1.48 42 4.20 67 9.93 92 21.60 
18 1.55 43 4.35 68 10.26 93 22.24 
19 1.62 44 4.51 69 10.64 94 22.90 
20 1.69 45 4.68 70 10.95 95 23.58 
a (ia 46 4.85 71 sN.31 96 24.28 
22 1.86 47 5.02 72 ‘11.68 97 24.99 
23 1.94 48 5.21 73 12.05 98 25.72 
24 72.03 49 5.39 74 12.44 99 26.48 











We have all had the experience of 
feeling cold with the room temperature 
at 70°F—a temperature we had been 
finding comfortable. With the relative 
humidity in balance with the tempera- 
ture we would not find this condition. 
In fact, with the proper percentage of 
humidity maintained, we would be 
comfortable in a lower temperature, 
say, 68°F. 

The relative humidity of indoor air 
is of course not constant. For instance, 
one cannot saturate the air at the be- 
ginning of the heating season and ex- 
pect that sufficient humidity will be 
present for the year. Our houses are 
not air tight and changes in tempera- 
ture bring changes in the relative hu- 
midity. 





Without some provision for increas 
ing the relative humidity therein, the 


air in the average house in winter is 
quite likely to be drier than that over 
the Sahara Desert, where the relative 
humidity is 20%. This deficiency is 
easy to demonstrate to the average 
homeowner. Undue evaporation causes 
plaster to crack, and even paint to 
peel. Chair rungs and arms, table legs 
and leaves fall apart because the glue 
at the joints becomes too dry due to 
evaporation. Joints in woodwork, 
paneling, and even floor boards sepa: 
rate and are unsightly. Book bindings 
become brittle. Rugs, draperies, win 
dow shades all may dry out unduly and 
wear out faster. House plants must be 
watered too frequently. They do not 
grow well. And most important, the 
rapid evaporation of moisture from the 
membranes of the nose, mouth, and 
throat cause susceptibility to colds and 
sore throats. Sinus conditions are ag 
gravated, too. 

Finally, there is the matter of econ 
omy. Too dry air in the home causes 
more evaporation from the skin, mak’ 
ing us feel cool and shivery. We push 
the thermostat up to 76°F, or even 
78°F, With proper relative humidity. 
we'd be more comfortable at 70°F 
than we are at 76°F with very dry ait 

It is estimated that in cold weather 
fuel costs are increased by 3% for each 
degree the temperature is maintain 
above 70°F. It: is reasonable to figure 
a considerable saving on fuel bills if 
sufficient humidity is maintained. 

What is the ideal value for the rele 
tive humidity of air in the home ® 
winter? While there is no univers#! 


Ge j 
agreement on the answer, it is agre 


(Please turn to page 166} 
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Fueloil for water Heating 


Compensating for domestic hot Water to schedule Deliveries with a degree-day System 


by 
M. Lee Johnson* 


- METHODS are in use for 
scheduling “keep-filled” deliveries 
to consumers using oil from a common 
supply tank for both space heating and 
for domestic water heating. It is the 
purpose of this article to analyze the 
water heating load, to report observa- 
tions made on fuel requirements and 
to suggest a method that may simplify 
and improve delivery schedules. 


From this data and information it 
will be evident that a relationship can 
be established between heat and hot 
water requirements so that a dealer 
will be able to schedule oil deliveries 
with greater reliability and economy. 
It is the responsibility of the fueloil 
dealer to make deliveries often enough 
to avoid running out of oil and it is to 
his advantage to make each delivery 
large enough to be economically desir- 
able. If this can be done by the degree- 
day operator it will save many un- 
necessary small deliveries, reduce 
trucking and billing expense and per- 
form a definite service for the cus 
tomer. 

Domestic hot water may be provided 
by a separate oilburning water heater 
or by one of the many indirect water 
heating systems connected to the space 
heating boiler. Differences and varia- 
tions in efficiency may exist in the vari- 
ous systems, but each will require a 
relatively uniform amount of fuel to 
be used for water heating purposes. 
Oil is consumed throughout the year 
in proportion to the amount of hot 
water used. It is not supplied “free” 
in any conventional system. 

The amount of oil used for heating 
water will vary from customer to cus 
tomer. Its use is related to the number 
of people occupying a building, their 
habits, the hot water using appliances, 
vacation periods and other miscellane- 
°us variable factors, 


While it may appear to be a hope- 


"Oakley & Oldfield, Kalamazoo, Mich. 


less task to schedule.oil deliveries with 
such apparently widely varying con- 
ditions, a careful study will show that 
a large number of customers will con- 
form to definite patterns and that a 
method can be arrived at which will 
provide satisfactory results. By having 
a definite system to follow the dealer 
is able to approach optimum deliveries. 
If he understands why the system 
should work he will have confidence in 
his methods. 

In order to approach this problem 
let us assume a hypothetical case. We 
will take a typical home that uses 1,200 
gallons per year for space heating and 
one gallon per day (365 gallons per 
year) for water heating. This makes 
a total oil use of 1,565 gallons per year. 
This home is located in an area where 
6,000 degree-days accumulate annual- 
ly. The space heating consumption 

1200 


rate then will be 6000 


gallon per degree day; “kK” 
degree days per gallon. 

If the building is heated normally 
and uniformly and degree-days are 
measured properly we can plot a curve 
showing the number of gallons of oil 
that are used on any day during the 
heating season for space heating. 
Curves may look complicated but ac- 


or .2 of a 


equals 5.0 


tually they are very simple and they 
enable us to put a picture on paper 
that would require many words of ex- 
planation. 

Figure 1 tells a very complete story 
about this hypothetical but typical 
house. From it can be derived the basic 
information that will enable us to 
schedule heat and hot water deliveries. 

Curve “A” of Figure 1 is the space 
heating curve mentioned in the pre- 
vious paragraph. On a 10 degree-day 
day, two gallons are used for space 
heating and on a 50 degree-day, 10 
gallons would be consumed for this 
purpose. This curve is the basic premise 
cf the degree-day delivery system. It 
is not strictly true but close enough for 
our purposes. 

As one gallon per day is used for 
water heating it can be plotted as 
Curve “B” of Figure 1. Heating water 
requires in this case, an average of one 
gallon per day, regardless of the out- 
door temperature. 

By adding the water heating load 
to the space heating load, we can plot 
a curve that will show the total gallons 
used on any day during the year. 
(Curve “c” of Figure 1.) This curve 
shows that the total oil used on any 
day still bears a definite relationship 
to the degree days accumulated. 
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CONSECUTIVE DELIVERIES AT APPROXIMATELY 90 DAY INTERVALS 


Curve “pb” of Figure 1 shows the 
percentage used on any day for water 
heating and how this water heating 
load becomes increasingly important in 
mild weather. In-colder weather the 
curve flattens out and the percentage 
used approaches a constant. Thus, the 
“k” factor is only slightly influenced 
by the water heating load in cold 
weather. 

From Curve “A” it is evident that 
one gallon of oil is used on a five de- 
gree-day day for space heating. This 
is the same amount of oil that is used 
daily for water heating. Therefore, the 
water heating load is equivalent to five 
degree-days per day. If we project 
Curve “c” to zero oil consumption per 
day, we intersect at —5 degree-days 
per day. This confirms our correction 
factor. 

Mathematically, this means that by 
arbitrarily adding 5 degree-days per 
day to the actual degree-days we can 
correct for the water heating load. If 
the stipulated conditions prevail and 
the “corrected” degree-day chart is 
used the “kK” factor on each delivery 
will be substantially constant. We 
could call this “The Constant ‘k’ 
Method.” 

In this hypothetical case, we have 
assumed that a building is heated uni- 
formly throughout the heating season 
and that an average amount of domes- 
tic hot water is used each day. If we 
are going to arrive at a workable sys- 
tem it is the only reasonable assump- 
tion that can be made. 
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The presently used space heating 
degree-day system is based upon simi- 
lar assumptions. In actual practice 
these conditions will vary somewhat 
but will hold close enough to an aver- 
age to give consistent and usable re- 
sults. 

In making this analysis, we have 
made certain assumptions. The ques- 
tion naturally arises as to how close in 
actual practice do these ideal condi- 
tions prevail. In order to determine the 
consistency of oil used for water heat- 
ing a number of accounts were checked 
which have a separate oil tank for an 
oilburning water heater. 

Figure 2 shows the variation in the 
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average daily consumption rate on two 
typical domestic accounts. Curve “4” 
shows the variation in the rate of Cus 
tomer “A” over a 7 year period. De 
liveries were scheduled to this account 
about 90 days apart. Gallons used per 
day were computed from the actual 
gallons delivered divided by the num- 
ber of days between deliveries. This 
curve indicates that generally the con- 
sumption held within 10% of the 
average with occasional deliveries vary. 
ing as much as about 20%. No par. 
ticular seasonal variations are evident, 

Curve “B” is a two year record of 
another customer showing an average 
of less than 10% variation. A number 
of other customers checked show a 
similar consistency. Actual daily oil 
consumption, no doubt, varies widely 
from the average but for our purposes 
the average daily consumption is the 
important factor. . 

Another assumption made is that 


“we are measuring degree-days proper’ 


ly. Unless degree-days are measured 
properly for the delivery area, the 
space heating “kK” factor will not be 
uniform and any hot water correction 
made will be of questionable value. 
The accuracy of an accumulated de- 
gree-day table can be determined by 
checking a number of “space heating 
only” oil accounts, Pick out from de- 
livery records a number of accounts 
which require a delivery every 400 or 
500 degree-days. Beginning with the 
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summer fill, compute the “kK” factor 
accurately for each delivery for at 
least six consecutive deliveries. If the 
“x” factors do not have a maximum 
variation of more than 10% in the 
majority of cases, your degree-day rec- 
ord is reasonably accurate. 

In many areas where uncorrected 
mean temperature degree days are 
used the first fall delivery will show a 
much lower “K” factor (higher con- 
sumption rate) than subsequent deliv- 
eries. This first fall delivery can be 
very critical for water heating ac- 
counts. In many areas checked mean 
temperature degree-days will run from 
100 to 300 degree-days behind actual 
fuel consumption during this period. 


Of course every hot water user will 
not conform to the fuel requirements 
of the hypothetical case. Some people 
will use more hot water, some less. 
Some houses will require more or less 
fuel for space heating. Let us assume 
that instead of using one gallon per 
day for water heating this same cus 
tomer uses an average of two gallons 
per day. Refer to Figure 3. The space 
heating rate is still 1,200 gallons per 
year so Curve “A” of Figure 3 is iden- 
tical to Curve “A” of Figure 1. How- 
ever, the daily total consumption rate 
shifts to Curve “E” and the correction 
required for water heating would be 
ten degree-days per day. 

Let us now take another extreme 
where the customer uses one gallon per 
day for water heating but only 600 
gallons per year for space heating. 
Curve “r” is the space heating require- 
ments and Curve “‘c” the total daily 
requirements. This customer would 
also require a ten degree-day correc: 
tion factor for water heating. 


Curves “H” and “1” show the daily 
requirements of a customer using 2,400 
gallons per year for space heating and 
two gallons per day for water heating. 
The same daily correction factor of 5 
degree-days applies as to the original 
hypothetical case represented by Curve 

c.” 

Any combination of space heating 
and water heating requirements may 
be plotted in a similar manner. Every 
“ustomer will end up with an ideal 

tee-day correction for the hot water 
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CORRECTION FACTORS APPLICABLE FOR 
VARIOUS WATER HEATER LOADS 


FIGURE 4 
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WATER HEATER LOAD (PERCENT) 


It should be noted that Figure 1 and 
Figure 3 are rate curves and are appli- 
cable to any degree-day area. If a home 
has a “K” factor of 5.0 in Michigan it 
will have the same “K” factor if moved 
to Minnesota or to Alabama. The 6,- 
000 degree-day figure has been used to 
establish conditions and to simplify 
examples. 

In the original hypothetical case this 
“customer” used 1,200 gallons per year 
(.2 gallon per degree day) for space 
heating and 365 gallons per year (one 
gallon per day) for water heating. The 
water heating load increased the an- 
nual fuel consumption by 30.4%. Cus- 
tomer of Curve “H” used 2,400 gal- 
lons for heating and 730 gallons for 
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hot water which is also 30.4%. Both of 
these accounts require a 5 degree-day 
correction for hot water. 

By a similar computation you will 
find that the two extreme accounts 
(“A” and “E”) and (“F” and “c”) 
each require a 10 degree-day correc- 
tion for hot water. The correction fac- 
tor for any combination can be esti- 
mated. 

Figure 4 shows the correction factor 
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required for various percentages of the 
space heating load used for water 
heating. 

It is evident that the degree-day cor- 
rection for water heating is a function 
of the percentage of oil used for water 
heating purposes, 

If all customers used approximately 
the same percentage of their space 
heating oil consumption for heating 
water, only one correction factor 
would be required and a separate de- 
livery file and degree-day record could 
be maintained for water heating cus- 
tomers. 

About 90% of our water heating 
customers use between 25% and 40% 
of their space heating fuel require- 
ments for heating water. A few others 
are slightly above or below this figure. 
Many of our customers are in the 
30% to 35% range. For all practical 
purposes a single correction factor can 
be used with very satisfactory results. 

From Figure 4 it is apparent that a 
correction factor of either 5 or 6 de- 
gree-days per day could be used. To 
avoid “run-outs” the 6 correction is a 
little safer than the 5. 

Customers in the normal range pre- 
sent no problem. When delivery is 
made these cards are. filed at the usual 
degree-day interval. The normal tank 
reserve will take care of expected varia- 
tions. 

The unusual water heating cases 
present a problem only once or twice 
each year. This occurs during the warm 
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months when the degree-day operator 
has time to study the customers con- 
sumption record and refile the card 
somewhat ahead of or behind the nor- 


number of customers and present 
methods of operation. One of its great- 
est advantages is that the water heat- 
ing customers are always in an active 




















TABLE I 
(G) (A) (C) (V) 
DELIVERY | GALLONS | ACTUAL K, | CONSTANT] Ke | VARIABLE} Ky 
DATE DELIVERED) EFFECTIVE A DD C DD 
(USED) | DEGREE | -2- |CORRECTION! (-€-) |cORRECTION 
(55-56) DAYS 
2-28 188 
3-19 197 536 2.7 650 3.3 536 2.7 
4-14 217 541 2.5 697 3.2 600 2.8 
5-31 211 356 1.7 632 3.0 58 | 27 
8-16 189 116 0.6 577 3.0 481 2.5 
10-13 170 243 1.4 595 3.5 535- 3.1 
1-7 194 473 2.4 623 3.2 552 2.8 
11-26 180 533 2.8 657 3.2 533 3.0 
12-8 151 462 3.0 534 3.5 462 3.0 
12-21 167 563 3.4 640 3.8 563 3.4 
1-5 178 546 3.1 636 3.6 546 3.1 
1-20 185 585 3.2 675 3.6 585 3.2 
TOTAL 2039 4954 6916 5974 
AVERAGE "K" 2.4 3.3 2.9 
"K" FACTOR VARIATION +| 42% 15% 17% 
FROM AVERAGE -| 75% 9% 14% 


























mal degree-day interval. A little ex- 
perience and observation will enable 
the operator to schedule good deliver- 
ies to these unusual cases. Either a fixed 
daily correction factor may be used 
throughout the year or a variable cor- 
rection factor may be applied only 
during the milder weather. 

As indicated by Curve “pb” of Fig- 
ure 1, the influence of the water heater 
load on the total consumption rate is 
very small at 40 degree-days per day 
and colder. It is possible to make a vari- 
able daily correction in milder weather 
in order to maintain a substantially 
constant consumption rate. Figure 5 
shows the correction needed for 30% 
use for hot water. (Figure 5 can be 
derived from Figure 1.) Using the 
variable correction factor it is possible 
to use a single degree-day file for both 
space heating and for water heating 
accounts. 

What we are attempting to do by 
correction factors is to maintain a uni- 
form rate of fuel consumption. If the 
“K” factor does not vary there is no 
problem in scheduling oil deliveries. 
Table 1 is the record of a typical hot 
water account with the “kK” factors 
computed by the methods indicated. 

Correction factors can be applied 
and incorporated into any conven- 
tional degree-day system. The exact 
details will depend somewhat on the 
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file and are constantly moving up for 
delivery. By having a definite system 
to follow a more dependable delivery 
service can be maintained. 
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Proved Reserves are up, 
says API annual Report 


PROVED RESERVES of petroleum and 
natural gas were up in 1955 in spite 
of record breaking production and 
consumption, the American Petroleum 
Institute and the American Gas Asso- 
ciation announced in a joint annual 
report. 

Liquid petroleum proved reserves 
rose to 35 billion 400 million barrels 
—a one year increase of 646 million 
barrels. Proved reserves are under- 
ground supplies whose locations have 
been established and estimated and 
which are known to be available for 
production. 

API pointed out that although the 
report is favorable it serves to point 
up the repeated statements of oil men 
that the search for oil is becoming more 
dificult and more expensive with each 
passing year. 

More than 56,000 wells were drilled 
in 1955, a record number—yet the net 
increase in reserves was only moderate, 
a far cry from the immediate post-war 
years when they exceeded a billion or 


more barrels on at least six occasions. 
Both associations reported that pro- 


duction of liquid petroleum and nat- 


ural gas hit all time peaks in 1955. Pro- 
duction of liquid petroleum was esti- 
mated at 739 million barrels, up 18} 
million barrels over 1954 and up 125 
million barrels over the previous rec: 
ord set in 1953. 

Natural gas production was esti 
mated at 10 trillion 118 billion cubic 
feet. 

Crude oil proved reserves went up 
to 30 billion barrels, an increase of 45] 
million barrels; natural gas reserves 
rose to five billion 438 million barrels, 
an increase of 194 million barrels. 

8, 


“9 


Big-Burner Workshop set 
for Michigan State U. 


THE SECOND ANNUAL Commercial: 
Industrial Oilburning and Equipment 
Workshop sponsored by the Oil-Heat 
Institute of America will be held at 
Kellogg Center, Michigan State Uni- 
versity at East Lansing, May 14-16. 

Among the speakers and their topics 
scheduled for the morning sessions are 
R. H. Dudley, “Commercial- Industrial 
Fuels—What are they”; B. J. Boyink, 
“Explanation of Viscosity Chart’; 
Harris Thompson, “Fueloil Addr 
tives”; and George A. Short, “Com 
bustion Efficiency.” 

There will be three workshops each 
afternoon. Number one covers pump 
ing, piping, preheating, handling of 
residual oil. Its leaders will be J. W. 
Cowan, R. Lisson, Charles Babcock, 
and Paul Unger. 

Workshop Number two will discuss 
calculating building heat losses, process 
equipment loads, boiler and burner 
selection and will be led by L. G. Mill 
er, Robert Rowland, Albert Palmer, 
and Joseph Day. 

The third workshop is on preventive 
maintenance, service and installation, 
controls under the direction of Ted 
Kaufman, W. S. Harlacher, Dané 
Fischer and Carl Swenson. 

Ray Plass will speak on good engi 
neering, following dinner on Monday: 

The Department of Mechanical En 
gineering, Michigan State University 
is co-sponsor of the school. 
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To sell or to quote 


McDuffee, Winkler oilheating dealer in Wheaton, IIl., specializes in quality Jobs 


by 
V. M. Douglas 


N THIS LAND of free enterprise, one 
[| the most used expressions in 
business is “how much.” Too infre- 
quently is the term “how good” used 
in conjunction with the request for a 
price. Who has not heard the same 
complaint in all sections of the country 
“If I quote low enough to get jobs, I 
make no money. If I quote high enough 
to make money, I get no jobs.” 

At 314 South Main Street in Whea- 
ton, Illl., R. W. McDuffee was talking 
on the telephone. McDuffee (some call 
him Bob, to others he is Mac) has a 
reputation for getting his price. He in- 
stalls conversion oilburners, boiler- 
burner units, furnace-heating systems, 
airconditioning, and has what he calls 
“the most powerful vacuum cleaner 
in the county” for cleaning hot-air 
heating systems. The name of his firm 
is Mel-O-Air Heating Co., which he 
claims has proved a happy choice, be- 
ing short, convenient and both easily 
and pleasantly remembered. 

The phone conversation did not 
sound unusual. McDuffee was talking: 
“Well, George, you know how it was 
with the job Ed Bailey had installed 
five years ago. That’s right, I didn’t get 
the job, my price was too high and Ed 
thought he didn’t need as good a job 
as I wanted to install. Do you know 
how the bargain worked out? Ed has 
actually paid more than if he had ac- 
cepted my higher price. When I fig- 
ured the job I included a boiler that 
was plenty large enough to take care 
of any requirements without a forced 
fire.” 

Then came a discussion of valves 
and piping which would have im- 
Proved the job but could not be in- 
cluded at the price quoted by the com- 
Petitor. “You know, George, Ed and 
I are good friends, so when he had 
trouble getting heat to one room he 
called me in, and when his fuel bill 
was running high, he asked me why. 

Thave had a good opportunity to 
know what he did, and did not get for 


$500. That was $300 less than what 
I thought was a fair price, five years 
ago.” 

Bob McDuffee was selling, not just 
bidding, and he was in the process of 
making money from a job he had lost 
to a competitor. Without raising his 
voice he continued, “I can tell, within 
a very few dollars what it should cost 
to heat a house like Bailey’s. I have 
heated lots of them. Of course it will 
vary from year to year because of dif- 
ferent weather conditions, but the $800 
job I figured would have averaged $140 
or less per year. During the five years 
his boiler has been installed Ed’s yearly 
fuel costs have never been below $218. 
The average was about $220. I showed 
Ed why he was losing about $80 each 
year. 

“His lower priced boiler would han- 
dle the job, but much of the time it 
needed to be forced. He had a low CO» 
and a high stack temperature. If he 
had bought a larger boiler with more 
heating surface and higher efficiency 
it would not have cost him that extra 
$400 during the past five years.” 

The facts and figures were piling 
up until there was little justification 
for a cheap job. “Yes, George, I know 





Bob McDuffee, George Thomas, his 

superintendent of installation and serv- 

ice, and Dorothy Shaw, his secretary, 
schedule some oilheating work. 
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what you are up against, sure $100 or 
$200 is a lot of money. That was the 
way Ed figured, but in another five 
years he will be out of pocket an addi- 
tional $400 and he still will not have 
the kind of a heating system he could 
have had.” 

So the continued. 
There was no personal criticism of the 
low-bidding competitor. There were 
no unkind references to the poor judg- 
ment of the man who had not bought 
from him. The prospect could neither 
refute the truth of any statement 
made, nor take exception to the man- 
ner in which it was presented. 

Finally the conversation ended. It 
seemed that the prospect was quite 
short of funds and had told someone to 
fix up his heating system as cheaply as 
possible. There was no contract and 
no price. After the talk with McDuffee 
he agreed to stop all action until Mc- 
Duffee could go over the job, make an 
analysis and submit a proposal for a 
good job which would be cheaper in 
the long run. 

Let’s take a look at the personal 
side of Mel-O-Air. Perhaps you have 
heard it said: “Top quality installa- 
tions are a fine proposition for an old 
established firm which can afford to 
lose a few jobs.” The general idea is 
that anyone with limited working capi- 
tal can quickly “lose his shirt” if he 
tries to get a legitimate price for heat- 
ing work. Bob McDuffee is inclined 
to be modest, but he is proud of the 
way he has stuck with his principles 
and made them show profits. 

In 1938 he started working with 
tools for a sheet metal shop in Glen- 
dale, California. Later, back in In- 
diana, he became a steamfitter, and 
during the early stages of World War 
i, found welding a profitable occupa- 
tion. (He was not qualified for mili- 
tary duty.) By 1944 his pay checks 
were averaging about $212 a week. 

Perhaps it was instinct, or maybe 
ambition—McDuffee could not com- 
pletely put into words his desire to be 
among people, selling his ability, rather 
than remain buried under a helmet 


conversation 


75 








R. W. McDuffee engages in telephone 


selling, similar to that described. 


doing tricks with welding rod. He went 
to an employment office in Hammond, 
Indiana. At the end of a long list of 
available jobs, mostly for mechanics, 
was one request for a salesman. 

Jack Manushaw, the local manager 
for the Holland Furnace Company, 
wanted a salesman to sell service and 
vacuum cleaning jobs, with a guaran- 
tee of $40 a week, plus commission. 
The guarantee was promised for a 
maximum time of four weeks. 

At that time McDuffee had a wife 
and three children. The matter of 
changing jobs was given serious con- 
sideration at home. Even though it 
represented a lot of overtime, those 
$200-plus pay checks did look good 
compared with the prospect of $40. 
Home accounting indicated that estab- 
lished obligations would demand a 
minimum of $85.00 a week. It was a 
challenge. He knew the big pay checks 
would not last indefinitely, and wanted 
to know what he could do with that 
“plus commission.” 

To make a long story short, he took 
the job. He was given training, and at 
no time did his earnings ever drop be- 
low that $85 minimum. Within three 
years he was made a branch manager, 
and soon his earnings made his old 
welding pay checks seem like small 
change. He operated an office at Rock 
Island and later transferred to Whea- 
ton. 

In May 1953 he decided it would 
be to his advantage to operate his own 
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business. Within a day or two, he and 
his brother Paul were in business for 
themselves. The name Mel-O-Air was 
selected. They rented a small office 
and set aside $2,000 for working capi- 
tal. 

The first Sunday after they started, 
each partner sold a furnace installa- 
tion. They sold those installations. It 
was not a case of quoting. They found 
prospects, surveyed their requirements, 
figured the cost and submitted pro- 
posals. 

That is where many business men 
stop. That is where McDuffee and his 
brother began—began to sell. They 
were able to convince their prospects 
that the equipment, installation, end 
results and available service made their 
price a fair and acceptable proposition. 

The total price of the two jobs was 
$2,535. Within sixty days they had 
sold and installed enough jobs to make 
a net profit of $3,500, over salaries 
and all overhead expense. They never 
found it necessary to use the original 
$2,000. 

Now, each of the partners has his 
own business, one in Wheaton and the 
other in Naperville. Bob McDuffee has 
a plot of land beyond the city limits, 
where he plans to erect a new build- 
ing with ample facilities for offices, 
salesrooms and shops. He is a dealer 
for Winkler heating and cooling equip- 
ment. 

When telling the details of what he 
has done, McDuffee repeatedly insisted 
that he has no desire for personal 
recognition. Many have been more 
prosperous, and others who have done 
their best may not have fared as well. 
He does feel that if he can convince 
others that good jobs can be sold, in- 
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stalled and serviced at a fair profit, 
he will be contributing, not only to the 
industry, but to better heating for all 
who are served by the industry. 

He also mentioned speculative home 
builders, and admitted that in some 
cases the quality salesman with a fair 
price does not have a chance. There 
are always those who will buy some- 
thing not quite as good, if it can be 
had for less. Yet, it is also true that all 
speculative builders are not cheap, as 
is evidenced by the fact that one 
builder often pays McDuffee as much 
as $150 more than prices submitted 
by competitors. 

At first, McDuffee claimed his abil- 
ity to sell was the reason he does not 
have to cut prices. After further con- 
sideration he decided that it was a 
combination of: 

1. Salesmanship. 

2. An exclusive franchise for prod- 
ucts sold. (So others cannot un- 
derbid on the same item.) 

3. Quality equipment, with sales 
features. 

4. High grade installations, not just 
good enough. 

5. Good service (24 hour). 

Without thinking long, he decided 
he had omitted one of the most impor: 
tant factors. Enthusiasm. He makes no 
claim of originality when including this 
well-known sales attribute; but he 
thinks he has an unusual slant in get 
ting his prospect to enthuse with him. 

Talk—maybe so, but it is the kind 
of talk which won him a Caribbean 
trip as winner of a sales contest. It is 
the kind of talk which has established 
McDuffee as a solid reputable heating 
man, who will be selling after the low 
bidders have gone over the hill. 


Exterior of McDuffee’s shop in Wheaton. The- truck in front carries what 
McDuffee refers to as “the most powerful furnace vacuum cleaner in the county: 
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by 
A. B. Wolle* 


Although relatively few companies 
are doing it, there is increasing dis- 
cussion in oilheating circles over add- 
ing to the oil price a sum that will 
cover annual service costs. 

We asked Mr. Wolle to comment on 
this, since he operates a rather large 
separate service organization in West- 
chester County, northern suburb of 
New York City. In this article Wolle 
rambles around and gives us opinions 
on several phases of service economics. 

His men also service gas equipment 
and he finds that it needs as much 
service as oil heat. 


on OTHER DAY I asked the man- 
ager of the fueloil department if 
the results achieved during the past 
five years justified his belief in his 
policy of furnishing service for a ¢ 
increase in the price per gallon for fuel 
oil. 

The company he represents delivers 
about five million gallons of fueloil a 
year to 2,500 plus customers and em- 
ploys ten servicemen. 

This was an innovation for this or- 
ganization after the war to meet gas 
competition and to provide an auto- 
matic heat package without the addi- 
tional and sometimes controversial re- 
pair and service contract charges. The 
question of oilburner service is close- 
ly allied to the problem of gas com- 
petition. They are unfortunate bed- 
fellows, 

The opinion in this case is that the 
results obtained so far are good from 
the customer's point of view because 
he feels he is on the long end of the 
tick, It is good from the marketer's 
Point of view because he has eliminated 
stvice complaints and invoice adjust- 
ments for service. It is good because 
4 satisfied customer is hard to take 
away. It is good from a sales point of 


view because the amount of the sale 
eens 


*A. B. Wolle &@ Co., Scarsdale, N. Y. 





Can Service be packaged with Oilr 


Ruminations of a Proprietor of a separate service Organization 


is all that is paid on the initial pur- 
chase and following years are not taxed 
for upkeep directly. 

The first year that this plan was in 
effect, the service department took a 
loss of several thousand dollars and 
unfortunately a similar loss each year 
continues. There are two reasons for 
this. The first is psychological. The 
second is that every old heap that has 
been held together with baling wire is 
in for rehabilitation. 

The psychological reason is on the 
part of the serviceman. Normally he 
feels obligated, in his loyalty to his 
company, to keep existing equipment 
in operation to keep down the cost to 
the customer so he will remain a cus- 
tomer. When the company says, in ef- 
fect, that the customer already has 
paid for new parts as needed, he might 
just as well have them. Formerly, the 
serviceman would test a fuel unit to 
see if it were defective or open the end 
bells of a motor to clean a starting 
switch, but under the new policy he 
can put on exchange equipment much 
more easily. Here equipment which, 
with a little attention, could last for 
years now comes into the repair de- 
partment and itself takes on a servic- 
ing charge under some blanket policy. 


Less Service 


There is another point that comes 
under discussion and that is the di- 
minishing amount of work required of 
the serviceman. Theoretically, this 
should allow for room for more cus- 
tomers. It follows the same tale of the 
man and his oil truck when he had 
enough customers to keep one truck 
busy to capacity. One day he took on 
one more customer. In order to serve 
him, he had to buy a second truck. 

This, of course, is facetious, but the 
point is that servicemen begin to do 
dusting, window washing and any- 
thing to keep them busy as they have 
put the equipment in such shape that 
very little effort is required to main- 
tain it. Then the sales department puts 
on a drive for more installations, serv- 





A. B. Wolle 


icemen are used to install them and in 
the long run there are more service- 
men needed at peak times and in slack 
times again they are in plentiful 
supply. 

On the other hand, the customer 
feels good about this arrangement 
when his wife tells him a new part 
was put on the burner and he knows 
that he will not be charged for it. But 
—I have listened to the tales of a num- 
ber of customers and former customers 
who have paid for this protection for 
years and never had any parts installed 
or extra service rendered. They feel 
that they have been clipped out of 
the total sum paid, which, in some 
cases, would have bought them a com- 
plete new burner and controls where- 
as they still have their old heaps. 

As to gas, the author speaks with 
authority when he states that there 
is a great deal of service work needed 
for gas heating equipment. If there 
were as many gas burners heating 
homes as there are oilburners, there 
would be just as many service organ- 
izations in this field of work. 

When a charge is made for serv- 
ice separate from the cost of fuel, 
then the customer knows exactly 
what he is paying for. Oilheating deal- 
er B employs 11 servicemen and does 
over a quarter million service business 
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a year. If the customer wants to buy 
cleaning and service only, that’s all he 
pays for and he gambles on the rest 
of the year against additional charges. 
All companies selling this service gen- 
erally provide a service contract of 
one form or another. The alert service 
manager has an opportunity to ma- 
neuver the charges, so that contracts 
break even or show a small gross profit. 

Dealer B with 11 servicemen and 
about 400 service contracts on domes- 
tic burners, shows a break-even cost 
on all service contracts on light oil for 
the year. The thinking of B is that the 
contracts serve two purposes only: To 
be called in when there is profitable 
work to be done, and to keep the oil 
account in line. If oil is to be sold, 
service by the vendor must be available. 

This service servicemen, 
trucks, management personnel and ad- 


means 


ditional overhead other than required 
to sell fueloil alone. 

The proof that the operation of serv- 
ice could be reduced in cost has been 
demonstrated many times over where 
one company does the service work for 
several suppliers. This arrangement 
must be strictly impartial. No fueloil 
can be sold by the service company 
but all calls for service must be han- 
dled through it. This eliminates the 
need for many service departments and 
their overhead. It makes the oil com- 
pany strictly an oil sales company, free 
to increase its business and better it 
in a community to hold on to its own 
accounts. It eliminates the dissatisfac- 
tion reflected on the oil company by 
a poor guess on the part of the service- 
man. 

Further, the service company sets 
the per call rates. They are alike for 
all oil companies and they are impar- 
tial. The alert oil companies add a 
throughput charge of a small amount 
and instead of considering this as profit 
on the transaction it is carried in a 
separate account from which deduc- 
tions are made to settle discrepancies 
in opinion between the service con- 
tractor and the customer. The central 
service agency must be patronized by 
the majority of the oil sales compa- 
nies in any one community to make it 
a paying enterprise so that no subsidy 
is required to maintain it. 

It is all very well to say that the 
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minimum down payment plan and 
added premium on each gallon for serv- 
ice is the logical solution for auto- 
matic heat in its full sense. It is like 
putting perfume on an unbathed body. 
The answer lies way beyond this point. 

It rests with the time it takes to 
develop good equipment. It lies at the 
feet of the manufacturer whose equip- 
ment just gets by. It lies with John 
Doe who only wants to spend enough 
to have an oilburner, regardless of 


how cheap it is. It lies in the absence 





of an adequate educational program in 
our vocational schools which limits the 
availability of good service mechanics. 
The public utilities have seen these 
faults. They have capitalized on them 
and they have avoided them. Why 
can’t we, as one of the major industries 
in the world, do as much? 

Right now in the East, where oil has 
reached very high levels and while gas 
is still pretty far afield, we have an 
opportunity to do something about our 
plight so that we do not disappear into 
the limbo of the coal yard. The proven 
gas reserves available for use are such 
that continued competition from this 
fuel confronts us. 

About 1942, just before the last 
world war, FUELOIL AND Or HEAT 
published an article by the writer out’ 
lining a plan whereby the fueloil cus- 
tomer would make a flat sum payment 
once each year and thereafter a tax 
of Y2¢ for each gallon of fueloil de- 
livered would be levied until a portion 
of his annual fuel consumption had 
been used to bring in an amount sup- 
plemental to the flat sum payment to 





cover service costs. Then the tax would 
be removed. In the last 10 to 12 years, 
no one has come up with a better idea, 

Those companies which have put 
this sysem in operation are well satis. 
fied with the results and the thousands 
of customers they have in this plan are 
there by their own free will and must 
be satisfied. You just can’t stay in busi- 
ness today and give service away, un- 
less you have unlimited capital and 
are making so much profit that you can 
give some of it to improve your tax 
position and do it under the guise of 
good will advertising. 

Until someone comes up with a bet- 
ter idea, it would apear that the A¢ 
tax per gallon and the small down pay- 
ment on the part of the customer and 
a $5,000 per year subsidy from the 
revenue of the sale of 5 million gallons 
seems to be the only solution for a suc- 
cessful operation where the ultimate 
goal is to give the consumer smooth, 
uninterrupted parts and labor charge- 


free automatic oilheating. 


It should be noted that in most in 
stances the gas companies have found 
it financially impracticable to furnish 
free service. This puts this type of 
work in the hands of outside service 
organizations which depend entirely 
upon it for a livelihood, and have no 
“fueloil profit” to fall back upon. Gas 
furnace repairs are as expensive as 
burner repairs, as they must make a 
profit on their work to stay in business. 
Contractor C reports that he has fewer 
complaints on repair charges for gas 
equipment than on comparative cases 
on fueloil equipment. He depends upon 
both to make a living and he is not 
doing badly at all. 

From the oil dealers’ standpoint, it 
would be wonderful for the majors to 
increase their margin by V¢ per gal 
lon, said increase to be used for maim 
tenance alone. If this were done, how 
ever, everyone knows what would 
happen. The price of oil to the public 
at large would drop V/2¢ per gallon. — 

It could be done and some day t 
may on the basis of a refund for a 
tual service rendered in relation to 4 
given quantity of fueloil delivered. 
Some day, when the pinch is light 
enough, some bright boy in the head 
office will come up with this idea 
a means of pushing his product. 
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Close-up of the volt-amp tester de- 
scribed in the article together with the 
“doughnut.” Really a snap-on am- 
meter to which the voltmeter function 
has been added, the tester is called the 
Amprobe, Jr., is made by the Pyramid 
Instrument Corp., Lynbrook, N. Y. 


Volt-Amp Tests tor Servicemen 








Solve ignition, motor, control, and wiring Trouble quickly by electrical Testing 


by 
J. W. Schulz 


_ DELAY is a trouble no serv- 
ice expert takes lightly. But it, for 
example, often can be ended simply by 
applying a voltmeter and an ammeter 
to the headache job. 

An exceptionally capable serviceman 
explained to me about a year ago as 
we stood studying a pressure burner 
which fired a steel boiler at 8.0 gph to 
heat an apartment house, “For two 
years, this job hasn’t gone four months 
without a puff. It’s puffed as often as 
three times in one day. Not always 
gentle in its puffing, on one recent oc- 
casion it caused the owner to spend 
$420 fixing up busted boiler doors, 
broken basement doors and windows, 








Diag. |. Snap the ammeter on any wire 
connected to a fuse, to determine the 
amperage current the fuse carries. 


eloil 


and so on. We've tried everything, but 
everything, to end the trouble. In- 
stalled a new ignition transformer, new 
ignition-system gun-tube parts, new 
fuel unit, new combustion safety con- 
trols—even fed the burner by gravity 
from a basement 275-gallon tank, in- 
stead of having it draw in oil from its 
outside, buried tank. Though we tried 
everything, and though the burner acts 
100% all right every time we put it 
through its paces, it still gives the 
trouble.” 

The questions I asked the service- 
man quickly brought out the point 
that “trying everything” had not in- 
cluded electrical testing. Because I had 
with me an instrument to read volts 
and amperes, I could do things the 
serviceman had not been able to do. 
For the lack of such an instrument, he 
might as well have been working on 
the burner with his hands tied behind 
him. 

First, reading the input current to 
the 1/3 hp split-phase burner motor 
proved its current in-rush for starting 
was more than 50% higher than it 
should have been. Starting the motor 
dropped the voltage at the burner con- 
trol panel from 118 to 95 volts. The 
motor, never suspected of having a de- 
fect that could relate to delayed igni- 
tion trouble, actually needed replace- 
ment by a healthy motor that did not 
draw excessive current coming up to 


speed, and that in addition came up 
to speed far more quickly. 

Second, using tricks to put a heavy 
amperage load on the wires and con- 
trols providing line-voltage for the 
motor and ignition transformer re- 
vealed a weak spot. With 25-ampere 
current flowing through it for a few 
seconds, a terminal screw of a steam- 
pressure control first became warm, 
then started spluttering. Close exami- 
nation showed that the current-carrv- 
ing parts of the pressure control were 
loose and had discolored many months 
before because of overheating. 














Diag. 2. Read the voltage at the fuses 
of any circuit—first with no load on 
the circuit, then with maximum load. 
Test easily for blown fuses, of course. 
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Diag. 3. Snap the ammeter on the live line to the motor, 

as shown; stall the motor a few seconds to read its 

starting current. Use red wire to read ignition current 
in this case, and white wire to read total current. 





Diag. 4. Tremendously important on installations giving 
ignition-delay or ignition-failure trouble, voltage readings 
at the burner are taken as shown here. Read the starting 
voltage of the ignition transformer, as well as the motor, 





During most oilburner starts, this 
control had not caused a bad voltage- 
drop in the live line providing current 
for the burner’s motor and ignition 
transformer. At times, however, the 
control had spluttered and dropped the 
oilburner voltage. The delayed igni- 
tion and the puffs had occurred at 
those times. 

All that was needed on this job to 
diagnose the violent burner misbe- 
havior, the puffs, was 20 minutes work 
obtaining voltage and amperage read- 
ings, though for two years previously 
servicemen working without electrical 
testing instruments had futilely been 
putting days and days of work into the 
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job every month. To replace the defec- 
tive motor and the steam-pressure con- 
trol took my friend the serviceman less 
than 30 minutes. The job gave no more 
trouble. 

That’s just one example of ending 
oilburner trouble with the help of an 
instrument that gives you voltage and 
amperage readings. Such an instrument 
helps a serviceman in dozens of other 
ways. Many of these are covered by 
the accompanying drawings. 

The instrument in the accompany 
ing drawings and photographs is a 
combination voltmeter and snap-on 
ammeter. 

To use it for reading amps, you sim- 


od 


ply make its jaws encircle the wire 
(only one wire, you never include two 
or more wires in its jaws) whose am 
perage you want to know. You press 
its trigger to open its jaws, encircle the 
one wire which interests you, then re 
move your finger from the trigger to 
permit the jaws to snap closed. Now 
your amperage reading appears on the 


.25-ampere scale of the instrument, 


Insulation on the wire whose am 
perage you are reading does not count; 
you do not remove insulation from the 
wire. You do not disconnect wires to 
get your reading. You can read the 
amps of a motor, for example, without 
stopping it. 

Use a snap-on ammeter properly, 
and you stand no chance what so ever 
of getting a shock while taking your 
reading. 

Cbtaining voltage readings from the 
same instrument (in the accompanying 
photographs and drawings) also is 
simple. The instrument has two volt 
age scales, one covering up to 150 volts 
and the other covering up to 600 volts. 

To use the 150-volt scale, plug into 
the back of the instrument two test 
leads that you buy with the instru 
ment. One of these is marked “Com 
mon” and is red. The other is marked 
150 and is black. 

To use the 600-volt scale, similarly 
plug into the back of the instrument 
the red, “‘Common” lead and a black 
lead marked 600. 

To read the voltage across two tet 
minals, apply the prod point of the red 
test lead to one terminal, and apply 
the black test lead to the other termr 
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A voltage reading is obtained by plugging two special lead wires into both the 

“doughnut” and the back of the volt-amp tester. Read the voltage with the 

appliance drawing no current, then with it drawing full current. That evaluates 
voltage drop caused by high amperage load. (See Diag. 6.) 


nal. The drawings show how. 
Diag. 1 shows how to check the amps 
of any circuit at a fuse box. Simply 
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encircle either of the wires (of a two 
wire circuit) with the clamp-on am- 
meter. Don’t include the two wires of 
a twowire circuit in the ammeter 
jaws, for that will not obtain a reading. 
You use the idea of Diag. 1 to find out 
if any 15-ampere or 20-ampere circuit 
in a house is overloaded, and particu- 
larly to find out if trouble is being 
caused by overloading of a circuit that 
srves an oilburner. When making 
your test for circuit overloading, turn 
on all the current-using equipment 
connected to the particular circuit. 
Check particularly on the amperage 
load of the circuit when the motors it 
serves are starting. 

You also read the amps at the fuse 
box, as in Diag. 1, when you balance 
a new three-wire single-phase system, 
or check the balance of an existing sys- 
tem. Under conditions of usual maxi- 
mum loads (don’t turn on every elec- 
tric light and appliance in the house 
if the occupants never do this) the 
reading of one hot leg should not be 
more than 20% higher than the read- 
ing of the other hot leg. 

Diag. 2 shows the combination volt- 
meter and clamp-on ammeter still be- 
ing used at the fuse box, but here it is 
checking line voltage. First check the 
voltage at the fuse box and meter with 
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Diag. 5. Author terms this plug-in ac- 
cessory the “‘doughnut’’ device, but 
manufacturer describes it as “Triple- 
“urpose Amprobe-Energizer.” You use 
tsamberage ten-times multiplying fea- 
ture for only amperage loads below 
5, because scale of the Amprobe Jr. 
8s readings up to only 25 amperes. 


no load, or only negligible load. That 
tells you if the electric company has 
things under control in the neighbor- 
hood and is providing proper line volt- 
age. Turning on usual maximum loads 
and starting electric motors tells you 
whether or not the service lines, bring- 
ing current to the house from outside, 
are large enough to prevent trouble- 
some voltage drops. Even with an elec- 
tric cooking range working as hard as 
the housewife ever works it, and with 
an electric water heater using juice, 
the voltage at the meter and main 
fuses should not drop more than 10%. 

In general, don’t complain to the 
electric company if your oilburner is 
given voltage plus-or-minus 10% of its 
nameplate voltage. 

Diag. 3 has to do with measuring 
the amperage load of the oilburner 
motor (starting and running) or the 
ignition transformer, or both together. 
Defects in motors and ignition trans- 
formers often show up as excessive 
amperage inputs. The labels of many 
motors show their proper running am- 
perage. A serviceman whose daily 
work includes electrical testing learns 
quickly the readings that correspond to 
proper operation of the equipment he 
usually services. 

Diag. 4 deals with the all-important 
testing of the voltage available at the 
oilburner itself; this takes into account 
any voltage drops resulting from de- 
fects in the oilburner controls and wir- 
ing, and can also take into account ex- 
cessive voltage drop caused by a defec- 
tive motor’s drawing too much current 
starting or running. 

To turn the pattern of Diag. 4 into 
a severe test, hold the blower wheel 
(in a safe way, of course) of a burner 
and so prevent the motor shaft from 
turning, then have someone else snap 
on the burner’s main switch to start it. 
Read the voltage with the motor thus 
stalled. Don’t do this for more than a 
few seconds or you may damage the 
motor. 

The use of tricks to put a heavy 
amperage load on burner-circuit wires 
and controls was mentioned at the start 
of this article. These tricks include (a) 
opening the main switch, then block- 
ing closed the motor-starting contacts 
of the motor relay in the burner con- 
trol panel, so that these contacts will 


not be damaged by opening and clos- 
ing them with high amperage flowing 
through them; (b) disconnecting the 
burner motor and substituting for it a 
high-wattage load, high enough to 
build up any amperage draw you want 
to test at—for example, connect four 
or five 500-watt cone-type heating ele- 
ments, in parallel with each other and 
wire these in place of the motor; (c) 
substitute a 30-ampere fuse for the fuse 
usually used for the burner circuit; 
(d) test the voltage across the high- 
wattage load, in the motor circuit, by 
closing the main switch; but to avoid 
damaging wiring and controls by over- 
heating them under this overload, don’t 
keep the switch closed for more than a 
few seconds at a time. 

Only a serviceman having consider- 
able experience and excellent judg- 
ment should do such unusual testing, 
for he knows the risks involved for the 
wiring, controls, etc. in the circuit be- 
ing tested. 

A high-amperage or high-wattage 
test of this type is valuable for bring- 
ing out immediately a trouble in a wire, 
control, or connection that’s been act- 
ing up only now and then, and that 
never acts up when you are checking 
the installation. Such a test also shows 
up a control that’s aged or abused, 

(Please turn to page 167) 
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Diag. 6. “Doughnut” permits obtain- 

ing voltage reading at any plug-in out- 

let with or without the outlet serving 

an appliance. Using the “doughnut” 

properly, you take no risk of getting 

a shock or blowing a fuse taking the 
voltage reading. 








Service Managers Washington 
annual Meeting is their largest 


a. ANNUAL MEETING of the Na- 
tional Association of Oil Heat 
Service Managers, held March 14 at 
the Sheraton Park Hotel, Washington, 
D. C., was attended by 55 delegates 
from the group’s local chapters, making 
it their largest national meeting. 

Election of officers and selection of 
committee chairmen was the first order 
of business, with all officers re-elected 
by acclaim. They are: John E. Camp- 
bell, Smedley & Mehl Co., Ardmore, 
Pa., president; Charles R. Shaffer, Sin- 
clair Refining Co., Philadelphia, secre- 
tary and L. M. Robinson, Wilson Dis- 
tributing Co., Inc., Lowell, Mass., 
treasurer. 

Three new vice-presidents were 
named: William H. Carroll, Esso 
Standard Oil Co., Washington, D. C.; 
William Brasch, Meenan Oil Co., 
Hicksville, N. Y. and Jack Madison, 
Eisenbud Fuel Oil Service, Newark, 
N. J. 

William G. Ford, Reliable Fuel Oil 
Supply, Inc., Cranford, N. J., was 
designated Publicity Chairman and 
Jack Davidson, Cities Service, Phila- 
delphia, was chosen chairman of the 
Membership Committee. 

A speaker at the meeting was Ray 
Horan, General Controls Co. and the 
association’s honorary president, who 
discussed current efforts to organize 
additional regional chapters in several 
cities. He also explored some of the 
problems encountered in the formation 
of oilheating service schools by the 
chapters. 
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Lee Steedle, FUELom & O1L HEAT, 
next spoke of the increased opportu- 
nities of using oilburner service as a 
selling tool, suggesting that the oil- 
heating sale of the future can more 
easily begin at the boiler door rather 
than at the customer's front door. 

Considerable interest was expressed 
in chapter projects to establish service 
schools. Monty Robinson, chairman 
of the Boston chapter’s Education 
Committee, told of the progress his 
group had made in setting up such a 
course through a college in Metropoli- 
tan Boston. Bill Carroll explained the 
work of the Oil Heat Institute School 
in Washington and suggested a similar 
curriculum be used by projected serv- 
ice managers’ schools. In Washington, 
dealers pay $140 tuition to send their 
men to school one eight-hour day a 





week for 20 weeks, paying the men 
full wages for the days they attend 
school. The course primarily advances 
the education of men who already are 
in the industry; the group usually con- 
sists of fueloil truck drivers, appren- 
tices, and clean-up men. 

Charles Clough of Boston discussed 
the problem of oil storage tank fail- 


ures, expressing the opinion that the 


greatest contributing cause may be high 
sulphur content of fueloil. 

The resignation of William H. 
Wildes was submitted and accepted. 
Wildes expressed his regrets at hav 
ing to withdraw from active member: 
ship because of the pressure of his in: 
creased duties as general manager of 
Buckley & Scott Co. Wildes, who has 
made important contributions to the 
organization and operation of the aso 
ciation, was made an honorary ass 
ciate member. 

The date for the next meeting was 
set as December 15; the place will be 
the Park-Sheraton Hotel in New York. 


Officials of the Oil Heat Service Managers at the annual meeting in Washing’ 

ton: L. M. Robinson, treasurer, Ray Horan, honorary president; John E. Camp: 

bell, president; Charles Shaffer, secretary. At the top of the page is a composite 
view of the meeting. 
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1955 Installations were 808,805 


OW THAT THE 1955 final data on 
N oilheating shipments and exports 
are in, we are having to lower our esti- 
mate of new oilheating installations by 
3% from the preliminary figure quoted 
in our January issue. The new and 
final estimate is 808,805 installations 
made. Of these, 689,322 were new 
customers for the oil industry, while 
we lost 76,067 of our old customers to 
other fuels, leaving a net gain in oil 
users of 613,255. Then 119,483 of our 
installations were modern replacements 
of old oilheating equipment, so of 
course those added no new oil users. 

This was the basis of the final esti- 
mate for the year: 


Factory shipments 860.635 
Less Exports of 34,370 
Net domestic shipments 826,265 
Dealer stock adjustment: 
Jan. 1, 1956 97,645 
Jan. 1, 1955 80,185 
Stocks were up _—17,460 
Indicated installations 808,805 


New home business was a great help 
during the year. For while total in- 
stallations were up from 1954 by 
9.6%, we see in the table that new 
home oilheating gained 18.5%. 


New Homes gained most 


INSTALLATIONS 
1954 1955 % Change 

New Homes 317,355 376,199 +18.5 
Replacements 118,080 119,483 + 1.2 

Conversions 302,613 313,123 + 3.5 

Every general section of the country 
sold more jobs in 1955 than in the year 
before with the single exception of the 
Mid-Atlantic region. Notice in the 
table below that the Midwest is the 
most consistent gainer. 

This Midwest strength for oilheat- 
ing, strangely enough, occurs in the 
states where natural gas prices are 
lowest. Some utilities can’t add new 
users, and a lot of new homes are off 
the mains. 


Midwest continues to pick up 


PERCENT OF TOTAL IN USE 


1/1/55 1/1/56 
16.9 


1/1/54 
New England 17.1 

Mid-Atlantic 41. 
uth Atlantic 4 
Midwest 26. 
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We're not showing the expected 
growth in replacement sales. Of course 
our losses to other fuels were potential 
replacements that we didn’t get around 
to making. If we add those to our ac- 
tual replacements we see that some 


195,550 old oilheating jobs went out. 
Even so, that’s a mighty small num- 
ber when we have over 81% million in 
use . . . it’s 2.4%, or one job in each 
42. Perhaps we should be thankful that 
oilheating stands up so well. That tends 
to build public acceptance that helps 
insure our getting the replacements 
when they eventually must be made. 


Distillate oilburner Installations by States, 1955 











Burners ———— INSTALLATIONS --—-———_ Lost to Burners 

In Use New Replace- Conver- Other In Use 

1/1/55 Homes ments sions T otal Fuels 1/1/56 

Maine 90,956 3,317 2,808 5,198 11,323 921 98,550 

New Hampshire 90,587 2,536 2,146 3,972 8,654 704 96,391 
Vermont 25,893 758 642 1,188 2,588 210 27,629 
Massachusetts 683,203 18,769 15,886 29,402 64,057 5,212 726,162 
Rhode Island 94,689 3,531 2,989 5,531 12,051 980 102,771 
Connecticut 309,160 8,508 7,201 13,328 29,037 2,366 328,630 
NEW ENGLAND 1,294,488 37,419 31,672 58,619 127,710 10,393 1,380,133 
New York 1,322,759 40,722 14,238 44,604 99,564 6,129 1,401,956 
New Jersey 689,392 27,240 9,524 29,838 66,602 4,100 742,370 
Pennsylvania 655,207 27,920 9,762 30,581 68,263 4,201 709,507 
Delaware 52,641 1,919 671 2,101 4,691 288 56,373 
Maryland 283,197 5,741 2,007 6,288 14,036 862 294,364 

Dist. of Columbia 77,350 2,018 706 2,210 4,934 310 81,268 
MID-ATLANTIC 3,080,546 105,560 36,908 115,622 258,090 15,890 3,285,838 
Virginia 16,942 13,396 1,850 3,437 18,683 821 177,954 

West Virginia 3,195 754 104 193 1,051 46 4,096 
North Carolina 160,948* 16,064 2,218 4,122 22,404 983 180,151 
South Carolina 26,306 5,393 745 1,384 7,522 330 32,753 
Georgia 17,751 1,856 256 476 2,588 114 19,969 
Florida 54,859 3,654 505.937 = 5,096 = 225 59,225 

SOUTH ATLANTIC 425,001* 41,117 5,678 10,549 57,344 2,519 474,148 
Michigan 392,533 25,339 6,283 20,303 51,925 7,610 430,565 

Ohio 175,320 14,012 3,474 11,227 28,713 4,208 196,351 

Indiana 147,597 16,972 4,208 13,599 34,779 5,097 173,071 

Illinois 432,332 . 2,440 6,801 21,979 6,210 8,241 443,300 
Wisconsin 266,791 19,932 4,942 15,971 40,845 5,986 296,708 
Minnesota 266,555 12,551 3,112 10,097. 23,720 3.770 285,393 
Iowa 138,916 7,618 1,889 6,103 15,610 2,288 150,349 

Missouri 112,541 7,539 1,869 6,040 15,448 2,263 123,857 
Kansas 13,692 1,066 264 854 2,184 317 15,295 
Nebraska 62,454 2,289 568 1,834 4,691 685 65,892 
South Dakota 33,397 1,816 450 1,455 3,721 543 36,125 
North Dakota 36,431 2,368 587 1,898 4,853 738 39,959 
MIDWEST 2,058,359 138,932 34,447 111,320 284,699 41,746 2,266,865 
Kentucky 14,265 1,541 281 734 2,556 112 16,428 
Tennessee 1 By > a) 1,707 311 813 2,831 124 20,153 
Alabama 10,645 537 98 255 890 39 11,398 
Mississippi 2,061 185 34 88 307 13 2,321 
Arkansas 3,155 210 38 100 348 15 3,450 
Louisiana 12,743 536 98 255 889 39 13,495 
Oklahoma 3,065 356 65 169 590 26 3,564 
Texas 36,286 1,268 231 604 2,103 94 38,064 

SOUTH CENTRAL 99,977 6,340 1,156 3,018 10,514 462 108,873 
Montana 9,525 852 189 415 1,456 104 10,688 
Idaho 19,012 2,236 497 1,089 3,822 274 22,063 
Wyoming 4,837 357 79 174 610 44 5,324 
Colorado 13,732 899 200 438 1,537 110 14,959 

Utah 14,084 1,940 431 945 3,316 238 16,731 

Nevada 13,324 662 147 323 1,132 81 14,228 

New Mexico 3,083 147 33 71 251 18 3,283 
Arizona 15,251 241 54 117 412 31 15,578 
MOUNTAIN STATES 92,848 7,334 1,630 3,572 12,536 900 102,854 
Washington 233,802 22,009 4,453 5,809 32,271 2,316 259,304 
Oregon 138,480 11,915 2,411 3,144 17,470 1,254 152,285 
California 218,472 5,573 1,128 1,470 8,171 587 224,928 
PACIFIC STATES 590,754 39,497 7,992 10,423 57,912 4,157 636,517 
UNITED STATES 7,641,973* 376,199 119,483 313,123 808,805 76,067 8,255,228 





*Revised. 
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Stone Lining for oil Tanks 


ie THE MAY 1953 issue an article de- 

scribed some of the highlights of the 
oilheating side of McGillis Service En- 
gineering Co., Brockton, Mass., and 
referred briefly to the stone liner that 
Dan McGillis had developed to repair 
leaky tanks. Now, L. James DeWolfe, 
Reading, Mass., is general distributor 
for the product, which has received 
considerable attention lately, largely 
because of the demonstrations that 
DeWolfe has conducted. 

The photographs here were taken 
during one such demonstration at the 
New England Tank Lining Co., Inc., 
Mineola, N. Y., and are reproduced 





to demonstrate the general use of the 
product. 

Components are shown in the small 
photograph at the top of the page, and 
alongside appears the method for mix- 
ing the powdered stone lining. It comes 
in the burlap, waterproof bag (just 
the right amount for a 275 gal. tank), 
is mixed with the amount of water 
which reaches the “Water level” line 
on the bag, poured into the tank using 
the special pan, equipped with a pour- 
ing nipple. Then all tank bottom holes 
are sealed with sheet metal screws and 
washers. Final component installed is 
the oil spreader, placed in the fill line 
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LO TONG CABLES AND HOSES 
HAMMERING 
NOISY MACHINES 
DISMANTLING TANK 


Stone Lining. Quiet Efficient Clean Ec 


ynomical 


to prevent a solid stream of oil from 
constantly hitting one spot in the tank 
bottom. 

Scenes along the bottom of the page 
depict a method of determining that 
the tank is level and show the actual 
pouring operation. 

Complete instructions are consider: 
ably more thorough than these, with 
the entire job estimated to take an 
average of about 2 hours. It is well to 
note here that the liner is added to the 


tank while it has oil in it, in fact the 


instructions specify that the tank be at 
least one-quarter full. 

DeWolfe has arranged for distribu. 
tion in a number of leading Eastern 
Seaboard markets and is planning fur’ 
ther expansion. Only demonstrating 
distributors handle McGillis stone 
liner, those who agree to instruct oil- 
heating dealers in the entire opera: 
tion, of which this represents a quick 
walk-through. 
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Unique safety Idea tor 
burner control Experts 


Scully-Rowell “heart-beat” Relay-action; how it Applies to many Types of control Set-ups 


by 
Jean L. Dupuis 


OOD FOR THOUGHT is in this arti- 

cle for you, whether or not you 
understand electronic oilburner con- 
trols. 

Though you know nothing about 
electronics, you can understand fully 
the unique safety idea which will be 
covered here in detail; two entirely 
different applications of this idea, de- 
scribed and covered by wiring dia- 
grams as this article goes along, have 
nothing electronic in them, no vacu- 
um tubes or other items peculiar to 
radio, TV, or electric-eye set-ups. 

If you know next to nothing about 
electronic oilburner controls but are 
willing to learn, more than a little 
electronic-control thinking will rub 
off on you as you read this article. 

If you know electronic oilburner 
controls on any basis from being bare- 
ly acquainted to being a full-fledged 
electronics engineer, the unique idea 
to be covered by this article is of vital 
importance to you. To know the latest 
doings in electronics in general, and 
particularly in the electronics of most 
modern oilburner controls, you must 
know full details of the Scully-Rowell 
fail-safe principle which will be de- 
scribed here. If you are truly expert, 
you'll want to master the principle and 
subject it to your critical judgment. 

Authorities on oilburner safety de- 
clare electronic controls must be used 
with high-capacity commercial and in- 
dustrial oilburners. The oilburner rules 
and regulations of many states and 
municipalities in many instances have 
been improved in recent years to com- 
pel. oilburner dealers to equip their 
large installations with electronic safe- 
ty controls. Insurance organizations 
have insisted on the use of such con- 
trols for thousands of large oilburners. 

Underwriters’ Laboratories, Inc., 
recently issued a new oilburner 
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“Standards for Safety” which will 
lead to greatly increased use of elec- 
tronic safety controls. See the March 
issue of FUELOIL & Or HEAT. 

A marked trend, then, lies in the 
greatly increased use of electronic 
safety controls for commercial-indus- 
trial oilburners. Experts at such burn- 
ers are concentrating on electronic 
safety controls. Any effort to improve 
these controls greatly is bound to be 
of vast importance to such experts. 
In just one of its forms, the Scully- 
Rowell principle is aimed to improve 
these controls. 

On February 15, a full-dress general 
presentation and technical demonstra- 
tion of the “Scully-Rowell Fail-Safe 
Monitoring Technique” was given at 
the Harvard Club, New York. Hun- 
dreds of electronics experts, burner 
control engineers, technical-minded 
journalists, and oilburner and power 
plant safety experts attended to hear 
the full story of this new develop- 
ment. 

The objective of this article is to 
give you the main idea of this “Scully- 


Rowell Fail-Safe Monitoring Tech 
nique,” in terms of controls which are 
electronic and controls which are not, 
in the same way you would have ob- 
tained this idea had you attended the 
February 15 presentation and demon: 
stration. 

From here on, you receive the ideas 
of William G. Rowell, Chief Engi- 
neer, Electronics Division, Scully Sig. 
nal Company. 

Early in oilheating history, Bill 
Rowell starts out, the term “fail-safe” 
was applied to control systems that 
were safe in event of power failure. 


. Inventors of early automatic burners 


learned quickly that their burners 
(especially those having no motors, 
oil pumps, or solenoid oil shutoff 
valves) should stop firing, not con 
tinue in operation full-tilt with no 
controls working, if the electricity 
went off in the house or a fuse blew re- 
sulting in no line-voltage input cur 
rent for the burner control system. 
The term “fail-safe” later became 
associated with control systems that 
would not permit burners to start if 
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Frank P. Scully and William G. Rowell studying a demonstration panel at the 

Harvard Club session in New York on February 15. Actually a half dozen panel 

of the same type, but showing different controls arrangements, were used at t 
session to cover the Scully-Rowell fail-safe monitoring idea. 
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New Packaged Systems Simplify 
Control Selection and Installation 


Dealers tackling commercial-indus- 
trial work would do well to ask them- 
selves these four questions: 


“How much of my valuable time 
will I give to selecting controls and 
allied electrical equipment to meet 
engineers’ specifications?” 


“From how many different sources 
of supply will I buy this type of equip- 
ment for an average installation?” 


“How can I be sure that on-the-job 
assembly and wiring will be done right 
—the first time — without my full- 
time supervision?” 


“Am I really making a satisfac- 
tory profit on control installation and 
wiring?” 


These questions point to serious prob- 
lems of selection, installation, and 
profitable operation . .. problems that 
are now solved for you by Fireye’s 
new packaged control systems that 
satisfy requirements of nearly all au- 
tomatic burner installations. 


Twelve standard control cabinet 
assemblies now make it possible to 
completely equip — by a single pur- 
chase — any oil or combination oil/- 
gas burner installation with all neces- 
sary safeguards, programming con- 
trols, operating switches, and circuit 
protection for any grade of fuel, 


method of ignition, or variations in 
firing rate or draft operation. Each 
“‘package’”’ comes complete with 
Fireye FP-2 or FJ-2 programmer, in- 
dicating lights, fuel selector switches, 
circuit breakers, motor starters and 
optional equipment such as sequence 
draft controls, modulator controls, or 
draft and temperature indicators. 


The chart on this page helps you 
select the one right system to meet 
specific application requirements. 


Installation of these systems is sim- 
plicity itself. Every cabinet is com- 
pletely fabricated, assembled, wired, 
and pre-tested at the factory to mini- 
mize installation time and costs. All 
you need to do is make a few simple 
connections to a clearly marked ter- 
minal strip within the cabinet. There 
is practically no chance for faulty 
wiring and consequent costly “call- 
backs” to correct wiring errors. Your 
men get jobs done faster; your costs 
are lower. At the same time, your cus- 
tomer is assured of the finest in auto- 
matic burner control... in a single, 
integrated unit. 


All components are rugged, indus- 
trial-type, easily accessible from the 
front of the panel for inspection or 
test. The Fireye programming unit is 
of convenient plug-in type construc- 


Feye Control System Selector FOR AUTOMATIC BURNERS 


@l 




















Light No. 5 Oils R iri 
Fuel oil Lighter Oil Prehearing” 
Natural Draft AC-1J AC-1 AC-2 
Natural Draft with Sequence 
Draft Control AC-35 AC-3 AC-4 
Forced or Induced Draft AC-5J AC-5 AC-6 
Forced or Induced Draft 
with Sequence Draft Control aews ae AGS 














Select your complete packaged control system from this handy 
chart, Systems identified by the suffix letter J are equipped with 
FJ-2 programming controls and may be used for fixed rate-of-fire 
only. All other systems employ FP-2 programming controls and can 

be supplied with two-position or proportional firing rate control. 
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Burning Fuel Safely is Everybody’s Business 
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tion. Cabinets are dust-tight-gasketed, 
fabricated from heavy gage cold 
rolled steel to conform with UL 
specifications, and are wired and fully 
tested before shipment. 

To make doubly sure of depend- 
able performance, Fireye engineers’ 
assistance is available in supervising 
installation, training customer’s per- 
sonnel, and checking out satisfactory 
system performance on the job site. 

Equally important, and a real 
money-saver for you, is that Fireye 
gives you all wiring and installation 
drawings you will need to get consult- 
ing engineer’s approval for your work 
— at no cost to you. 


With Fireye’s standard, pre- 
engineered systems, distributors can 
profitably sell and install control 
equipment, burner manufacturers 
can concentrate on burner engineer- 
ing, and specifying agencies can turn 
to standards with confidence. For 
complete specifications for the new 
Fireye Control Systems, or for any 
information about burning fuel safely, 
write to Fireye today. 





COMBUSTION CONTROL DIVISION 
ELECTRONICS CORPORATION OF AMERICA 
Dept. C20-4, 718 Beacon Street, Boston, Mass. 


In Canada, write Electronics Corporation of America 
(Canada) Ltd., Box 141, 98 Advance Road, Toronto 18 
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certain control system conditions had 
not been established. Every serviceman 
knows oilburner stack controls hav- 
ing heat-sensitive smokepipe elements 
which must undergo a drop in tem- 
perature (following an oilburner “on” 
period) before the burners they con- 
trol can start, and which must be 
affected by flue-gas heat within 90 
seconds for their burners to continue 
running after each start-up. 

According to Scully-Rowell think- 
ing, some extremely modern, electronic 
oilburner control systems have been 
approved by official testing labora- 
tories, though these had certain possi- 
bilities of unsafe failure. (How Bill 
Rowell points out some of these possi- 
bilities will be outlined in detail pres- 
ently.) 

These control systems had to be ap- 
proved because they definitely were 
far superior to any control systems 
available before they were developed. 
No better controls were available 
when these new electronic oilburner 
controls first were made available to 
burner dealers. Without proof that 
this was not true, possibilities of “un- 
safe failure” seemingly were inherent 
in oilburner electronic safety control 
systems, 

Starting about 1948, Scully Signal 
Company determined to face squarely 
the problem of possibilities of ‘“‘un- 
safe failure” of oilburner controls, par- 
ticularly commercial-industrial burner 
controls. For one thing, the Scully 









organization had 
always been “fail- 
safe” minded be- 
cause of its impor- 
tant product, the 
VENTALARM. For 
another thing, sad 
but exceedingly 
realistic  experi- 
ences related to 
misbehavior of the 
big, automatic oil- 
burners heating 
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the Scully factory 
forcefully drew 
the attention of Frank P. Scully to 
what he found to be possibilities of 
“unsafe failure’ in the combustion 
safety controls serving these burners. 

Frank P. Scully organized an Elec- 
tronics Division of his company, head- 
ed up by Bill Rowell, and ordered the 
new division to scrutinize mercilessly 
the available electronic safety controls 
for commercial-industrial oilburners 
and to evaluate realistically both their 
tremendous advantages and their pos- 
sible shortcomings. 

Diag. 1 shows a demonstration panel 
to which Bill Rowell called attention 
early during the New York session. 
This represents a standard, widely- 
used flame-failure safe-guard control; 
thousands of panels of the identical 
principles are in use today protecting 
hundreds of millions of dollars worth 
of industrial plants and equipment, 
says Bill Rowell. 

“What's an unsafe failure?” Bill 
Rowell asks rhetorically. His answer: 
“An unsafe failure is the type failure 
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Diag. 2 





Diag. | 


that can occur and cause uncontrolled 
operation of the burner.” 

Just as there is no substitute for 
victory, according to General Mac 
Arthur, according to Bill Rowell there 
is no substitute for safety. 

In his demonstration board showing 
the circuit of Diag. 1, Bill Rowell has 
four switches in electric wires that 


‘normally have no switches in an actual 


safety control panel. Shown by encir- 
cled numbers one to four in accom 
panying Diag. 1, these switches per 
mit Bill Rowell to simulate open cir: 
cuits at the four indicated points, The 
circuit of Diag. 1 can be used, of course, 
with flame-rod supervision of the gas 
pilot of a commercial or industrial oil: 
burner, and main-flame supervision 
using a photocell. 

Bill Rowell starts his demonstration 
by putting to work his panel, of the 
pattern of Diag. 1. First the circuit 
is working properly to supervise 4 
flame that’s working properly. Now 
he simulates an open circuit at each 
of four points, by opening one-ata 
time the four switches labeled by en 
circled numbers. This demonstrates af 
open circuit or a component failure 
in the circuit of each switch. 

Opening any of the four switches 
says Bill Rowell as his big point, re 
sults in an unsafe failure. The control 
system can no longer supervise the 
flame and provide protection, but the 
flame is not turned off by the com 
trol system. 

At three points in Diag. 1, sets of 
arrows (two arrows close to each other 
form one set) show where short-cit 
cuits, or resistance values being low 
ered considerably below what they 
should be, can similarly cause unsafe 
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Powerful business stimulators are these brand new 
YORK-HEAT units. No ordinary, single-season 
remedy! They offer better values and greater com- 
fort to home owners the whole year ’round. For you 


YORK-HEAT 


to pep up your heating sales 





~~the dealer—it means greater sales potentials and 
more satisfied customers. So, for America’s finest 
automatic heat (and air conditioning, too) be sure to 
consider the pepped up York-Heat line for 1956. 


A PRODUCT OF YORK-SHIPLEY, INC., YORK, PENNA. 


Whether you’re a warm air or wet heat 
man, we urge you to mail the coupon and 
invite us to come in and present 
the facts about York-Heat Selective 
Dealer Franchise, and the Special 
Introductory Offer! 








Residential Division 
York-Shipley, Inc. 
York 2, Pennsylvania 


We're interested in learning more about the profit opportunities with 
York-Heat’s complete line and we like the idea of a selective dealer- 
ship in our community. 
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failure of the control circuit. 

Thus Bill Rowell’s effort to prove 
that in even such a modern, well- 
designed set-up as is shown in Diag. 
1, there are seven inherent fail-unsafe 
conditions—four in the form of open 
circuits or component failures aud 
shown by the four numbers in Diag. 
1, plus three in the form of short-cir- 
cuits or lowering of resistance at the 
locations of the three sets of arrows. 
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Bill Rowell goes on to additional 
fail-unsafe possibilities with relation 
to Diag. 1, as he continues his dem- 
onstration. For example, loss of emis- 
sion in the left hand electronic tube 
in the diagram. Loss of emission in a 
tube is commonly referred to as sleep- 
ing sickness. It can occur in a tube 
that is biased to cut off over extended 
periods. Also, loss of grid control in 
the right hand tube in the drawing will 
cause this tube to conduct falsely and 
result in pulling-in of the flame-sens- 





ing relay. 
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CROTTY WATERWALL 
INSTALLATIONS INCLUDE 


* Schools 

* Churches 

© Hospitals 

* Housing Developments 
° Industrial Plants 

© Loft Buildings 

* Factories 

* Hotels 

* Apartment Houses 

* Government Buildings 
* Public Buildings 





It’s a fact that... 


Most oil burners can produce their highest 
degree of efficiency when fired through a 
CROTTY WATERWALL Furnace Extension. 


This modern approach to oil firing existing 
boilers has established completely new stand- 
ards of efficiency and economy in the installa- 
tion, operation and maintenance of oil fired 
boiler plants. 


If you are now active in the sale or installa- 
tion of commercial or industrial oil burning 
equipment, write for full particulars on the 
CROTTY WATERWALL Furnace Extension. In- 
crease your profits for '56 with a CROTTY 
WATERWALL Franchise . . . many restricted 
territories still open! 
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3-15 THIRTY-FIFTH AVENUE, FLUSHING, NEW YORK 








MANUFACTURING CORPORAT:ON 


* Telephone: Flushing 8-1414 





The first of the above-described tube 
troubles can be caused by failure in 
the tube itself and is one of the rea. 
sons control manufacturers have rec 
ommended that tubes be replaced peri- 
odically. The second tube trouble cap 
be caused by failure within the tube 
itself or failure in the external wiring, 

Diag. 2 (see also the photograph of 
this circuit with Frank P. Scully and 
William G. Rowell studying it) has 
component values and circuit design 
similar to Diag. 1. Here, however, the 
“self-checking” feature, the big Scully 
Rowell principle, has been added. 

In Diag. 2, “SPDT RELAY” really ig 
a single-pole double-throw switch 
which is part of a relay whose solenoid 
coil receives current from the plate 
circuit of the right hand tube. You 
can call this the “flame-sensing relay”: 
this relay is pulled in (current flows 
through its solenoid coil) when the 
photocell at the left hand side of the 


' diagram indicates the flame is burning 


properly. That’s simple enough for 
anyone to understand, including men 
not experts at electronics. 

Now the “Grid Circuit Switch,” 
lower left hand part of the diagram, 
also and as noted is part of the sPpT 
flame-sensing relay. 

Study carefully the overall effect of 
the action of the grid circuit switch 
and the sppT relay (they work to 
gether, both being parts of the same 
plate-circuit relay) for this effect gives 
the circuit its “heart-beat” action. 

First, the flame-sensing relay is not 
energized and the sPDT switch is in 
its right hand position as the drawing 
shows. At the same time the grid-cir 
cuit switch near the photocell is closed. 

Second, the photocell sees the flame 
burning properly, and therefore the 
flame-sensing relay of the plate circuit 
snaps in. Important: Snapping in of 
this relay opens the grid-circuit switch, 
for this switch is part of the flame 
sensing relay. 

Third the flame-sensing relay of the 
plate circuit now drops out again, be 
cause the grid-circuit switch ha 
opened, The grid-circuit switch there’ 
fore closes again, and we are 
where we started, ready to go 
the cycle again. 

In the demonstration, the flame 
sensing relay dropped out and pulled 
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.». modern schools use draft inducers 


, Atch.: Frederic P. Wiedersum 


Central Dauphin High School, Harrisburg, Pa., Arch.: Edmund George Good, Jr. 





—-not tall chimneys. 


_ draft is the out- 
standing development in 
modern heating boiler oper- 
ation. There is no longer 
need for tall unsightly chim- 
neys. Wing motorized Draft 
Inducers easily solve the 
draft requirements. The only 
chimney needed is a stub 
stack to vent exhaust gases. 
Architects find this fits ad- 
mirably into modern, low, 
functional school designs 
where the outmoded tall 
chimney would be impos- 
sible from an esthetic stand- 
point. Other advantages are 
lower fuel costs, lower 


L.J. Wing Mf%.Co. 


Factories: Linden, N 
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capital costs, and, of course, 
positive adequate uniform 
draft regardless of wind 
or weather. 


In confirmation of the above, 
there are over 1000 Wing 
Draft Inducer installations in 
schools alone, in all parts of 
the country, burning oil, gas 
or solid fuels. Hundreds 
more are being specified by 
architects and engineers as 
the unprecedented school 
program continues. Write 
today for a copy of Bulletin 
1-56 and special Schools 
Bulletin SCH-1. 


66 Vreeland Mills Road, Linden, N. J. 
. J. and Montreal, Canada 
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L. J. Wing Mfg. Co. 
66 Vreeland Mills Rd., Linden, N. J. 


Please send copy of Draft Inducer Bulletin I-56 and 
Schools Bulletin SCH-1. 
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Direct Drive for 


#1 to #5 oils inclusive 
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Single and Duplex 
Standard and High Pres- 
sure Baskets instantly and 
easily changed — elimi- 
nates filter replacement 


costs entirely. 
Ask for Bulletin 
No. A-1214 
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Direct Drive 
For exclusive use with 
Light oils and Solvents 

Ask for Bulletin No. A-1267 
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Both light and heavy oils— 
tank truck and bulk station 
Ask for Bulletin No, A-1366 
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Diag. 3 

in again about once a second. With the 
relay not pulled in, the photocell had 
to see light from the flame for an ap- 
preciable time (say half a second) be- 
fore the relay snapped in. With the 
relay pulled in and therefore the grid- 
circuit switch open, there was a simt1- 
lar time lag before the relay dropped 
out because the photocell circuit had 
been opened. 

The two time lags depend on the 
values of component parts in the sys- 
tem; they could be greater with the 
result that the relay would click in 
and out only once every five or ten 
seconds, if this were desirable. It is 
not desirable on oilburner applications 
of this basic idea, but it might be de- 
sirable on other applications. 

Now an additional point that must 
be understood to master the Scully- 
Rowell basic principle: 

The sppT relay in Diag. 2 had to 
click in and out once a second, during 
the demonstration, to hold in the load 
relay at the lower right hand side of 
the drawing. If you held in this sPpDT 
or flame-sensing relay for perhaps one 
second, the load relay dropped out. If 
you held out this sppT relay for per- 
haps a second, the load relay dropped 
out. Dropping out of the load relay 
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could mean shutting down a big burn: 
er, sounding an alarm, or both. 

Why does the sppT relay have to 
keep clicking in and out to keep cur 
rent flowing through the solenoid coil 
of the load relay? The answer lies in 
studying condensers “A” and ““B” in the 
diagram. 

When the sppT relay snaps to its 
left hand position, condenser “A” re- 
ceives a charge of current. With con 


denser “A” charged, the SPDT relay 
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snaps to its right hand position, and 
the electric charge stored in “A” 1s 
shared by condenser “B” giving it a 
charge it must have to keep current 
flowing through the solenoid coil of 
the load relay. 

If the spoT relay were to stick, or 
even to linger too long, in its left hand 
position, condenser “B” would run out 
of current (the current in it being 
drained through the solenoid coil in 
parallel with it). Condenser “B” needs 
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Bill Rowell here examines a mock-up of 
a low-water cutout on a steam boiler, 
as shown in Diag. 5. 


a shot of current from condenser “A” 





‘ome 


fore to keep current flowing through 
the solenoid coil of the load relay. 
If the sppT relay sticks or lingers 
too long in its right hand position, “A” 
will not be charged periodically, and 
condensers “A” and “B” both will run 
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longer will flow through the solenoid 
coil of the load relay, and the burner 
will be stopped or an alarm will be 


sounded to indicate trouble. 
Diag. 2 shows use of a “feedback” 
or “self-goosing” idea. There are in- 








every so often, or condenser “B” will 
run out of current and be unable there- 








Phantom view of 

JOHNSON Model 53 
equipped with 3-Pass 
Swivel Ell for #6 Oil 





out of current. Again, current no 


tentional time lags to this, but actually 


Positive Starting! 


Setter Performance! 
Lower Fue Casta! 


Jounson move 53 


With this revolutionary new burner you get smooth, sure, 
automatic “Starts” even when the oil in storage tank and 
lines is cold and hard to pump. It is built with a positive 
displacement Metering Pump, a 3-Way Magnetic Oil Valve, 
and a high efficiency Suction Pump that enable the Fifty- 
Three to maintain a fixed air-fuel-ratio regardless of varia- 
tions in oil temperature and viscosity. Never before has 
there been a burner which so successfully overcomes the 
“Cold Starts” problem. 


The Fifty-Three is built in 8 sizes from 25HP to 500HP. 
It is available with Direct Drive or Belt Drive. Combina- 
tion Oil and Gas models also are available. All models are 
fully automatic and equipped with finest electronic con- 
trols. For efficiency, easy servicing and all around economy, 
the Fifty-Three is the best oil burner buy on the market. 


Builders of fine Oil Burner Equipment since 1903 


S. T. JOHNSON CO. 
940 Arlington Ave., Oakland 8, Calif. 
Church Road, Bridgeport, Pennsylvania 
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the flame-sensing relay, once in, drops 
out again because it snapped in, 
Dropped out, it snaps in again because 
it dropped out. 

The Scully-Rowell principle does 
not necessarily depend on the use of 
such a “feedback” or “self-goosing” 
idea. Instead, a light-beam interrupter, 
as shown in Diag. 3, can be used. Run- 
ning the motor-driven chopper at the 
proper speed will keep the flame 
sensing relay clicking in and out prop- 
erly. Using the idea of Diag. 3 elimi- 
nates, of course, the grid-circuit switch 
shown in Diag. 2. 

Again without using the grid-cir- 
cuit switch in Diag. 2, a feedback ar- 
rangement of the type shown in Diag. 
4 can be used. Here the snapping in 


‘of the plate-circuit flame-sensing relay 


energizes a solenoid that draws down 
a shutter, blocking all or part of the 
light-flow to the photocell. 

Blocking part, not all, of the light 
flow brings up another point regard 
ing the Scully-Rowell principle. It can 
be arranged to check on a plusor- 
minus basis, as well as on an on-off 
basis. It can detect weakening, by any 
desired percentage, of the action of a 
photocell, an electronic tube, or any 
component part of the system that 
relates grid-circuit current-flow char 
acteristics to current-flow in the plate 
circuit. 


Low-water Control 


Diag. 5 shows an on-off checking de- 
vice for a low-water cutout on a steam 
boiler. Starting out, the float is high 
enough to indicate sufficient water in 
the boiler. Because the float is high, 
in a few seconds the solenoid-operated 
plunger goes into action and pushes 
down the float to the “B” position. 
Next, because the float is in the “B” 
position, in a few seconds the current 
flow through the solenoid-operated 
plunger is cut off, with the result that 
the float rises again to position “A.” 

For the burner to be permitted to op” 
erate, an SPDT switch must keep click- 
ing from “A” to “B” in the alarm sup’ 
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pression circuit. Otherwise two con- 
densers, whose action is similar to con- 
densers “A” and “B” in Diag. 2, will 
not be charged properly every few 
seconds. For the component values 
given in Diag. 5, this self-checking 
set-up will go through its cycle once 
every six seconds. 
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Diag. 6 is even simpler than Diag. 
§, again does not use electronic de- 
vices, Here again the alarm suppres- 
sion circuit is used. If the relay does 
not keep on clicking, an alarm is 
sounded. 

Diag. 6 uses a feedback idea along 
extremely simple lines. Because the 
thermostat contacts (left hand side of 
drawing) close, they open in a few 
seconds, When they close, current 
flows through a heater beneath them, 
causing them to open. Because they 
open, they close again—as their open- 
ing resulted in no flow of current 
through the heater that caused them to 
open. 

Obviously the contacts operated by 
the bimetallic strip in Diag. 6 are in- 
tended to be snap-acting. Also obvi- 
ously, the open-and-close beat period 
related to the characteristics of the bi- 
metallic strip and the heater must be 
matched by the characteristics of the 
two condensers used to give current 
to the solenoid coil of the relay. 

The term “heart-beat” was used in 
this article because using the Scully- 
Rowell principle a control system is 
alive and working only when its SPDT 
switch keeps ticking away, minute 
after minute, transferring charges of 
electricity to the two condensers that 
must be charged properly and periodi- 
cally to keep the system working. If 
the ticking of this “heart” stops, the 
system is “dead”; a standby control 
system can be set into operation auto 
matically, or an alarm can indicate 
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to 175 gph, 40 combinations 
of Control, Ignition and 
Shut-off for residual #5 and 
#6 fuel oil; also in combi- 
nation oil and gas types; 
semi-automatic and fully 
automatic. 


You don’t have to be an 
expert to realize quickly why 
its design and performance have 
made the Preferred Horizontal Rota 
Oil Burner so successful in thousands of boiler 
and furnace installations. It has paid off handsomely to users and 
installers alike. 

Integrated into this complete package of most. efficient combustion 
equipment are such Preferred exclusives as: 1—Patented “Voluvalve” fuel 
regulation. 2—Precision air-oil control and oil feed to atomizer. 3—Im- 
proved automatic starting. 4—Sure-fire, clean ignition and combustion. 
5—Easiest installation, operation and maintenance in boilers of all types. 

You'll do well to go along with a burner that has the backing of pio- 
neers, leaders and widely-experienced specialists in the field of com- 
mercial heating. 
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There’s an ENTERPRISE Burner _ COMMERCIAL & | 
ee 2 INDUSTRIAL 2 
Ha ati FOR EVERY COMMERCIA Sane 
* Manual ; 
° Semi-Automatic trouble; in the case of commercial-in- 
* Full-Automatic dustrial oilburner equipment, probably 
the firing would be stopped at once 
with or without the setting off of an 
: i alarm signal. 
Horizontal Rotary Oil Burners, In the course of developing the elec- 
—_—* ° tronic ideas for oilburner flame moni- 
and Combination Oil and Gas Burners . cigtegale. 
toring which are described in this ar- 
BURNER CAPACITIES — 150,000 BTU OIL fuel oil or gas. Gas may be natural, manu- ticle, the unique and perhaps revolu- 
1,000 BTU GAS factured, or L. P. gas : : . 
= ee tionary Scully-Rowell fail-safe moni- 
2]. is] ¢. |. | "21 $48 | &€- STANDARD EQUIPMENT toring principle was developed. This 
- ‘5 - ae so = 
” = vig gt = wi 3h 5 All full-automatic burners are furnished with: monitoring principle, though not at i 
£ Zz _— eo. 2 5g Sa RF V-Belt drive, with known advantages of stand- Ps q ee eee as . / 
g\zio | 6 is =<3 = ard electric motors. rst intended for widescale use, was tri 
RAlY,| 41 6001 13| 1,800] 2,880] 450  Gas-electric ignition —dual ignition on sizes found to be applicable to scores or i 
A LY, 7| 1,050} 23} 3,200 5,120 795 : y 
¢ |%| 15| 2!250| 50| 4.950] 11,120] 1,270 0'O™ ; even hundreds of control set-ups. It has i 
E |%}| 20] 3,000| 67| 9,310| 14,900] 2,310 Interconnected linkage to provide proportion- ; 
F |%| 28| 4,200] 93/12,930| 20,700) 3,270 ate mixing of oil and air or gas and air at all proved to be applicable, for example, yo 
G }1] 35 ,250 | 116 | 16,125 5, ’ cot - : . : / 
H |1| 50] 7,500| 166 | 23,075| 36,900| 5,725 _ firing rates. to set-ups involving photocell intrusion cor 
J | 2] 70] 10,500 | 233 | 32,390) 51,800} 8,040 Optional open type or angular vane air noz- ey we ach . a 
K | 3 [100 | 15,000 | 333 | 46,290 74,000 11,490 _zles for flame control. alarms, liquid-level controls, smoke and du 
L 3 |135 | 20,250 | 450 | 62,550 | 100, . ° . P , d 
m | 5 |2c0 | 30,000 | 666 | 92,575 | 148,100| 22.975 Copper a free flow of oil with |. flame and heat detection systems, fac: cm 
minimum connections. ; 
All maximum capacities are necessarily approximate ri , tory machinery safety controls avia- 
Burners installed with adequate draft provisions and Operating and combustion safety controls — a : 7 
correct furnace volume, properly designed, will de- oil burners, temperature or electronic type — tion and military equipment, a wide bu 
velop capacities indicated, at sea level Combination Oil-Gas burners, electronic con- | __ f a wen ; + aad 
idaiaeliiais inble extduitvaly. | range o power plant equipment, an hec 
: : even atomic energy plants. Bu 
Enterprise Horizontal Rotary Burners are spe- SPECIAL FEATURES ; 
cifically designed for Commercial and Industrial ns tidesietdiaie dal aia ” The Scully-Rowell idea is, of course, No 
use. Commercial heating includes heating © Enterprise 1.0. merermag Fump provides : 4 ' , 
plants in all types of buildings larger than pri- —_ delivery of oil to the burner by positive being protected fully by patents. lati 
vate homes, including apartment houses, hotels, °"P iene . ae ey et eters Commercial - industrial oilburner \ 
hospitals, schools, greenhouses, public build- ee ene ES Seen - aupety : | S| Sea. he Scully-Ro h 
ings, offices, manufacturing plants. Industrial and air proportioning regardless of the vis- | control systems using the ocully-Ko the 
applications include furnaces, kilns, driers, etc. cosity of the oil, resulting in high efficiency. | well idea are not yet in pre yduction, its 
Burner hinges are provided with leak-proof | : 
MULTIPLE TYPES “O" rings rather than conventional packing | hence are not now available to manu ove 
Manval—To be started, regulated and stopped = glands. facturers and dealers. ar 
by operator. FULLY APPROVED | es 
Semi-Automatic — Started and stopped by op- All Enterprise Burners have been tested, ap- | a 
erator, but automatically regulated by temper- proved, and listed as standard by Underwriters’ | ate tem 
ature or pressure control. Laboratories, Inc. and by other recognized was 
Full-Automatic — Burner automatically starts, boards and bureaus of safety, measures, and , 
stops, and is regulated to provide desired controls. John G. Mitroka has been appointed of 8 
temperatures or steam pressure. Fixed fire start ENGINEERS will be provided with complete district manager for the northeast rear 
available on smaller sizes. Low fire start for engineering information, either by manufactur- ; ; cal 
high-low or full modulating control on all sizes. | ers or qualified distributors, upon request. Pennsylvania territory, York-Shipley, larg 
All burners available with either Standard Inc.. York. Pa reve 
gear pump or P.D. Metering Pump or Non-pump | " : ; C 
(for use with separate pump set). ue DISTRIBUTORS and DEALERS | 
oe grade of fuel oil is burned efficiently ENTERPRISE delivers the “plus” factors | John J. Coffey has been named dis to re 
—No. 6 (Bunker C) fuel is burned by burners that ri | fi ae : : P York 
equipped with oil heating system. ene rel ee a eee | trict sales engineer of the New Yor wall 
customers. This is the ‘‘key" to contin- | etn &? Engineer’ wall. 
COMBINATION OIL-GAS BURNERS ved success for ENTERPRISE distributors office, Thermal Research & ngine ’ 
All of the above types of burners are incorpor- and dealers. Write for information. ing Corp., Conshohocken, Pa. Thermal abov 
ated in combination type burner to burn either manufactures oilburners, heat ¢% ft. h 
| changers and air heaters. Fo 
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oh) Joseph H. Duff has been appointed by a 
assistant technical manager, Graver Press 
ENTERPRISE Yer mrs So 
rm During the seven years he has been fed t 
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Kaaders Pro blems 


Q. Attention Mr. Jean L. Dupuis: 


We have been most interested in 
your articles in the Commercial-Indus- 
trial section of FUELOIL & Ort HEAT 
and the solutions you have arrived at 
with various problems. In-as-much as 
you seem to be a ‘clearing house” for 
contractors with these commercial-in- 
dustrial burner problems, perhaps you 
can assist us, too. 

Last summer we installed a rotary 
burner under a full firebox boiler with 
heating surface of about 2150 sq. ft. 
Burner rated and set for 120 gph of 
No. 6 oil at maximum fire; full modu- 
lating controls. 

We removed the existing base under 
the boiler and installed a 7 ft. base in 
its place. We also installed a Dutch 
oven and windbox for forced second- 
ary air. We used Babcock & Wilcox 
Kaocast castible refractory, maximum 
temperature over 3100°F. The Kaocast 
was poured behind forms to a height 
of 8 ft. on the sides and 9V ft. on the 
rear target wall. The top 3 ft. of the 
target is sloped forward similar to a 
reverse corbel in brick. 

Combustion chamber is 11 ft. 6 in. 
to rear wall, 7 ft. wide at top of side 
walls and 6 ft. wide at base of side 
walls; centerline of burner is 27 in. 
above chamber floor; side walls are 8 
ft. high; rear wall is 9 ft. 6 in. high. 

Forced draft is supplied by a New 
York Blower steel plate type fan driven 
by a 1% hp motor which provides 
Pressure of 0.0" we at minimum fire 
and 4.0" we at high fire; this air being 
Jed to combustion chamber through a 
360° circle, or ring, around burner. 
We get no carbon impingement. 

Pueloil is Bunker c or No. 6 heated 
0 175°F. at the burner. We pump 





with a DeLaval Imo at 120 lbs. pres- 
sure using a Norgren V2” pressure 
regulator designed for heavy fueloil 
and a pressure relief valve. Any small 
fluctuation in fueloil pressure is quick- 
ly dampened by the regulator. 
Modulating valve is an Atlas #236 
adjustable cam type. Modulating con- 
trols are Honeywell pneumatic using 
pressure control to operate the forced- 
draft air-damper and a static pressure 
regulator of the differential type sen- 
sitive to .0025” we to measure the 
forced-draft air-pressure in windbox 


and to control the Atlas fueloi! modu- 
lating valve accordingly. Overfire draft 
is also controlled—by a static pressure 
regulator of the differential type. Mas- 
ter relay is a Honeywell R-178B sys- 
tem interlocked with the pneumatic 
motor controls. 

Readings show about 80% to 82% 
combustion efficiency with a 14.2% to 
14.5% COp, 2.0% to 1.5% O», 0.0% 
CO as checked with a Hays Orsat. 
Stack temperature runs about 475°F. 
to 25°F. with .05” to .00” negative 
draft overfire. Chamber temperature 
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operate on the principle of static pressure—a prin- 
ciple that is simple and reliable. There are no 
complicated pulleys, springs, or electrical mecha- 
nisms to go out of order. This means easy installa- 
tion and trouble-free operation. 

Petrometer Gauges can be installed on tanks 
above or below the ground and up to % of a mile 
away. The tank assembly unit can be installed 
even when there is liquid in the tank. The copper 
tube line from the tank is connected to the gauge 
with one simple compression connection. No setting 
up or adjusting on the job is required. 

And the Petrometer is accurate. The divisions on 
the large vertical scale are almost twice those of 
other makes. The gauge scale has two indicating 
columns—one showing the depth in inches—the 
other calibrated to indicate gallons or other vol- 
ume or weight units. 


PETROMETER GAUGES ARE IDEAL FOR: 


6 


Petroleum Bulk Storage; Industrial and Domestic 
Fuel Oil Storage; Storage of Industrial and 
Chemical Liquids. 


Send for Bulletin PF today. 


LIQUIDEPTH INDICATORS, INC. 


43-22 TENTH ST., LONG ISLAND CITY 1, N. Y. 
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COMMERCIAL € . 
INDUSTRIAL 
oilburning 


checked with an optical pyrometer 
shows 2800°F. to 2850°F. at high fire. 
Flame does not touch any cold surface 
or steel part of the boiler at any fir- 
ing rate from minimum to maximum. 
Boiler is low-pressure steam type, op- 
erates at 13 lbs. pressure. 

Stack is 120 ft. high and will ade- 
quately take care of 550 bhp. Breech- 
ing between stack and boiler is only 
12.5 sq. ft. in cross section; however, 
we do not seem to be troubled by this 
with the forced-draft fan keeping the 
fire “clean” and when the burner is on 
high five there is relatively little “gas- 
sing back.” Boiler is not a pressurized 
type; however, draft must be at least 
.05” positive in the combustion cham- 
ber before any leakage at doors is 
noted. This does not happen except on 
first start-up of burner after it has been 
entirely idle on a warm day. 

Our problem is soot. The tubes are 
blown once every day and punched out 
completely twice each week. Total ac- 


cumulation of soot per week amounts 
to about a 55-gallon drum full. Fueloil 
treatment has been used with no re- 
sults. Water, sulphur, and calcium are 
no problems, however, the fueloil 
treatment seems to eliminate them. 
Total fueloil consumption per week 
is about 14,000 gallons. The soot has 
been brought into our shop lab and a 
sample subjected to a gas flame from 
an in-shot type bunsen burner. The 
soot would not burn but glowed like 
a wood ember. At the end of 30 min- 
utes the sample, about one tablespoon 
amount at the start, had disappeared 
completely. We therefore surmise that 
it is a combustible. But we do not know 
what part of the carbon family it is. 
Within a few blocks of this installa- 
tion I have been describing we have a 
steam-atomization job which fires from 
20 to 90 gph of the same No. 6 fuel- 
oil. Combustion efficiency is about 
78% to 80% with a chamber tempera- 
ture of 2000°F. to 2200°F. This plant 
also produces soot, but not nearly as 
much, Using 5,000 gallons of oil per 
week, it seems to produce one-third 
the soot produced by the other instal- 


lation, in proportion to its fuel con 
sumption. 

Smoke for both installations never 
exceeds a #1, yet it is not uncommon 
to find soot on cars or trucks parked 
nearby, when the wind and weather 
conditions are right for this. 

This soot is slightly grey in color, 
seems to form in extremely small pel 
lets, and is soft yet granular to the 
touch. It does not smear as easily as 
carbon-black, and is not “dusty” in the 
sense that coal dust is. The most pe- 
culiar part of all this is that various 
suppliers of this Bunker c or No. 6 
fueloil seem to provide the identical 
fueloil with the identical sooting prob- 
lems, whereas certain No. 5 and 
“heavy No. 5” fueloils supplied by 
these same suppliers result in about 
10% of the soot that results from 
using the No. 6 fueloil. 

From this information can you sug- 
gest a remedy for this sooting condi- 


‘tion that results from using the No. 6 


fueloils? 
G. S. P., Minnesota 
A. Jean L. Dupuis, to whom you 
(Please turn to page 134) 





“CLEVELAND LO-DRAFT CUT-OFF 
PREVENTS EXPLOSION FROM 


DRAFT OR PRESSURE FAILURE 


Automatically cuts off burner when airflow is 
interrupted. Sensitive, adjustable cut-off point 
i over complete range. Models for positive or 
| negative operation. Time delay and other special 





features are available. 





Write for complete data: 


CLEVELAND FUEL EQUIPMENT CO. |! 
1109-A Brookpark Road, Cleveland 9, Ohio 
tn Canada: Ontor Laboratories Inc., 111 Tycos Drive, Toronto 


Absolutely fail-safe — failure of any component 
immediately cuts off burner, 












ENGINEERED FOR SAFETY, ECONOMY AND YEARS OF SERVICE... 


GABRIEL BOILERS are adaptable to all types of fuel * A.S.M.E. 

code constructed * National board registered * Modern welded 

X-ray construction * 3-300 HP, 15-225 Ibs. working pressures. 
STEEL BOILER INSTITUTE CAPACITY RATED 


Boiler sizes for all industries. Write for name and 
address of your nearest Gabriel Boiler dealer. 


BOILER¢éSca 


a 


(Your assurance of reserve power) 





1428 H.W. 14th AVENUE © PORTLAND 9, ORE, 
SD 











BUILDERS OF FINE BOILERS 








NEW IMPROVED 


RAYFIELD-STAFFCO 


AUTOMATIC 


clusive 


2066 CANALPORT AVENUE 


No. 5 OIL BURNERS 


REDUCE HEATING COSTS... 
INCREASE YOUR PROFITS 


Burn No. 5 heavy fuel oil. Self-contained, 
all electric. Self- mearcation, 


there’s a dependable Ray- 


sercanee eres, deen Ray 
ing job. Write for full details, 


RAYFIELD-STAFFCO BURNER CO. 


od ihe? \cleome-ma 14 41 fe} bh) 


TYPE A—1¥,” 
TYPE B—¥,” and 1” 
new cx- 
TYPE C—-%” and ¥,” 
G.P.H. of #1 to #3 oil. 








1860 BROADWAY 


Preferred Anti-Syphon Valves 
Meet Every Code 


Non-Adjustable—Angle Type for convenient in- 
stallation. Heavy Bronze Construction. Approved 
by Underwriters’ Labs., Inc. 


to 3”, Maximum capacity to 1000 
G.P.H., with #5 and #6 oil. 


. Maximum capacity to 100 
G.P.H., for #1 to #5 oil. 
. Maximum capacity to 30 


Write for Bulletin 1619 


PREFERRED UTILITIES MEG. CORP. 
















Dept. OH NEW YORK 23, N 
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Prepare heavy industrial fuel oil for combustion 
t With an 
EAGAN 


“Pre-Packaged” 
Fuel Oil Pump 
and Heater Set 
Because an Eagan unit is ‘‘PRE-PACKAGED” .. . 


@ it is delivered ready to operate 

@ it is easy to install 

e@ it eliminates combustion difficulties caused by im- 
proper field assembly 

® . works perfectly when you turn it on for the first 
time 





Eagan units heat to 300°F., pump to 400 psi and 
have capacities to 3,000 gph. Shown above is an 
Eagan Duplex Electric Set—note accessibility of parts 
and steam and control piping. Other models are the 
Duplex Steam Set, Duplex Electro-Steam Set, and 
custom-built sets. 


Ask about EAGAN .. . today 


WALTER H. EAGAN CO., INC. 


Mfrs. of condensate, vacuum, turbine, boiler feed, centrifugal, 
and proportioning pumps and fuel oil pump and heater sets. 
Pump Specialists Since 1920 


2339 Wallace Street, Philadelphia 30, Pa. 


























SAFETY SWITCH 





THAT SHUTS OFF FUEL 
IF BLOWER FAILS 


Protection 
for 
Oil Burners 
r) 


Industrial 
Ovens 
e 


Power 
—. Gas Burners 


WHAT IT DOES 


The Dewey Safety Air-Flow Switch protects against 

opening of fuel valve until fan is up to speed. 

Insures purging of furnace before fuel valve opens. Closes 

fuel valve if fan slows up or stops. Flashes danger signal 

fan or fuel stops. Safeguards against danger from gas 

failure when used with safety shut-off valve. 

Thousands sold. Factory Mutual and Underwriters 
ratories Approved. Standard equipment on leading 
cts. Write for prices and literature. 


DEWEY GAS FURNACE CO. 
100 E. Baltimore Detroit 2, Mich FREE 


CIRCULAR 


Canadian Distributor: Ontor Laboratory, Ltd. 
itt Tycos Drive, Toronte 10, Ont. 


(QOOHAL sorery AIRFLOW SWITCH 
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MERCURY-TO-MERCURY 
SWITCH 





requires no service—con- 
tacts never pit, burn or 
corrode. 
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PERMANENT 

_ALNICO MAGNET 
links water level with 
electrical controls; pre- 
vents failure of mechan- 
ical linkages. 


Here’s “Low Maintenance” 


BOILER 
SAFETY 


= 
MAGNETROL 


“ BOILER WATER 
LEVEL CONTROLS 


“Blow-down” the float chamber 
once-a-shift; inspect the switches 
once a month—that’s all you have 
,; to do to keep a Magnetrol in tip- 
* top safe shape. It’s made that way. 
The secret is all in the simple 
magnetic operating principle as 
pioneered and perfected by Magnetrol. 


CORROSION- 
RESISTANT 
FLOAT 

is made of 304 
Stainless Steel for 
long, trouble-free 
service. Can also 
be made of spe- 
cial materials for 
exterme local con- 
ditions. 


NO-SCALE 
FLOAT CHAMBER LINER 
“flexes” off scale; prevents 
float “sticking”. 


A magnetic sleeve, 
raised and lowered 
within a nonmag- 
netic tube, attracts 
orrepels an Alnico 
permanent mag- + ‘ 
net attached to a 

mercury switch. 
Basically, this is 
Magnetrol. 


Standard Magnetrol Units are 
available for pressures to 600 psi 
and temperatures to 750°F., for 
single or multi-stage control with 
as many as three separate switching 
actions. Also special units for more 
Ay extreme requirements. For full de- 
tails, mail coupon. 








MAGNETROL, Inc. 


9pP Gn A EE OP See ee ee eee 


MAGNETROL, INC., 2104 S. Marshall Bilvd., Chicago 23, if. 


Piease send Catalog Section III with full information about 
Magnetrol Boiler Water Level Controls. 
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ITS EASY TO BRUSH UP« 


ON OILHEATING 








Heating Publishers, Ine. 
2 W. 45th St., N. Y. 36, N. Y. 


O.K. ... Please ship ... copies of the New 
Revised Edition of OIL BURNERS by Kalman 


Steiner @ $5.00 each. 


Enclosed is our (check), 


(money order). 








Yes, iti easy when you have a new 
nevised ditio of “Gill rh nA”. 


It’s a reliable source of up-to-date information on Fuel Oil 
Oilburners, Fuel Data, Problems of Oil Burner Design. 
Domestic Oil Burners, Fans & Electric Motors, Fueloil Pumps, 
Ignition Methods, Capacity of Boilers and Warm Air Furnaces, 
etc. It is one of the most complete oilburner books eve! 


published. 


You can find the assistance you need in solving today’s oil- 


burner problems. Heating men can keep abreast of the times 


and plan ahead because of the valuable and helpful informatio: F 


contained in this New Revised Edition—“OIL BURNERS" 
You learn from the creative work of specialists by studying 
their methods, proofs, and conclusions. 


ciliielill lines 


502 pages, twenty-two chapters with illustration 
charts and graphs — $5.00. 











1 Oil, 
sig? 
umps, 
naces, 
3 ever 


ations. 





Industry Groups 


(Begins on page 46) 


Convector Manufacturers elect 
Officers at Detroit Meeting 


AT THE ANNUAL MEETING of the Con- 
vector Manufacturers Association held 
recently at the Hotel Statler in Detroit 
officers were elected for the ensuing 
year. 

J. M. Whalen, Trane Co., is the 
new president; R. S. Rickabaugh, Tut- 
tle @ Bailey, Inc., is vice-president; 
and R. E. O’Rourke, secretary and 
treasurer. 


Pollution Control Association 
plans Buffalo Meeting, May 21 


REPRESENTATIVES of every segment of 
the economy interested in air pollu- 
tion control are expected at the 1956 
Niagara Frontier annual meeting of 
the Air Pollution Control Association 
in Buffalo, May 21 through 24. 


Experts will report on air contami- 
nation problems, air sampling and 
analysis, control equipment for special 
purposes and research methods in air 
pollution control. 


Heating Engineers schedule 
semi-annual Meeting, June 18 


THE AMERICAN SOCIETY of Heating and 
Air-Conditioning Engineers will hold 
its semi-annual meeting at the Shore- 
ham Hotel, Washington, D. C., June 
18-20, 

The program committee has tenta- 
tively selected 14 papers and two sym- 
posiums for presentation. Preliminary 
plans for special events are completed 
by the Washington committee on ar- 
rangements. 


Officers elected by National 
Truck-Trailer Tank Institute 


DURING A MEETING at Chicago, Febru- 
ary 16-17, the National Truck Tank 
and Trailer Tank Institute elected the 
following officers: 


Everett Fitzjarrald, president; W. 
A. Sladek, vice-president; and W. E. 
Kennedy, secretary and _ treasurer. 
They along with J. A. Havstad, P. V. 
Felker and H. H. White will make up 


the executive committee. 


During 1955 the following manu- 
facturers joined the Institute: Advance 
Body & Tank, Inc.; Fruehauf Trailer 
Co.; Industrial Steel Tank & Body 
Works; Trailmobile, Inc., and Weld- 
It Co. 


Tennessee Oil Men schedule 
Convention in Chattanooga 


“FUN, FELLOWSHIP and three fact- 
filled days” is the way the association 
bulletin anticipates the spring conven- 
tion planned for May 20-22, at the 


Lookout Mountain Hotei, Chattanoo- 
ga, Tenn. 

W. D. Pettway is convention chair- 
man. Conferences and business sessions 
as well as special entertainment are all 
on the agenda. 


Dumaresq is named Chairman 


of N. C. Oil Heat Council 


H. F. DUMARESQ was appointed acting 
chairman of the North Carolina Oil 
Heat Council. This organization will 
handle the oilheating promotion cam- 








SHEPHARD BOILERS 





Check the many 
SHEPHARD Features: 


@ ASME Code Construction 

@ Removable Screw Type 
Fittings 

© Heavy Boiler Plate 
Construction 

@ Two Inch Rock Wool 
Insulation to eliminate 
Stand By Loss 

@ Hydrostatic Tested—300 Ibs. 

@ All Copper Coil Tankless 
Heater for Domestic 
Hot Water 

@ Six Different Sizes 

@ Standard Size Fittings 
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& HOT WATER HEATERS 








INSTALLATION PROFITS 


Here is your answer to the small home market 
.. . The SHEPHARD Boilers and Hot Water 
Heaters incorporate the Percolating Action 
that gives continuous efficiency and economy. 
This action prevents the deposit of lime, scale 
and sediment on heating surfaces. When you 
sell and install SHEPHARD Units you offer 
your customers... 


@ CONVENIENCE 


The convenience of having plenty of hot water; 
winter or summer. That’s a real blessing to 
any family and a good sales point, 


@ COMFORT 


Thermostatically controlled, the SHEPHARD 
Percolating Action will keep your Customers’ 
Homes ‘‘as snug as a bug in a rug.’’ Add to 
this the important feature of... 


@ ECONOMY 


All this comfort and convenience is your cus- 
tomers for a small initial cost while the Perco- 
lating Action of SHEPHARD Units show 
economies of 35% to 85% in fuel. All these 
advantages add up to SALES and MORE IN- 
STALLATION PROFITS FOR YOU. 


Wire or Write Today — You can qualify as an exclusive 
dealer or jobber in your territory. Send for full information 
and prices. 
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paign in ten key counties in the Pied- 
mont area of North Carolina. 

Radio, billboards, television and 
newspaper advertising will be sched- 
uled. Most of the major oil companies 
and terminal suppliers will cooperate 
in the $60,000 campaign. 


May Convention is scheduled 
by New England Association 


THE ANNUAL CONVENTION of the In- 
dependent Oil Men’s Association of 
New England, Inc., will be held on 


Tuesday, May 8, at the Sheraton 
Plaza Hotel, Boston. 


Western Massachusetts Council 
names Committees; has Dinner 


A SPRING dinner dance was held in 
Springfield, Mass., March 15, by the 
Fuel Oil Council of Western Massa- 
chusetts, Leo Burgess was chairman of 
the event; Mrs. Frances Shea was in 
charge of tickets. 

President Saul Simons has appointed 
the following committee chairmen for 




































































































































































OIL THRIFTY 


Herco Conversion Oil Burners...a complete line 
of both high and low pressure...1/2 to 20 gph. 


wa further details, write HERCO OIL BURNER CORP., LANCASTER, PA. 
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this year: finance, Irving Merrill; ad. 
vertising, Reginald K. Swett; member. 
ship, William H. Flood; hospitality, 
Leo Burgess; and by-laws, William H. 
Flood. 


Union County (N. J.) ona has 
Fred Heaney as guest Speaker 


THE REGULAR monthly meeting of the 
Union County (N. J.) Oil-Heat Asso- 
ciation was held at Mountainside, 
N. J., on March 1. 

Fred Heaney, Skaggs-Walsh Co,, 
was the guest speaker. Heaney is a 
past president of the New York Oil 
Heating Association. 


NYOHA gets Ruling on 
stack heat Exchangers 
AN EXCHANGE of letters between New 


York Oil Heating Association and the 
New York Fire Department has result- 


_ed in a ruling by Fire Commissioner 


Edward F. Cavanagh, Jr. involving the 
use of stack heat exchangers. 

The Commissioner in a letter to 
Philip Schepp, executive secretary of 
NYOHA, stated that since his depart: 
ment has been able to uncover no evi’ 
dence that such devices are approved 
by Underwriters’ Laboratories or by 
the New York City Board of Stand 
ards and Appeals, they cannot be 
installed in New York City. He in 
dicated that violations against both the 
homeowner and the installer would re: 
sult from their installations. 

Comm. Cavanagh stated further 
that if at a later date the devices should 
be approved in the City only licensed 
oilburner installers could put them in. 

The ruling came after a series of 
conferences and meetings of repre’ 
sentatives of the Fire Department and 
the Association to determine the status 
of stack heat exchangers. 


Westchester Oil Trade Assn. 
names advertising Agency 


THE WESTCHESTER Oil Trade Associt’ 
tion has appointed the New York City 
advertising agency, Goold & Tierney, 
to handle the group’s advertising. 

An intensive campaign promoting 
the advantages of fueloil for home 
heating is planned for newspapers ® 
Westchester County. 
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A STORY TO emember ea 




















"Twas a sunny spring morning as Farmer Benson and his 
son Tom rode the buckboard back from town. Mile after 
mile, young Tom would thrill at his father’s skill with the 
buggy whip. Each time a pesky fly would appear on Old 
Dobbin’s ear, with a mere flick of the wrist and quick as a 
wink, Farmer Benson would pick ’em off and never 
touch the horse. 


After a dozen or so such demonstrations of dexterity, 
along came a hornet to alight on Old Dobbin’s dome. The 
horse shook his head for nearly a mile, but the hornet 
would not let him alone. 


Spying the animal’s plight and his father’s apparent 
unconcern, young Tom loudly exclaimed: “Daddy . . . 
Look on Dobbin’s ear... quick, get him with the whip!”’... 
To which Farmer Benson slowly turned and replied: “No, 
not that one, son... he’s got an organization back of him!” 


GULF SOLAR HEAT Brand Dealers are backed by 


the finest product and marketing program 
available in the industry today. 


GULF OIL CORPORATION + GULF REFINING COMPANY 


oilheat, 





SOLAR HEAT 
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Party opens Jersey Convention 
for Distributors, April 25-27 


A GET ACQUAINTED PARTY will start off 
the Convention and Exhibition spon- 
sored by the Fuel Oil Distributors As- 
sociation of New Jersey. The conven- 
tion will be held April 25-27 at the 
Berkeley-Carteret Hotel, Asbury Park, 
N. J. 

By having the cocktail party and 
buffet supper, the committee in charge 
hopes to get a larger attendance on the 
first day of the meeting. Exhibitors will 
have booths ready by noon of April 25. 


More than 40 manufacturers will 
display equipment at the show. An 
increased number of advertisers indi- 
cate that the souvenir program will be 
larger than ever. 

Among the industry speakers sched- 
uled are R. E. Ferry, Institute of Boil- 
er & Radiator Manufacturers; George 
H. Priggen, Jr., ollc state chairman; 
R. W. Olsen, General Electric; Herb 
Bailey, DuPont, and Robert Gray, 
FuELOIL & Or Heat. 

Acting as moderators of two panel 
discussions will be Ira M. Van Vliet 


and W. Mitchell Rile. T. R. Loizeaux 
and Willard Hagerman will preside 
over the luncheon meetings. 

William M. Norton, president, and 
R. G. Matthews, treasurer will present 
their annual reports at the first meet- 
ing on April 26. R. G. Matthews is 
chairman of the convention committee 
assisted by David Foster, Diedrich 
Tietjen, Herman Mendell, Floyd R. 
Opie, and John C. Farrand. 

The following exhibitors will have 
booths at the exhibition: 

Oil Heat Council of N. J., Thoro- 
Clean Products Co., Ben Beverly 
Equipment Co., Oil Trades and Sup- 
ply Co., Blackmer Pump Co., Sterling 
E. Norcross, Renick & Mahoney, Inc., 
General Controls Co., General Refrac- 
tories Co., and Electrofile Corp. 

Lionel L. Jacobs & Son, Allied Tank 
Truck Equipment Co., E. O. Habheg- 
ger Co., Minneapolis- Honeywell, John 
A. Savage, Ralph N. Brodie Co., H. & 
H. Truck Tank, Inc., A. & M. Distrib- 
utors, and Fox Brothers Fuel Co. 

Tankit Co., John Hancock Life Inc. 
Co., Arnolt Communications Service, 
A. M. Matthews Co., Ever-Tite Cou- 






pling Co., Oil Industry Informa 
tion Committee, General Electric 
(Home Fuel), W. P. Gilbert, Admiral 
Welding & Boiler Maintenance, and 
Waterfilm Boilers. 


Dorn Oil Co., Hess, Inc., Steinen 
Manufacturing Co., Stewart - Hall 
Chemical Corp.; Aircomo Corp,, 
Burner Parts, Inc., Studerus Oil Co, 
Lincoln Technical Institute, Decker 
Brothers, and Scully Signal Co. 


Oil Heat Group in Maryland 


charters Frederick Division 


A NEW DIVISION was recently char- 
tered by the Oil Heat Association of 
Maryland, Inc., in Frederick, Md. 
According to J. Hollis B. Albert, 
president of the Association, the group 
has increased its membership more 
than 50% in the past year. The ex- 
pansion has seen divisions established 


‘ in Havre de Grace, Southern Mary 


land, the Eastern Shore and now Fred- 
erick. 

Arthur Esworthy will head the new 
group. 
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for those with an eye for QUALITY 
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all your brushes from one dependable source 
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: ® Reach out and grasp it. It’s yours for 


the taking: Abundant, extra profit Everything 


3 Ton Uptiow Unit. Air or ne | ~ 3 
"pr Oil 112,000 Biv ot e from year ‘round Air Conditioning for Heating 
‘ ON pannel cf installations. and Cooling 


With Monerief this is not just a 
promise. Moncrief is ready now, with a 
complete line of Year "Round Air Con- 
ditioning Units. 
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3 Ton Countertlow Unit. 











i Bh coon More than an “add-on” application, 
; 112,000 Btu of Bonnet. the Moncrief Year "Round Air Condi- 
tioner is a complete unjt that supplies 
s Basement T 
both heated and cooled air from the Winter Ale 


same, superbly designed and construct- Conditioners Burn 
ed cabinet unit. This single, combina- el yee 
tion unit requires less floor space than = 
many ordinary furnaces, saves you in- 
stallation time and money. 




















Water Cooled 
Refrigerant Circuit 
is installed within 
the cabinet. With 
Air Cooled Circuit, 











ir’ Copper Refrigerant Tubing 














only the cooling coil : ; Ts 

| Connects Air Cooled is so installed. Installs as Heating Unit Only Ca 

of Peal in Gonos Cobinat. Installed without a cooling unit, the ngewe | 
Moncrief Year "Round Air Conditioner \ 

tt , is an unsurpassed forced warm air heat- sia se all 
e ing unit that burns either Gas or Oil “Air Conditioners 
up i with equal efficiency. Burn Gas or Oil 
2s alice Add Cooling Circuit Later TT EN | 
wd 2 Ton Upflow Unit. ~—— e When your customer is ready for | 
red a wa a cooling, his Moncrief is also ready. 
ry’ 84,000 Btu at Bonnet. . oe Either the Air Cooled or Water Cooled 


Refrigerant Circuit can be installed at 

ed: any time, conveniently and without 
expensive alteration of ductwork. 

For the complete line of Year "Round 
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i ; gi . : Winter Air 
Air Conditioning Units that is ready Conditioners Burn 
5 Ton Uptlow Unit, Wate now, see your Moncrief Wholesaler Sas or OF 
2 Ton Counter Flow. sled oct. Barec One” : : 
- Unt. Ate or Wotor’ rOil 140,000 or 112,000 20 
— Cooled. Burns Gas or Le ai. at Sonnet : 
Oil: B4,000 Btu at : 
Bonnet. 
Horizontal 
Furnaces: 4 Oil 
Models and 4 


Gas Models 





THE DEMAND for Year ... With the 


a colelalomm-Viam Cvolalolii(elaliarc COMPLETE BSS: 
Add-On Cooling 


Units: 5, 3 and 2 
is im i=tad— ss s Tale, more Ton Capacities 
























MONCRIEF VERSATILE 2 
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Year 'Round Air 
Conditioning Units 






is READY NOW! 


FURNACE Petre 








Calendar of coming Events 


APRIL 
9-14—Jobber Management Institute, Uni- 
versity of North Carolina, 
Chapel Hill, N. C. 
12—New England Oil-Heat Institute 
(annual meeting), Somerset 
Hotel, Boston. 
National Petroleum Association 
(semi-annual meeting), Cleve- 


land Hotel, Cleveland, O. 


19—aPpl Board of Directors, William 
Penn Hotel, Pittsburgh, Pa. 


18-20 


(semi-annual meeting), John 
Marshall Hotel, Richmond, Va. 

22—26—National Tank Truck Carriers, 
Inc., Shoreham Hotel, Washing- 
ton, DS: 

25—Greater Philadelphia Fuel Confer- 

ence (annual meeting), War- 
wick Hotel, Philadelphia, Pa. 

26-27—Fuel Oil Distributors Association 
of New Jersey (annual conven- 
tion), Berkeley Carteret Hotel, 
Asbury Park, N. J. 


26—Virginia Petroleum Jobbers Asso- 


30-May 2—Independent Petroleum Asggo, 
ciation of America (semi-annual 
meeting), Statler Hotel, Los An. 
geles, Calif. 


30—May 4—American Petroleum Institute 
(safety and fire protection mid. 
year meeting), Warwick Hotel, 
Philadelphia. 


MAY 


3— 5—Spokane Convention, OHI of 
Washington, Spokane, Wash, 


6- 8—Empire State Petroleum Assn. (an- 
nual meeting), Mark Twain Ho- 
tel, Elmira, N. Y. 





8—Independent Oil Men's Assn, 
(annual convention), Sheraton 
Plaza Hotel, Boston. | 
10-11—Wisconsin Oil-Heat Association, ‘ 
(annual industry rally), Wis § 
\ 
¢ 


ciation (annual meeting), John 
Marshall Hotel, Richmond, Va. 
29—May 1—Pennsylvania Petroleum Assn. 
(Spring Convention), Bedford 
Springs Hotel, Bedford, Pa. 


19-20—Science Section of the Environ- 
mental Equipment Institute (an- 
nual meeting), Sheraton Hotel, 

Chicago. 
22—Virginia Oil Men’s Association 
: . consin Hotel, Milwaukee. 






























aa $< 
th Fir ft n On! 13-15—Pennsylvania Petroleum Assn, 
e S a d wnly Bedford Springs Hotel, Bedford. A 
. 14—15—Steel Boiler Institute (annual meet- 
ing), B Hotel, Louisville, e 
Removable Goil | All Copper Tankless Heater ing), Seown Beer; Lee 
14-16—Commercial Industrial Oilburning v 
and Equipment Conference, 1 
TRADE MAR K Michigan State University, E. 
Lansing, Mich. 
f 15-16—Louisiana Oil Marketers Assn. 
ile and has it (annual meeting), Roosevelt 
Hotel, New Orleans. 
ONLY Be ais NOW! 17-19—National Oil Jobbers Council 
(spring meeting), Atlanta Bilt 
more Hotel, Atlanta, Ga. ot 
ad ac a rT rolad 20-22—Tennessee Oil Men’s Assn. (spring 
- U.S. PAT: meeting), Hotel Lookout Moun: the 
CUTS MAINTENANCE COSTS tain, Chattanooga, Tenn. tiv 
By 21-23—American Petroleum Institute, Di- 
oe @ ASSURES CUSTOMER GOOD WILL! vision of Marketing (midyear ing 
meeting), Atlanta Biltmore rte 
Hotel, Atlanta, Ga. tic- 
E X Cc L U Ss l Vv E E N G I N E E R E D 21-24—Air Pollution Control Assn. (an lish 
nual meeting), Buffalo, N. Y. " 
22~-25—National Warm Air Heating and "ef 
J Air Conditioning Assn. (Board oilh 
The of Directors, Committee Meet: figu 
ings, Technical Conference), Usa; 
Edgewater Beach Hotel, Chi aie 
DELUXE TANKLESS WATER HEATER DE- cago, Ill. a to 
FIES COMPARISON eee at ANY price! 26—June 2—North Carolina Oil Jobbers ficat 
@ Can be installed either VERTICAL or HORI- Assn. (annual meeting), aboard 
ZONTAL. the “Queen of Bermuda. Con 
@® Does NOT have to be completely removed in JUNE ‘ T 
hard water areas. ; : ' ; oc 
aaa . 4~- 8—National Fire Protection Associa’ 
@ REMOVABLE copper coil unit permits re-use pring ater  gaaion’ Hotel i 
of shell or coils. Statler, Boston, Mass. ying 
@ Air vent PREVENTS heater from becoming air| = 11-14—National Plumbing and Heating resul 
bound. Exposition, Auditorium, Mi’ the | 
p : TI 
@ Pre-tested to withstand 150 Ibs. ACTUAL waukee, Wisc. ai 
working pressure. 11-15—21st National Oil Heat and Aircon- Publi 
®@ All joints, coil tubing, copper shell, seams and ditioning Exposition, Coliseum, Si 
bronze flange are SIL-FOS brazed to BRONZE New York City. ae ped 
fittings to insure permanent air tight, water 11-15—on1 (34th annual convention), st 
Sale atten , ’ Park Sheraton Hotel, New York. a 
@ LIFETIME Guarantee on all AND) seer ot & Aa As 
ing olesalers, French 4! of 
WORKMANSHIP. Sheraton Hotel, French Lick, wh 
e 
Write today! _ 3 of ga 
° 18-20—American Society of Heating Owest 
Our 50th Anniversary and Airconditioning Enginee® fis use 
f (semi-annual meeting), me th thi 
KAM WATER HEATER MFG. Co., INC. ham Hotel, Washington, D:© them 
239-249 ALABAMA AVENUE BROOKLYN 7, NEW YORK 25-26—Northwest Petroleum ery to an 
In Canada—Diamolloy Co. Ltd., 2316 Gerrard St., E., Toronto, Canada (Summer Conference), A sea 
QUALITY PRODUCTS SINCE 1906 water Beach Hotel, Detto *C, 
Lakes, Minn. Report 
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OILHEATING MARKET REPORTS* 
Fort Wayne, Ind. 


ORT WAYNE, IND., is located in the north- 
hh part of the state, in Allen Coun- 
ty, which comprises, in its entirety, the oil- 
heating market area considered herein. 

In 1945, the earliest date for which any 
figures on extent of oilheating are avail- 
able, a total of 1,410 rationing permits for 
fueloil were issued for central heating. 

In 1950, the Federal Census shows a total 
of 40,870 centrally-heated dwelling units 
in Allen County. There were, at this time, 
54.818 occupied dwelling units of all de- 
scriptions. Of these, however, only 47,720 
were one or two-family units, the balance 
comprising multiple-unit structures contain- 
ing from three to 50 or more dwelling units. 


A study of projections taken from sev- 
eral separate bases has been made, and indi- 
cates the following picture for usage of the 
various fuels in 1955, with comparative 
1950 Census figures: 





1955 1950 

Coal 14,100 24,326 
Gas 10,341 4,844 
Oil 14,125 5,528 
Other 879 879 
Total 39,445 33.577 


*In this projection, it has been assumed 
that “other” usages have remained rela- 
tively static. 


The figures in the estimate for oilheat- 
ing usage are for residences only. No. 2 
fueloil is, of course, also utilized in domes- 
tictype burners in small commercial estab- 
lishments, small apartments, stores, service 
stations, etc. An estimate on this point 
places the number of such applications 
at 18.6% of the total number of all No. 2 
oilheating installations. Therefore, to the 
figure of 14,125 oilburners in residential 
usage may be added another 3,216 oilburn- 
ers in the “small commercial” category, for 
a total of 17,341 installations in both classi- 
fications using No. 2 fueloil. 


Competitive Fuels 


The price at the time of this study for 
Pocahontas-type fuel of the bituminous va- 
nety was $18.75 in the sizes for hand-firing, 
$16.75 for stoker use. Figuring these at an 
average Btu value of 13,500 Btu per Ib., the 
resultant costs per therm came to 6.9¢ for 
the hand-firing size, 6.2¢ for the stoker size. 

€ gas service here, of 1,000 Btu per 
cu. ft., is supplied by the Northern Indiana 
ublic Service Company. 

Since, in this company’s “step-down” gas 
rate structure, all usage over 2,000 cu. ft. 
is billed at the lowest-bracket rate of 8lY¢ 
Per c.l., any usage over 20 therms (2,- 
000,000 Btu) falls into this lowest rate. 

' ssuming, then, an initial consumption 
of 25 therms per month for the usual do- 
_— appliances that consume gas, usage 
? gas for househeating would be at the 
pee 8l4¢ price in all cases where gas 
rs for cooking and water heating. Gas 
this price thus figures out at 81/¢ per 
rm—21% cheaper than oil. 
. 0. 2 fueloil at 15¢ per gallon figures 
an equivalent cost per therm of 10.7¢, 
eines 


*Conur; 3 
Pytight 1955. Oilheating Market 
Reports, 270 Park Ave., New York, N. Y. 


26% higher in cost than gas, or, stated in 
another way, gas is 21% cheaper than oil. 

While we have considered only No. 2 
fueloil for central-heating in this study, No. 
1 oil here is an important product, volume- 
wise, and in the number of heating applica- 
tions—central and space—that it serves. 
One major company, for example, esti- 
mates that 25-33% of its total heating oil 
gallonage is in No. 1. Another source esti- 
mates that 15% of all central heating in- 
stallations in this market burn No. 1 oil. 


Fueloil Distribution 


In the 1954-55 heating season the typi- 
cal Allen County residential user of oilheat 
burned 1,290 gallons of oil. The small com- 
mercial-apartment installation burning No. 
2 fueloil consumed an average of 2,947 
gallons. The season was, however, 6.5% 
warmer than the Weather Bureau’s normal 
for this locality, of 5,581 degree days. 

Adjusted to a normal season, the indi- 
cated normal demand for Allen County 
works out to a total of 29,499,224 gallons 
(702,362 barrels) of No. 2 fueloil. This 
does not include No. 1 fuel which, as men- 
tioned, is an important fuel in this market. 
If the estimate of one major company, cited 
earlier, of a minimum of 25% of its total 
gallonage being in No. 1 oil is accepted as 
a measure, an additional volume of 7,3'74,- 
806,000 of No. 1 is indicated. 

About 86% of the total volume of distil- 
late fueloil coming into the area is brought 
in by the major oil companies. The balance 
of 14% comes from production by inde- 
pendent refining companies. 

At the retail distribution level, tank 
wagon sales are divided between the major 
oil companies, who handle 37% of the vol- 
ume on a direct basis, and the independent 
marketers, who sell 63%. 

Only a small percentage (16%) of the 
independent fueloil marketers are without 
bulk storage facilities of their own. An even 
smaller share of the total retail volume, or 
11%, is purchased “under the fill” by 
these companies loading at an other com- 
pany’s rack. 

A good share, 78%, of all heating oil 
customers receive their deliveries on the 
automatic, “keep-filled” basis, but use of 
tank fill signals is low, with only about +% 
of customers’ tanks so equipped. The adop- 
tion of budget plans, by 16% of oilheat 
customers, is consistent with what would 
be expected. 

As in the Indianapolis market, the num- 
ber of fueloil companies who handle gaso- 
line in addition to heating oils is surpris- 
ingly low. Only 25% are so involved. A 
few more, or 29%, of the fueloil companies 
are also in the coal business. And, 22% 
sell oilburners. 


Market Concentration 


A listing of trucks operated by the mem- 
bers of the Oil Heat Association of Allen 
County furnishes a key to the degree of 
market concentration in the area. 

In direct operation by the independent 
marketers in this group are a total of 51 
trucks, as per the following breakdown: 

3 Companies have 6 or 7 trucks 
4 Companies have 3 or 5 trucks 
14 Companies have 1 or 2 trucks 





Thus, of 21 companies, 14, or 67%, are 
in a one- or two-truck size classification, 
operating 35% of the total trucks. 

In addition to the above listing of com- 
pany-operated fueloil delivery trucks, an- 
other 30 trucks are operated on a commis- 
sion arrangement. Three companies oper- 
ate 2 trucks each through commission 
agents; the remaining four, 3, 4, 7 and 10, 
respectively. The latter group, operating the 
larger numbers of trucks on commission, 
are all major oil companies. 


Oilheating equipment Sales 


Fueloil companies, in 1954, sold the 
smallest share—22%—of all new oilburn- 
ing equipment in this market. The plumb- 
ing and heating dealers accounted for the 
greatest part of oilburner installations made, 
49%, and the specialized burner service 
companies the next largest portion, of 29%. 

Opinion of the oilmen interviewed in this 
market ran two-to-one that interest and ac- 
tivity of the fueloil companies were increas- 
ing in the oilburner selling field. 


Oilburner Service 


In the field of oilheating service, the 
fueloil companies run neck and neck with 
the heating companies, handling about 37% 
of the total service work load to a 38% 
share done by the plumbing or heating 
firms. The remaining fourth of the oilburner 
service work in the area is rendered by spe- 
cialized service companies. 

Significantly, service contracts are not 
provided in this market. Thus a low level 
of planned yearly attention to the oilburn- 
ing equipment in operation in the area is 
attained—only 9% of oilburners receive 
regular cleanup and overhaul under some 
formal arrangement. About 36% additional 
are tuned up on a once-yearly schedule 
though on a more haphazard, or customer- 
request, basis. 

The median charge for an annual clean- 
up job is $8.29. For separate service calls 
the usual price averages around $3.90 when 
made by a fueloil company, against a higher 
charge of $5.00 made by a heating and 
plumbing dealer, or the average burner 
service company not selling fueloil. 


Advertising Promotion 


The major oil companies have done some 
advertising of oilheat in the Fort Wayne 
market, though opinion ranges from “quite 
a lot” to “very little” as to its extent. Pre- 
dominantly, the belief is that this type of 
effort has been no more than moderately 
extensive. 

One-quarter of the independent market- 
ers have been active in the promotion of 
oilheating through advertising media chan- 
nels. In newspapers, billboards, or on the 
radio, these marketers have individuall 
spent an average of $2.21 per existing olf. 
heat account to push the acceptance of oil- 
heating. In relation to gross sales income, 
these activities have been budgeted, on the 
average, at about 1.4% of total revenue. 

Apart from promotion itself, the desir- 
ability of cooperative association and joint 
efforts in other oilheating industry aspects 
is also becoming clear. The value of inter- 
change of customer credit information, the 
need for upgrading in service techniques 
and customer relations are among such 
other mutual problems. 

On such platforms, a local oilheat asso- 
ciation has been organized. 

A promotional program certainly seems 
to be in the cards and plans are under 
way, with initial formation of an Adver- 
tising Committee to implement this effort. 
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New Products 


Each New Products item has an identifying number. 
If you want more information on any equipment described 
here send the coupon on page 130 to FuELoM & OIL 
HEAT, 2 West 45 St., New York 36, N. Y., and iden- 
tify the product by circling its number on the coupon. 


Williamson Wethermatic Units are 
air-cooled Airconditioners only 


THE ITEM on page 108 of the February issue, describing 
Williamson’s line of Wethermatic airconditioning units 
was in error in captioning the announcement with the in- 
formation that water-cooled models were available. 
Actually, Williamson discontinued the manufacture of 
water-cooled equipment some time ago and now offers only 


air-cooled equipment. Therefore, both the console types 
and the units which operate with an outdoor compressor 
unit are offered in air-cooled models only, 2, 3 and § ton 
capacities. 
Made by: The Williamson Co., 3500 Madison Road, 
Oakley, Cincinnati 9, Ohio. 
Circle El on coupon, page 130 


Richmond Radiator adds cooling Units 
to its ''Weather-Aire'' Airconditioners 


AN AIR-COOLED residential cooling unit (illustrated) for at- 
tachment to existing or new warm air heating systems, 
plus three new 
sizes of central 
cooling units have 
been added to the 
Richmond 
“Weather - Aire” 
line of cooling 
equipment. The 
Richmond remote 








system requires 
no inside floor space. ““A’’-type evaporator may be placed 
in warm air plenum above furnace or below or flat evapo- 
rator may be installed in warm air supply duct. Available 
with 2, 3 and 5 tons of refrigeration. 

The line now includes water-cooled models with 2, 3, 
4 and 6 tons capacity, air-cooled models in 2, 3 and 5 ton 








THE NOZZLE 
THAT SELLS 
ITSELF! 


Red for Hollow 








AVOID DELAY! note our NEW ADpREss! 


Hago Products 


B 1120 GLOBE AVE. MOUNTAINSIDE, NEW JERSEY 





ALL CONTAINER LIDS NOW IMPRINTED WITH SIZE AND DEGREE! 


PACKED IN THE 
ORIGINAL CLEARSITE 
HEXAGON CONTAINER 


Blue for Solid 
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THE PATE 


IMPERIAL 
ft Completely pbssembled—sincle 


. PACKAGE UNIT GAS OR OIL FIRED 


Hou It Werke: » 


The Pate “Imperial” Dual Purpose Hot Water Heater operates on a unique 
principle. With the room thermostat calling for heat, hot water is circulated 
through the heating system. When domestic hot water is drawn in bath, 
kitchen or laundry, the Imperial INSTANTANEOUSLY stops circulating water 
through the heating system and starts the burner; thereby devoting its full 
capacity to the domestic hot water demand. When the demand for domestic 
hot water is satisfied, the Imperial automatically begins circulating hot water 
fo the heating system. This system of control prevents the Imperial from 
ever having to carry the heating load and domestic hot water load at 
the same time. 


Check these Outstanding Features: 
* COMPLETE UNIT—NOTHING TO BUY OR ADD. 


* INSTALLED BY SIMPLY HOOKING UP WATER AND FUEL LINES, FLUE AND 
ELECTRICITY. 


* TAKES UP SMALL SPACE—KITCHEN COUNTER HEIGHT, 36’ X 25%4’’ X 30’, 
* FULLY GUARANTEED COMPONENTS. 

* AS.M.E. TESTED AND APPROVED. 

* SHIPPED ASSEMBLED IN EASILY HANDLED CARTON. 

* MOUNTED ON STURDY STEEL BASE. 

* VERTICAL TUBE HEAT EXCHANGER. 

* FULLY EQUIPPED WITH ALL CONTROLS. 

* HOT WATER RATING OF 4 G.P.M., WITH 180° BOILER WATER. 


Territories open for 
‘acturers’ reps, 


























WRITE NOW FOR 
DESCRIPTIVE LITERATURE 


THE PATE COMPANY, INC. 
Walnut and Moore Streets 
Darby, Pennsylvania 












THE SELF-CONTAINED PACKAGED DUAL PURPOSE HOT WATER HEATER 



















adjustment assembly. 








Automatic Draft Control with 
Full Protection at All Vital Points! 


Pat. 
Pending 





Think of it! A draft control that’s absolutely impreg- 
nable to soot, carbon, corrosion and dust... one that will 
give years of accurate, trouble-free service in spite of the 
most adverse operating conditions! The new Walker 
ROYAL PURPLE model is the first—and only—draft con- 
trol with positive, all-point protection. These revolutionary 
improvements can’t be copied or duplicated —they’re ex- 
clusively Walker because of pending patents. 


The Royal Purple — Hit_of the Philadelphia Show 
Ee df WY 

The i calinaiadiaal £883 
assembly on the ROYAL | 
PURPLE model is sealed 
in by a protective hous- 
ing which keeps mechan- 
ism absolutely free from 
dirt deposits. Unre- 
touched photo at right 
shows back of vane and 
housing after more than 
a year’s service. Cut- 
away shows spotless con- 
dition of sealed-in weight 














Operating parts assure ease of 
adjustment at any time. 

This front view of an actual installation 
shows location of pivot pins which control 


Clean, corrosion-free 


vane movement. Notice how they are 
located on front face of damper and set 
back, away from edge. Box-type hinges 
completely seal delicate knife-edge pivots, 
keeping them clean and sensitive even after 
years and years of service. 

For complete details on this sensational 
new development in draft control, see your 
jobber or write Walker Manufacturing and 
Sales Corporation. 








Another Outstanding Walker Development 


ee OF CHIMNEY CAP 


Ideal for both heating (gas, oil or 
coal) and ventilating applications. 
Directional vane keeps throat of vent 

._ facing into wind for maximum draft 
control. Sloping-throat design prevents 
back drafts and actually increases draft 
effectiveness by constricting it as it 
passes over chimney opening. Unit 
rotates on a friction-free, hardened- 
steel ball bearing. Pivot is also of 
hardened steel to assure lifetime opera- 
tion. Ring guide bearing in pivot post 
keeps cap absolutely perpendicular— 
doesn’t sag or lean. Streamlined design 
is both attractive and functional —a 
combination which makes it a favorite 
with today’s architects. 





Walker Manufacturing and Sales Corp. 


1750 Penn St. St. Joseph, Mo. 
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two workman-like 
Fuel Oil Delivery Nozzles 
Which one do You need? 


ona 


No. 782 b i. 
(No. 882 ace See” 






Buckeye large capacity nozzle 
No. 782 is designed for fuel oil 
delivery. It has given dependable 
service for many years. No. 782 has 
an easy opening valve mechanism, 
and graduated notches in rear 
guard for controlled delivery 
speed. Sturdily constructed for 
heavy work, it operates on 
gravity or pressure flow. 

Sizes: 1”, 144”, 144”, 2”. 





" The 890 Buckeye “Safety-Fill” 

’ nozzle is safe, neat and fast. 
/#) Perfect for fuel oil delivery. Shuts 
ome off automatically at main valve 
when liquid covers the vent 
hole at end of tube. Use on 
1”, 144”; or 144” hose. 


Bucks 


through your oil equipment distributor, or write 


BUCKEYE IRON & BRASS WORKS, Dayton, Ohio 


CJ 








110 










- « « « New Products 





sizes; capacities range from 24,000 to 60,000 Btu/hr, 
Made by: Richmond Radiator Co., P. O. Box 111, 
Metuchen, N. J. 


Circle E2 on coupon, page 130 






Johnson introducing improved 


Model of his fuel demand Meter 


MODEL C-20-T FUEL DEMAND METER has been announced 
as an improved model to provide automatically computed 
degree-day infor- 
mation. The meter 
indicates the net 
effect of sun, wind 
and temperature 
on fueloil con- 
sumptionand 
gives an accumu- 
lated total of de- 
gree-days. The 
new model has a 
totalizer which — ~ 
registers the total accumulated effective degree-days for a 
complete heating season. 














Continuous test's are conducted that check on the meter’s 
effectiveness, with the manufacturer stating that support: 
ing evidence is available to show that it measures the effect 
of weather conditions with extreme accuracy and affords 
the fueloil dealer a more useful measurement of degree-day 
readings. 

Made by: M. Lee Johnson, 329 South Pitcher St., Kala q 


mazoo, Mich. 







Circle E3 on coupon, page 130 


General's new control Panel for the 
central Operation of Airconditioning 


MASTER CONTROL PANEL, RS-108 by General Controls pro 
vides automatic centralized control of combination heating 
and cooling systems. Trans a 
former, relays, pressure 
switches, motor contactors 
and other electrical controls 
are located in one compact 
unit, all prewired to accessi- 
ble terminal blocks. Low volt- 
age terminals are isolated 
from the high voltage con- 
nections. 

Standards models are avail- gq 
able in various contactor ratings, with and without integral 
dual pressure control, manual automatic or remote elec 
trical reset after tripout, operating relays and motor statt 
ing relays for use on refrigeration units or on combination 
heating and cooling equipment. Available for pilot duty 
5 and 10 hp, in single and three phase, respectively. 


Made by: General Controls, Skokie, Ill. or Glendale, Cal 
Circle E4 on coupon, page 130 
April 
1956 

















3, UF 


11, 
&F ‘I’m burning these ten-spots,’’ said Hodge, 






Ar 
IX 










Burning bills in his big truck garage, 






“To show how we lose, 






When a new truck we choose, 
Without first having checked on Dodge!” 
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Try this quick quiz before you buy your 
next truck—and you’ll get a better truck 
for your money: 


ora 


ter’s 
port: 
fect 
fords 
»-day 


e What truck line offers you today’s lowest 
prices on such popular models as the 
14-ton panel, the 1-ton express, and the 
114- and 2-ton stakes? 


e@ Which has the greatest driver visibility ? 


re: Q. Which truck line has the largest cabs? 


e@ Which has the shortest turning radius? 


The answer is “‘Dodge’’—leader for the 
last 39 years. And this year “‘Dodge”’ is the 
answer to virtually every question you can 
ask that has to do with lower cost haulage 


as at ODGE 
You'll find Dodge trucks are the best an- D 


swer, too, on price. For Dodge trucks are Job Rated 

priced so competitively that no one can T Cc hy 
beat your Dodge dealer’s deal. Pe U K. 
When time comes to buy your next truck — 

get the answers that will lead you straight WITH THE FORWARD LOOK > 


to today’s best truck value— Dodge. 
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TACO HEATERS 
INCORPORATED 


1160 Cranston Street 
Cranston 9, Rhode Island 
Corporate Office: 342 Madison Ave. 
New York 17, N. Y. 


. as: Taco Heaters of Canada, Ltd. 
4 Gilead Place, Toronto 2 











1. TACO FLOW REGULATOR 


Designed to control the flow of tankless heater 
water .. . at any pressure from 15 to 125 Ibs. 
P.S.I. . .. limits the discharge to a predetermined 
gallonage, regardless of the variation in pressure. 


2. TACO-VENT 


A valve that automatically vents hot water radia- 
tion all the time. Exclusive porous bronze plug 
limits flow of water . . . prevents air-bound 
installations, 


3. TACO VENTURI FITTING 


Assures a constant percentage of hot water diver- 
sion to the radiator at any rate of water flow 
through the fitting and main. A precision-ma- 
chined fitting based on “Bernoulli's Theorem.” 
Available in super and standard models, 


4. TACO A.S.M.E. RELIEF VALVE 


A modern design relief valve for hot water 
heating systems. ' 


5, TACO AIR-SCOOP 


The three perfectly engineered, precisely placed 
baffles inside the one-piece, cast iron Taco Air- 
Scoop knife hot water and direct air to the surface 
for swift removal, eliminating air and noise in the 


. hot water heating system and at the same time 
_ prevent repeated draining of water logged 


expansion tanks, 


6. TACO UNIVERSAL FLOCHEK 


Opens automatically when circulator is running. 
When room thermostat is satisfied and circulator 
is stopped, Flochek closes, preventing hot water 
flowing to the system. This makes possible the use 
of the heating boiler to obtain domestic hot water 
all year round. The Taco Universal Flochek can 
be used for either angle or horizontal installations. 


7. TACO CIRCULATOR 


Research, experience and quality-controlled pro- 
duction have made the Taco circulator the indus- 
try standard. Every part, from quiet, extra horse- 
power motor to two-piece seals are precision 
made for rugged dependability. All-bronze circu- 
lators are available for fresh water operation. 





Nowa KING SIZE 
Model Too! 










Fuel Oil Filters 


; 






Moretny | 
St F300 


Best for the JOB! 
Best for YOU! 


More features . . . better heat for your cus- 
tomers ... more profits for you. Double filter 
action positively protects against clogged 
nozzles and lines, eliminates call-backs. 
Leakproof one-piece construction, reinforced 
bolt spud, guaranteed permanently rustproof. 
Hexagon extensions . . . easiest of all to 
install . . . at either tank or burner. 
It's sure to satisfy. Use Auto-flo Fuel Oil Filters 
on every installation, gravity or pressure type 
burners—the F-300 Standard, or the 
» King Size F-400 for over-standard and 
commercial applications. 



















= —— 


aoe 


yee 


S SS i ASK YOUR WHOLESALER AUTOMATIC 
LS \) ABOUT THE... HUMIDIFIER 












4 








' \ AUTO-FLO CORP., 14590 Schaefer, Detroit 27, Mich. 
| 2 
& Please send me full information on Auto-Flo: : 
* (1) Fuel Oil Filters. [] 100" Automatic Humidifier. ‘ 
' 
' : 
.. r 
z 1) Fa 
7 a 
u Address 4 
e 

' 
: City Zone_ State. : 
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. . « « New Products 


Watts announces Series Nos. 140 & 240 
automatic, self-closing relief Valves 





SERIES NOS. 140 and 240 ASME automatic, self-closing tem- 
perature and pressure relief valves have been announced by 
Watts, for commercial-indus- 
trial installations with steam 
discharge capacities up to 1,- 
732,000 Btu /hr. 

Series No. 140 can be fur- 
nished with extended or short 
thermostat in 34” female in- 
let, 34” female outlet or 1” 
male inlet, 34” female outlet 
sizes. Series No. 240 is avail- 
able with 1” female inlet, 1” 
female outlet or 144” male 
inlet with 1” female outlet. 










The valves feature a solid wall thermostat, designed to 
minimize the effect of scale or corrosion and are equipped 
with a pop type action seat and disc construction. 


? 
| 





Made by: Watts Regulator Co., Lawrence, Mass. 





Circle E5 on coupon, page 130 


Amer-Glas introduces green air Filter 
for all standard airconditioning Units 


A NEW FILTER for airconditioning units has been intro 
duced by American Air Filter. The new Amer-glas green 
filter has been developed in AAF’s own laboratory and al- 
ready is used as standard equipment by many equipment 
manufacturers. 

Offering a minimum resistance to air flow and high dirt: 
catching power, the glass-media filter is available for all 
standard size airconditioning units. 

Made by: American Air Filter Co., Inc., Louisville 8, Ky. 


Circle E6 on coupon, page 130 


No Insulation or vapor Seal needed 
on Coleman's glass fiber air Duct 


INSUL-PIPE is a prefabricated air duct made entirely of 
glass fiber and plastic by the Gustin-Bacom Mfg. Co. for 
Coleman. It requires no wrap-around insulation or sepa 
rate moisture barrier and controlled tests have developed 
remarkable results as to heat loss and heat gain chara 
teristics. 
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m THE G-E “VEEP” IN ACTION 


How new G-E "Magic Sales-Maker"--a consumer visual sales 
presentation, popularly called "The Veep"--helps increase sales 
for G-E Home Heating and Cooling Dealers 











With the VEEP’ 
| made 3 fast sales 
against low priced |g 


heating and cooling 
~ | competition 
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_ For Burton (Bud) Walker, HH&C 
_ distributor in South Bend, Ind., 
_ the “Veep” arrived just in time... 
doa _ Bud apparently had “struck out” 
ely 0 : . P 
‘a _ three times in a row. In each in- 
> _ stance he had just about lost his 
r sepa’ ' prospect to lower-priced com- 
eloped _. petition. Then he made one more 
charac’ 4 try apiece — this time armed 









with the “Veep.” 

The results were astounding. In 

two instances, Bud immediately 

turned lost sales into orders for heating and cooling 

units. Third prospect required three additional calls but, 

again, use of the “Veep” clinched the order — against 
Wer-priced competition —a very important point. 


BURTON (BUD) WALKER, 
General Electric Distributor 
South Bend, Ind. 
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Bud is convinced now it is easy to sell against cheaper 
products, if you make sure to sell all the pluses you 
have. This the new G-E “Veep” virtually guarantees. 
Watch for more true sales stories like this one — in 
future G-E advertisements in this publication. They 
all teach the same lesson: the profit-wise home heat- 
ing and cooling dealer is the one who has climbed on 
the G-E Bandwagon. Want to join up? 


FREE! Sales Secrets That You Can Use. 
Exciting success stories by G-E sales- 
men tell how they broke sales records 
with the aid of the “Veep.” For your 
copy write GENERAL ELECTRIC, HOME 
HEATING AND COOLING DEPT. FO-46, 
BLOOMFIELD, N. J. 





Progress /s Our Most Important Product 


GENERAL @@ ELECTRIC 


Home Heating and Cooling Dept., Bloomfield, N. J. 
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 MOTORR PUMP 


i 

1; The Ingersoll-Rand answer to the problem of 

'! faster handling of petroleum products and 
more profitable operation. 


77, you’re ahead with a 
! 


For aboveground-tank service Ingersoll-Rand 
Motorpumps are the answer to modern bulk storage 
and distribution of petroleum products. They are 
designed by experienced engineers who know what 
makes a better pump and built to the highest quality 
standards in the industry. The result is long-life with 
little maintenance—and peak performance with long 
life. 


For underground-tank service the Ingersoll-Rand 
self-priming Motorpump is first-choice. The open 
impeller, only moving pump part, is designed for 
fast vapor removal... just one of many reasons why 
I-R Pumps are top dollar-values. 


Find out how Motorpumps can help you to more 
profitable operation. Mail the coupon below to: 


Ingersoll-Rand 


11 Broadway, New York 4, N. Y. 


Ingersoll-Rand 
11 Broadway, New York 4, N. Y. 
Gentlemen: 
Please send me the story of Motorpumps for Petroleum 
Service. 


ee | 


NAME 





TITLE 





COMPANY 





ADDRESS 
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. . « « New Products 








Further features include its sound-absorption properties 
and resistance to condensation formations. Glass fibers 
bonded with phenolic resin make up the new duct material, 
whose outside layer is covered with a film of aluminum 
pigmented vinyl, which acts as a vapor barrier. A second 
phenolic spray prevents erosion of inner surfaces. A short 
metal expansion coupling is used to join sections of Insul- 
Pipe. 

Made by: Gustin-Bacom Mfg. Co., Kansas City, Mo, 
Circle E7 on coupon, page 130 






















Check valve Swivel for fuel Hoses 
available from Ever-Tite Coupling 








EVER-TITE No. 9 check valve swivel is made especially for 
fueling-hole nozzles and hose lines. It incorporates an inlet 
check valve to prevent the 
hose from draining when the 
pump is shut off. Valve has 
an “Oo” ring which seals 
against a tapered machined 
surface. 
















The swivel eliminates strain 
on the hose line; when the 





swivel body and tail are at- 





tached they resist separation 
even under severe pulling 
stresses. Swivel action pre- 









vents the hose from kinking or twisting. — 


Made by: Ever-Tite Coupling Co., Inc., 254 West 54th 
St., New York 19, N. Y. 


Circle E8 on coupon, page 130 















Eagan Eagle condensate return Pump 
handles up to 8,000 sq. ft. at 20 psi 








THE EAGAN EAGLE is an all-bronze, centrifugal condensate 
return pump, which handles up to 8,000 sq. ft. at 20 psi 
and does not re- : 

quire a pit, The 
pump features 
non-clogging open 
impeller, stainless 
steel shaft, flexible 
coupling and 
flexible pipe con- 
nections. Unit’s 
VY hp capacitor 
type motor has 
thermal overload protection. 

The Eagle has a level indicating, two pole switch, 18 
gal., 3/16” steel receiver with a 1” vent and 34” drain. 
Similar models are available with capacities up to 100,00 
sq. ft. at 200 psi. 


Made by: Walter H. Eagan Co., Inc., 2336 Fairmount 
Ave., Philadelphia 30, Pa. * 


Circle E9 on coupon, page 130 
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new lightweight 
OHIO OIL BURNER MOTOR 


wins user acclaim everywhere 





Because it’s compact and streamlined . . . because it 
delivers quiet, trouble-free performance—Ohio’s new Series 


> 991 Lightweight Oil Burner Motor is keeping customers 
sold on some of America’s leading oil burners. And remember, 
Mr. Oil Burner Manufacturer, Ohio makes no end-product 
in competition with you. Call your Ohio representative; he’s 
., 18 listed in the Yellow Pages in principal cities. AA-2392 
drain. 
00,000 
Chester Bland g President 
rmount 


THE OHIO ELECTRIC MFG. CO. 
5400 DUNHAM ROAD, MAPLE HEIGHTS, CLEVELAND, OHIO 
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PLANTS: Jersey City, N. J. 


vou FEATORE 


THESE THREE 


Quic 


K INSTALLATION 
ABUNDANT HEAT 
FAST SALES 


when 
you 
feature 


YZ TRIMRAD 


Peowerm. 


baseboard radiators 


Whether you’re looking for 
fast sales, abundant heat, or 
quick installation, you'll find 
all three in KOVEN Trimrad, 
the 2-way baseboard radia- 
tor that’s efficiently engi- 
neered to fit side by side with 
regular radiators—that main- 
tains the finest standards in 
service —and whose new 


NATIONALLY 
ADVERTISED 


c Ww MORE HEAT BY RADIATION 
50% convected heat 
50% radiated heat 


HIGH INGS 


higher ratings assure more 
long-lasting trouble-free per- 
formance than ever before. 
And Trimrad’s quick installa- 
tion helps save valuable on- 
the-job time as well. So take 
our tip and start bettering 
your sales record now. Order 
KOVEN Trimrad TODAY. 


Practically flush 


@ BIG WATERWAYS back front panel — hold more water, 


store and emit heat longer 


AIGHTWEIGHT — one man can handle longest length 
@MILL-ROLLED WELDED STEEL gives maximum heat 


conductivity 


@NO FINS TO CLEAN or get clogged with dust 


UNIFORM HEAT from floor to ceiling 


@NO DRAFTS OR COLD POCKETS 
OR NEW OR OLD WORK 


HEALTHY HOT WATER HEAT 
TERFILM BOILERS, INC. 


Dover, N. J. 
Trenton, N. 3. 


@ division of L. O. KOVEN & BRO., INC, 
154 Ogden Ave., Jersey City 7, N. J. 


ALMOST INVISIBLE 


with the wall 





. . . « New Products 


Solenoid Valves with ‘floating’ 
Diaphragm made by Jackes-Evans 


A VARIETY of solenoid valves, available with port openings 
from 7/64” to 1Y” dia., feature a synthetic diaphragm 
which “floats” free for greater fluid 

flow at lower pressure differentials. 

Pilot-operated, the valves are usable 

for controlling fluids, including water 

and light oils in airconditioning, hot 

water heating and other similar appli- 

cations. They operate with any pres 

sure differential between 1 and 250 

psi. 

Coil assemblies for all valves are the same size and inter- 
changeable. Valves can be furnished with screw, solder or 
flare connections, with or without manual operator. 

Made by: Jackes-Evans Mfg. Co., 4427 Geraldine Ave, 
St. Louis 15, Mo. 


Circle E10 on coupon, page 130 


General Products adds Air-Jet 
Contemporary" to chimney Line 


THE AIR- JET “contemporary is a pre-assembled metal chim- 
ney made by General Products and UL approved for use 
with all fuels. The 
new design of the 
standard Aijir-Jet 
model features 
horizontal shadow 
lines, machine- 
pressed into the 
outside surface. 
The “Contempo- 
rary” is of light- 
weight, all-metal 
construction and a lil 
weighs less than 100 lbs. Average installation time is one 
man-hour. 
Featuring a shock-proof, high temperature stainless steel 
smokepipe, the new model incorporates a special top design 
and Air-Jet rain grooves to prevent flashing leakage. 


Made by: General Products Corp., Fredericksburg, Va. 
Circle El! on coupon, page |30 


Three RCA Whirlpool Conditioners 
equipped with electronic Filters 


THREE of the airconditioners in the RCA Whirlpool line 
incorporate electronic filters as standard equipment; these 
are the 75 Custom for rooms up to 485 sq. ft.; the 100 
Custom for rooms up to 620 sq. ft. and the 150 Custom 
for rooms up to 800 sq. ft. These three also can be shipped 
with an aluminum rather than the electronic filter. 
In addition, there are seven other units: A ¥, bp B 
Custom plug-in model operating on 115 volt household 
April 
1956 























THRUSH 
WATER 
CIRCULATOR 


THRUSH FLOW 
CONTROL VALVE 


wirh AIR TUBE FOR BETTER HOT WATER HEAT AT LOWER COST 


YEs, THIS IS the combination that means better hot water 
heating at lower cost. The Thrush Water Circulator used with 
the Thrush Flow Control Valve with Air Tube provide positive 
circulation, positive control of heat in the system, PLUS positive 
Air Elimination. Just two units do all three jobs . . . with less 


material cost and easier installation. 
steel 
Make sure your customer will enjoy really uniform, economi- 




















esign 
cal heating with the complete Thrush System. It makes any job, 
Va. old or new, heat better, with reduced fuel cost. There is no notice- 
able variation in room temperature in any weather. Plenty of hot 
water for kitchen, laundry and bath is provided by the same heat- 
ing boiler, winter or summer. Learn more about the advantages 
of Thrush Radiant Hot Water Heat now. 
See your wholesaler today or write 
Department C-4 for more information 
ot line 
- these 
‘ THRUSH 
sn H. A. & COMPANY 
ripped 
COMPLETE THRUSH SYSTEM ee 
hp 1D) 
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A COMPLETELY 
CARTONED LINE 







@ material comes to you cleaner 
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ORIGINAL FITTINGS 


CW d at-We) alts oS (-Col-ME-) afb ob Coled anol (1.04 
@ universal take-offs 


@ pre-notched collars 


PROMPT SERVICE 


@ complete inventory 
@ immediate deliveries 
C Mrorey ash of C=} ¢-Mor-te-W hole M1) ae lel 


@ prestige line 

















Original ADELTA ideas, service and the 
finest in standardized pipe, duct and fittings 
help take the work out of ductwork... 
let you get more heating and air condi- 
tioning jobs done, more profitably. 


See your ADELTA jobber today 














ADELTA MANUFACTURING (O., INC. 


21st & Ellsworth Sts., Phila. 46, Pa. 
PEnnypacker 5-7843 








INDOOR COMFORT § 














. . « « New Products 


wiring; 50 Custom and 50 Casement for rooms up to 325 
sq. ft.; 75 DeLuxe and 75 Casement for rooms up to 485 
sq. ft.; 100 DeLuxe for rooms up to 620 sq. ft.; 150 DeLuxe 
for rooms up to 880 sq. ft.; 200 Custom for rooms up to 
1,100 sq. ft. All have built-in thermostat. 


Made by: Whirlpool-Seeger Corp., St. Joseph, Mich. 





Circle E12 on coupon, page 130 








Permanent tank Bottoms bolt 
on leaking basement oil Tanks 


PERMANENT TANK BOTTOMS have been announced as an 
answer to leaking basement oil storage tanks. They are 
described as capable of permanently stopping leaks even 
while the tank is full of oil and are attached by bolting the 
new bottom on the tank. The only tools needed, installa- 
tion instructions point out, are an end wrench and pliers, 

The replacement tank bottoms can be handled and ap- 
plied quickly by one man, truck drivers, for example, or 
even unskilled labor and are available in sizes to fit 60, 66 
and 72 inch vertical tanks. 

Made by: Permanent Tank Bottom Co., 5201 Roland 
Ave., Baltimore 10, Md. 


Circle E13 on coupon, page 130 


"Quik-Joint"’ Couplings announced 
by Guardian joins without Threads 


“QUIK: JOINT” couplings announced by Guardian Products 
join pipes without thread. Instead, the coupling is slipped 
over unthread- 
ed ends of pipe 
and tightened 
with an ordi- 





nary pipe 
wrench. 
The cow 


pling also can be used to repair leaks simply by cutting the 
pipe at the leak and installing “Quik-Joint” around the two 
cut ends. The coupling withstands pressures up to 2,00 psi. 

Made by: Guardian Products Corp., Michigan City, Ind. 


Circle E14 on coupon, page |30 


Packard water Conditioner prevents 
scale, corrosion without Chemicals 


A WATER CONDITIONER that prevents scale and corrosion in 
boilers without the use of chemicals is being marketed by 
Packard Manu- 
facturing Co. It 
is an application — eeseemmnmmnene 
of nuclear phys- 
ics principles to . 
industrial water problems. The conditioner works by m 
parting energy to the atoms of the water solution. 


April 
1956 





itis atta St 



































to BE CONFIDENT WITH CENTURY 


Every single heat exchanger We Make iS — sess soome-wnu 
































































Models, gas and oil, Combination Units, 
basement and gas and oil, basement 
( Wh hi a "a9 utility models. and utility models. 
100% leak-tested. When we ship it, it’s 
» | SAFE... and so is your profit! 
are 
rn You can be confident that every furnace we make is 
the f F 
le thoroughly engineered, well-built, and then well-tested. ee ein Pm 
i That’s our contribution to trouble-free operation from the gas and oil models, Units, oil. 
ers, basement and utility. 
ap. very start, with fewer profit-chewing callbacks for you. If 
of you want a complete line of quality units—heating, cool- 
, 66 ing, or combinations, for every installation—try Century. 
land 
Gravity Units, oil Midget Boiler and 
and gas. Water Heater, oil. 
lucts Horizontal, gas 
and oil. 
pped tree 
Counter flow Units, 
” gas and oil. 
“2 Conversion Gas 
Burner. 
g the 
e two Conversion Oil 
: Burner. 
() pst. 
, Ind. ee ee ee ee ce ee ee ee eS ee Ce SD Se oS DY 
a ——— | ! 
= | | 
S a) g | | 
l 
es TESTING the Century-made Crescent heat | E N GI N E ER I N G Cc 0 R P e) R AT 10 N 
ion in exchanger under pressure... rarely done by | CEDAR RAPIDS, IOWA FOH | 
ed by others—always done by Century. | 
| Please send me information on the complete Century line. ; 
ome CJ I would also like a sample copy of the prospect booklet. | 
‘ y guner> | | 
™ ie 3 quid ‘y PROSPECT BOOKLET AVAILABLE { COMMONS ov ccccrcrkccdeerdrcivetissnvesdesesocvareree ! 
“4 a meno “The Home Owner's Guide to Better Living through | MAME. | chats eeicessoaces aden Sih ta bid wkd aoe eees 
bas 4 co Better Heating and Cooling” is an attractive 16-page | 
by ist H booklet written for the consumer and availablefordealer | AdAre86. 0.00 eeeersvccsscscnrcvvercessrersecsccccseees 
: use. Check the box in the coupon for your sample COPY. fo Gig i eseeeeeeeeeees ne caren ! 
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for unsurpassed 
performance 


Produced under rigid labora- 
tory standards, all Steinen 
products are tested to assure 
top flight performance. 


That is why many blue chip 
companies automatically 
specify STEINEN products 
for all their installations. 


Steinen Products 
Calibrated Draft Regulators 


Mirror Finish Oil 
Burner Nozzles 


Ignition Electrode 
Assemblies 


Flame Inspection Mirrors 
e Nozzle Kits 


© Nozzle Adapters @ 


















A GOOD MARK TO GO BUY 





WM. STEINEN MFG. CO. 


43 Bruen Street Newark, N. J. 
Represented in Canada by Imperial Refractories Ltd.— Waterloo, Ontario 
SE A a RR = SR RR 
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It is manufactured in sizes handling from 6.5 to 1760 
gpm. Larger sizes are available. Easily installed, there is no 
moving part, no servicing either in the form of labor or 
chemicals. 

Made by: Packard Manufacturing Co., 2220 W. Beaver 
St., Jacksonville 9, Fla. 


Circle E15 on coupon, page 130 
















Auto-Flo fueloil Filters F-400 


for commercial heating Plants 





AUTO-FLO’S MODEL F-400 is a “king size” fueloil filter for 
over standard and commercial size heating plants. Suitable 
for gravity and pressure type 
burners, the filter installs at 
either tank or burner and con- 
tains an all-wool felt, stag- 
gered fin cartridge. 

One - piece, permanently 
rustproof, zinc die-cast bowl 
eliminates bottom opening; 
bleeder plug provides easy 
venting. A grip-tight top al- 
lows cartridge change with- 
out line twist, while hexagon 
extensions permit easy instal- 
lation of oil line fittings. 

Made by: Auto-Flo Corp., 14590 Schaefer, Detroit 27, 
Mich. 













FUEL Oil feos 


| MopEL 
























Circle E16 on coupon, page !30 


A. O. Smith Corp. producing new Type 
of lighter truck Trailer ''5th Wheel’ 


PRODUCTION of a new type of truck trailer “Sth wheel’ 
suspension, 400 lbs. lighter and without springs or anti 
friction bearings has been undertaken by A. O. Smith 
Load carrying capacity, spring action, pivoting and tur 
ing are provided for by giant-sized synthetic rubber “0” 
rings immersed in oil. 

The light weight is accomplished by welded steel con 
struction and the elimination of the usual heavy steel 
springs. 

Made by: A. O. Smith Corp., Truck & Trailer Products, 
5715 Smithway St., Los Angeles 22, Cal. 


Circle E17 on coupon, page 130 


Koven develops non-corrosive metallic 
Coating for basement oil storage Tanks 


KOVEN is distributing an obround, basement fueloil stor 
age tank which features a non-corrosive metallic coating 
that covers the tank bottom. The coating has been devel 
oped to prevent tank failures caused by moisture-indu 
corrosion. , 

The tank carries a ten year guarantee and is described 
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PACKAGE BOILER 


This is the package boiler that actually costs 
less to install! If you will check the installed cost 
of a Weil-McLain P-OB Boiler against that of 
assembling an ordinary boiler from scratch, 
you'll find that labor savings more than make 
up the difference in boiler price. 

The P-OB includes everything for quick in- 





BALANCED 


FLUE 
TRAVEL 


No dead corners in the 
round P-OB—greater 
combustion efficiency! 
Flue gas travel is back 
and forth—wiping maxi- 
mum heat transfer sur- 
face before release to 
the chimney. 













VERTICAL 
WATER 
TRAVEL 





Vertical connecting 
water passages offer 
least resistance to natu- 
ral upward water move- 
ment. Cool return water 
rapidly heats and rises 
to supply outlet of 
boiler. 


























heel” stallation in a forced hot water system. --fully antes aan renum sens basnaene 
wil wired, insulated, jacketed and shipped in a HOT WATER All of the flueways in 
be sturdy crate. All parts are carefully selected Provision is made for _— the P-OB are lined with 
mith. f lit either a storage type or deep waterbacked fins 
or quality. : a tankless water heater. which assure the maxi- 
turn’ Remember, too, that the Weil-McLain P-OB ioe quick acting con- mum nant tenneter eo 
r “0 is a cast iron boiler—assurance of long life and patents cer hee > ee pt ie eae ee 
minimum maintenance. tic use as well as the 
heating system. 
con 
- steel 
ducts, core 
New Weil-McLain €00/-Mate summer cooling system : —K 
This practical and economical method of summer cooling makes no | ial se 
compromise with the comforts of radiant heating. Cool-Mate Systems Ne ee 
can be installed in new or old buildings with hot water or steam heat. \ ] 
° Cooled water from a Weil-McLain Chiller is circulated through a C Ss 
allic separate piping system to one or more Weil-McLain Fan Coil Units. 
anks With little or no duct work, cooled, de-humidified air is distributed T: pical ae 
: eR Roy eil-McLain 
a ge high wall grilles to the areas to be cooled. Capacities—2 and Cool Afate taetaltation: 
HP. Send for literature. 
il stot’ 
coating 


WEIL-McLAIN COMPANY 


MICHIGAN CITY, INDIANA 


be WEIL: McLAIN 


BOILERS: RADIATORS 


Address literature requests to Dept. 'B-46 


direct oil fired 
WATER HEATERS... 


GLASS-LINED... 
1aelelet—lane Jar 1 ® 


FOR HOTTER WATER— 
CLEANER, FASTER! 


ned. ae ely steel 
—_ 
fe sam re of 
)S psi 
leavy-duty Fiberglas 
sulation prevents heat loss 


n anode assures 


19 @lolo(—ji an Ot 1 @) 


FOR MAXIMUM EFFICIENCY— 
LONGER LIFE! 


4 Features solid copper tank 
oncased in heavy-gauge high 

th steel to withstand 

static test pressure of 


q Cleaner 
lways flows through 
r-Rust copper 


water assured 


Yo heat loss heavy 
Fiberglas insulation 
completely covers the tank 


STYLED FOR STREAMLINED GOOD LOOKS! r 
You'll like the attractive baked enamel finish and smart 
custom styling of both new Radiant hot water heaters. They 
blend with the decor of modern kitchens and recreation rooms. 





LOWER COST HOT WATER! 

Both new Radiant hot water heaters are equipped with famous 
Radiant Oil Burners for efficient oil firing . . . for heating 
water at lower cost. 


Write for complete literature on all Radiant products. 


RADIANT UTILITIES CORP. 


8817 18th Ave., Brooklyn 14, N.Y. 
124 
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as protecting against failure not only from moisture that 
may be in the oil when delivered, but also is resistant to 
damage from condensation within the tank itself. 

Made by: L. O. Koven & Brother, Inc., 154 Ogden Ave, 


Jersey City 7, N. J. 
Circle E19 on coupon, page 130 






Thompson furnace vacuum Cleaner 
features fiber soot-disposal Bag 





THOMPSON & SON’S furnace vacuum cleaner features a 
white fiber soot-disposal bag which handles up to 12 lbs, 
of soot. The bag, which does 
not have to be emptied until 
full, is disconnected when a 
cleaning job is done and 
sealed with a sticker, so that 
soot is self-contained and 
ready for disposal. Bag design 
maintains air flow throughout 
the entire cleaning and per- 
mits soot to settle rather than 
cling to the bag. d 

Sold as a complete unit the Thompson Frcs ice cleaner 
consists of a vacuum unit, powered by a 115 volt Acc 
universal motor; 10 ft. rubber hose with swivel at each 
end! crevice tool; round duster brush; 2 ft. metal wand 
and 24 secondary filters. Easily portable, the cleaner weighs 
20 lbs. 

Made by: Thompson & Sons, Inc., Lyons, Ill. 














Circle E20 on coupon, page 130 


Quiet Automatic now manufactures 
Portable oil-fired heating Unit 


A NEW PORTABLE oil-fired heating unit is available from 
Quiet Automatic Oil Burner Corp. It is suitable for small 
homes, storage rooms or 
barns. It burns No. 2 fueloil 
and is equipped with electric 
ignition. 

Warm air is circulated by 
means of a small electric fan. 
Always ready to operate by 
plugging into an electric out 
let. The unit is rated at 
100,000 Btu capacity. 

Made by: Quiet Automatic Oil Burner Corp., 33 Bloom 
field Ave., Newark 4,N. J. 


Circle E21 on coupon, page 130 





New Features incorporated in 
Wing Line of draft Inducers 


NEW FEATURES incorporated in the Wing line of - 
inducers for heating boilers and power plants include: In 
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: CONTRO LS TYPE FALIOA2 


Combination fan 
and limit control 
with summer fan 
switch 


The THIV Me-e-i FAL20 A2 There’s a dependable 


Crise Control for every 


Combination Fan and Limit |. °°?!ctior--- 
Control with Summer 
Switch Ta GO 


control or fan 
control 











Sa 


lbs. 





Back View 





FAL45 
aner Same as FAL40 
but with watch 
— spring bi-metal 
each for use in limited 
vand space 





2ighs 


Compact 
“Watch Spring” Type s adil 
Front View Bi-metal Element Combination fan 


and limit conirol 
with fully adjust- 
able fan and 
limit settings 





Since the element in this Crise Model FAL20A2 is 
less than two inches deep, it will fit into a narrow 





from 
sical space between the heat exchanger and mounting 
panel. Thus the control may be used where, because 
of space limitations, a more expensive remote stem $V100 
has been required. Other features include easy to ae 
read dial and adjustable fan and limit settings. Suitable for use gi 
/ with all types of 7 
: , Manufacturers of heating 
y equipment are invited to write 
for samples and quotations. 
loom’ 
ZONETROL 
Automatic zone 
control for heat- 
ing and air con- 
ditioning 
draft CONTROLS DIVISION 
dies COLUMBUS 16, OHIO 
Mrcloil - 125 
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NEW! IMPROVED! 


Hi 
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. . . « New Products 


terchangeable inlet panels and fan drive through V-belt with 
motor mounted on a spring base to- maintain automatically 
| the correct belt tension. Shaft and bearings are mounted 
rigidly at the factory and require no field alignment. 

| As in previous models, the fan, shaft, bearings and motor 
| constitute a sub-assembly, removable for inspection or 
servicing. Bulletin 1-56 is available, containing a selection 








OIL 
This is it! 


BURNER 





Now you can get 
more conversion & 
replacement sales 
and make more; 
profit per job... 


With the new 
Korth Shell 
Head oil burn- 
er that will save : 

your customers 20-40% over present fuel oil costs. 





ape aS 
~ 








New Improved Shell designed combustion head in- 
sures flame stability—results in service-free perform- 
ance ... Gives you the cleanest fire you've ever seen! 
Available in two sizes: 


.75 to 1.65 and 1.65 to 3.0 GPH Pedestal or flange 
mounting. Complete with M-H delayed oil valve. 
Factory mounted. 





Just 3 simple 
air adjustments 
all made 
Externally 
Results in 
easier and 
more accurate 


setting 








1. New location of one piece oil line. 

2. New screw type adjustment for position- 
ing shell head assembly. 

3. New external adjustment for regulating 
secondary air openings on shell head 





assembly. "Seal of Quality’ 


Order one today and compare the Korth Shell Head 
Burner with any other make — see for yourself it is all 
we claim. 


SEND FOR PRICES AND LITERATURE 


ECKHART MFG.CO.,INC. 


UNION, NEW JERSEY 





Canadian Distributor 
Dragon Heating Co., Ltd.—2110 Rue Clark, Montreal 
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| table for most heating plant installations. 


Made by: L. J. Wing Mfg. Co., Linden, N. J. 
Circle E22 on coupon, page 130 


Air-cooled summer Conditioner 
announced by Addison Products 


AN AIR-COOLED, remote 2 hp airconditioning system an- 
nounced by Addison Products is designed for original 


equipment manu- 
The 


condensing unit 


facturers. 


has been reduced 
in all three di- 
mensions; the 
evaporator also 
has undergone a- 
similar size reduc- 
tion for easier in- 





stallation in furnace housing, plenum chamber. supply 


ductwork or beneath down-flow units. 


Other features include either vertical or horizontal air 


flow in the evaporator unit; high side cabinet that is water 
and weatherproof. The evaporator may be purchased with 
or without housing. 


Made by: Addison Products Co., Addison, Mich. 
Circle E23 on coupon, page 130 


Template Kit facilitates Layouts and 
Drawings for pipe and valve Systems 


A MATCHED SET of five reversible templates for drawing 
layouts or details of piping and valve systems contains all 
standard symbols. 
With the tem- 
plates about 5,000 
commonly used 





pipe, fitting and 
valve diagrams 
can be pencil- 
drawn by using 
the cut-out sym- 
bols on the templates singly or in combination. 





Templates, made of rigid, non-glare vinyl, can be fur’ 
nished in a complete kit of four pipe, pipe fitting and valve 
indication templates, plus one dimensioning template. The 
larger four templates can be ordered individually as well 

Made by: A. Lawrence Karp, 16 Putnam Park, Greetv 
wich, Conn. 


Circle E24 on coupon, page 130 
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5 ; So Easy fo Service... 

I air 
vater 
with 

WEBSTER’S NEW SERIES 8000 FUEL-UNIT 
| 
1S THERE'S NO NEED TO PULL THE ENTIRE BURNER OUT OF NARROW VESTIBULE JOBS to 
wing 
ns all Clean the strainer. With Webster’s new Series 8000 Fuel-Unit ALL SCREWS ARE LOCATED ON TOP OF 


THE UNIT where they are easy to reach. Just remove the cover and lift out the one-piece basket-type strainer, 
WITHOUT SPILLING A DROP OF OIL. The mone! metal strainer is internally strengthened to prevent 
Collapse. And ALL OF THE FILTERING SURFACE IS COMPLETELY EXPOSED, simplifying cleaning. 


This greater ease of cleaning is only one of the many extras engineered into the completely redesigned 





Webster Series 8000 Unit. Write today for the complete story. Ask for Bulletin ASA2. 


e fur’ 

| valve 

e, The Simtar WEBSTER 

s we rn coreenny cone scanany wnnor encetoepon, Ae \Y/ RACINE 
Green 





ELECTRIC PAA] Wisconsin 


MANUFACTURERS OF FUEL-UNITS, IGNITION TRANSFORMERS AND DELAYTROLS 
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i, ee 
CAN HAPPEN 
ANYWHERE! 
Saleh Me, 


LET 
Saath Quickdraft 


ae ereses\"; ASSURE YOU CONSTANT 
DRAFT FOR 
COMPLETE COMBUSTION 


Because of natural draft troubles, more and more 
heating plants are operating at low efficiency and 
spilling combustion gasses into buildings. Intermit- 
tent firing makes it all but impossible for ordinary 
chimneys to handle increased volumes of heavy and 
cooler by-products of combustion. Better fuels pro- 
duce more carbon and sulphur dioxides (CO: is 55% 
and SO: is 255% heavier than air). Improved furnaces 
and boilers let less heat escape into chimneys. 


Modern fuels and heating equipment need full and 
constant draft. Turned “on” and “off” automatically 
with the fire, Quickdraft power draft units prevent 
noxious concentrations of deadly fumes and danger- 
ous accumulations of explosive gasses from escaping 
into buildings. 

Quickdraft cures heating-plant draft deficiencies .. . 
without wasting heat to “warm-up” the stack, With 
or without a chimney, it assures the constant draft 
fequired for burning all fuels efficiently and eco- 
nomically. It keeps chimneys dry and eliminates 
chattering, smoking and sooting. Write today for 
complete engineering data on the power draft unit 
that assures complete and economical combustion for 
health and safety. 


POWER DRAFT WITHOUT FANS 
OR MOTORS IN SMOKE LINE 


ons a vere saved from Hd 
¥, Sete wopiation a ee & 
hen 
en oa hs ite ¥ “ly 
cg tf 








Residential q 

models for 

smoke outlet 

diameters 4, 6, 
,% and 

10 inches. 


models for 
I smoke outlet fer 
can’t be blocked ones oI 


Exhaust line 


by power 


| 14, 16, 18,° 
failure. 20, 22, 24 


Jand 30 
pinches. 


1 

{ 

| 

{ 

| 

| 
L 
| Commercial : 
| 

| 

| 

| 

I 








Ouickdraft 


COMPANY 


Dueber-Hampden Bldg. 


P. O. Box 87-F 
Canton 1, Ohio 





. . « »- New Products 


Perfection airconditioning Unit 
designed for the new home Market 


MODEL OH-90-V oilfired airconditioning furnace announced 
by Perfection develops 90,000 Btu/hr at the bonnet and 
can be coupled with the company’s 
newly-designed summer aircondition- 
ing unit for year-round use. The cool- 
ing unit is self-contained, designed as 
a companion piece for this particular 
furnace. 

The model 0H-90-V is announced as 
being of interest to the building field. 
It is shipped with controls factory-in- 
stalled; only simple connections are 
needed at the time of installation 
Fired with a pressure atomizing oil- 
burner, the unit features removable combustion chamber 
and a blower assembly which slides forward for removal 
on built-in tracks. 

Made by: Perfection Industries, Div. of Hupp Corp, 
7609 Platt Ave., Cleveland 4, Ohio. 


Circle E25 on coupon, page 130 





Elgen adds residential Model 
to its Line of Silent Ducts 


RESIDENTIAL SILENT DUCT has been announced by Elgen, 
as an addition to its regular line of Commercial Silent Duct. 
The new model has been de- 
signed for residential use, 
made up of asbestos, pre-as- 
sembled one-piece, metal-to- 
material with permanent lock 
seams. Future plans call for 
the addition of aluminum 
types. 
The residential model is 
packed in 25, 50 and 100 ft. 
rolls, is pulled out flat from 
the bench high dispenser car- 
ton. 
Made by: Elgen Mfg. Corp., 41-34—39th St., Long 
Island City 4, N. Y. 


Circle E26 on coupon, page 130 


Warren manifold Valves for Trucks 
now available in aluminum Models 


ALUMINUM FABRICATIONS of Warren manifold valves for 
petroleum tank truck service are announced by Betts 
Machine. Available in 2”, 3” and 4” sizes, the new units 
are designed for use on aluminum tanks, but are suitable 
for service on steel tanks for absolute minimum weight. 

The aluminum valves have the same unloading ao 
safety features of Warren steel valves and are made im 
square, dual, split and selective models, with any number 
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. Creative 


: : Engineering 
Kockgord " PRODUCES 
BRASS WORKS 

.. Mu-Way 





mber 


10val 


OIL. BURNERS 


orp., 


ve | Ma performance 
proved! 


Duct. 


For 66 years Rockford Brass Works 
has been supplying valves and 
ground key work through leading 


wholesalers fo contractors and 
dealers . . . for lasting perform- 
ance you can depend on 
Rockford products... 








— 7 ; | Save yourself time, bother and worry. Select 
Log Fl Z an oil burner that you can be sure will live 

r up to your customers’ expectations. Nu-Way 
Oil Burners, a product of thirty-five years of 
creative engineering, have been exceeding 
expectations . . . and establishing new goals 
of engineering standards. Only the highest 
quality components go into the building of 
Nu-Way Burners. Performance-tested motors 
—extra-heavy transformers . . . plus rigid 
sand cast housings and 0.0015” motor pump 


ves for Co alignment for quieter operation. Painstaking 

- Betts ie J Ce final assembly assures you that the creative 

y units 7 HY fpr engineering of Nu-Way Burners results in 
sable : YM f longer life and lower upkeep. 

ui . : Uf o 

weight. y \ of WY For detailed information, write the Nu-Way 

g and Corporation, Rock Island, Illinois, Dept. 


ade in ee F0-456. 











of valves, any location and angle for connections and any 
type outlet. 

Made by: Betts Machine Co., 1800 Pennsylvania Ave. 
West, Warren, Pa. 


Circle E27 on coupon, this page 


ASCO remote control Switch developed 
to break power Supply to Oilburners 


ASCO remote control switch for oilburner panels is arranged 
to disconnect the power supply from oilburner circuits 
automatically upon operation 
of a break glass type station 
through a relay holding cir- 
cuit. It consists of a mechani- 
cally-held three pole remote 
control switch, power relay, 
oilburner break glass switch, 
momentary contact push but- 
ton station. 





On opening of the break * 
glass station contact or depressing the open button on the 
panel, power relay is de-energized and the switch opens, 
disconnecting the oilburner circuits, 


Made by: Automatic Switch Co., 391 Lakeside Ave., 
Orange, N. J. 


Circle E28 on coupon, this page 











READER SERVICE COUPON 


FUELOIL & OIL HEAT READER SERVICE 
2 West 45th St., New York 36 
REPLY CARD APRIL ISSUE 
Mail Now—Coupon Expires June 30, 1956 













Circle numbers of new product items on which you 
want more information: 

NEW PRODUCTS 

Ei €2 E€3 E4 E5 £6 E7 €E8 €E9 EI0 

Ell E12 E13 E14 EIS E16 El7 El8 E19 E20 

E21 £22 £23 E24 E25 E26 E27 E28 E29 E30 














ADVERTISEMENTS—Give page number and name 
of advertiser about whose products you want more 
information. 







mee... SN fe ter eee 














GE Fide ceed oc vecrcenviteness cece Oana aeeen enue 
Check Classification of principal dollar volume: 

CO Fueloil Dealer (] Parts and Equipment Jobber (] Manufacturer 
(J Manufacturer Employee (] Manufacturers Rep. (] Oilheating 
Dealer (] Other 





























Sold nationally by 
jobbers only. 


— “opie = FOR SPRING! 


THE MORSE <> MORSE  ©O. 





FUEL OIL FILTERS 


© Greater Sales 
try them for: © Fast, Easy Installation 
® Trouble Free Performance 


Firomatic filters guarantee substantial profits for both 
the jobber and the installer. Their rugged construc- 
tion and thorough filtration keep oil burners oper- 
ating at peak efficiency over a longer period of time. 





Get set for a brisk spring business — add Firomatic 
filters to your line, now! 
























© “Watertown, Mass. 





165 Dexter Avenue 
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WINKLER shows you how to become an 
EXPERT IN AIR CONDITIONING! 





If you are passing up summer cooling or all-year air 
conditioning jobs because you haven’t the “‘know- 
how,” here’s the quick and sure way to get in on 
today’s big profit opportunity! In an incredibly 
short time, Winkler trains you to become an air 
conditioning expert. 

As a Winkler Franchised Dealer you are entitled 
to receive — without charge — an intensive course of 
instruction at the Winkler Training Institute. You 
don’t have to be an engineer—this is a course for 
practical men. You’ll leave the school fully equipped 
to do a competent job of installing Winkler heating 
and cooling systems in residential and commercial 
buildings. 


Basement and Vertical 
All-Year Conditioners 


WINKLER 


WRITE TODAY FOR DIRECT FACTORY FRANCHISE DETAILS 


STEWART-WARNER CORPORATION 


U. S. MACHINE DIVISION e Dept. H-46 «¢ LEBANON, IND. 











WINKLER 
TRAINING 
INSTITUTE 





EVERYTHING TO SELL—A COMPLETE 
LINE OF HOME COMFORT EQUIPMENT! 


Your Winkler training can be put to immediate and 
profitable use. Winkler equipment meets every heat- 
ing and cooling requirement for new homes or mod- 
ernizing installations... you never need miss a sale 
because of a “‘short”’ line. And your Winkler District 
Sales Manager is always available to help on sales 
and installation problems. 


Write today for complete information. 


Steel and 
cast iron boilers 











¢ AUTOMATIC 


HEATING EQUIPMENT 
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OIlC brings some oilheating Impressions 
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[:\NCIENT RRomANS 7N 
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WERE THE FIRST TO USE 
=A CENTRALHEATING SYSTEM FOR CONDUCTING 
WARM AIR OR STEAM THROUGH THE VILLA. THE SYSTEM, 
yy IN 100 ms WAS aan AS THE HYPOCAUST. 


yi 


‘ GREEK 
BRAZIER 
SS 
oels IC. CAL 


<a 
[:\utomaric OIL BURNERS WERE 
DEVELOPED ABOUT 1917, PRECEDED BY THE 


PORTABLE OIL STOVE WHICH HAD BEEN DERIVED 
FROM THE OIL LAMP OF BIBLICAL DAYS. 
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OlL LAMPS 
OF EARLIER 
DAYS 








































BEN FRANKLINS STOVE AN OIL RANGE (N 1862 


[S\UTOMATIC OIL HEAT SYSTEMS WERE INTRO- 
DUCED INTO U.S. HOMES ABOUT 1919, ALTHOUGH 
EARLY HOME BURNERS WERE EXPENSIVE TO 

OPERATE AND WORKED SPASMODICALLY. 



























A TANK TRUCK 
OF 1923 WITH 
Wi GLASSED-IN CAB 











» Poa THERE ARE OVER 8,000,000 
OIL BURNERS IN RESIDENTIAL USE. THEY 
CONSUME OVER 233,000,000 BARRELS 
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uses Delavan Nozzles as 
Original Equipment 


Delavan Nozzles are used as original equipment on the quality line of 
oil-fired furnaces made by the Williamson Heater Company. The quiet 
fire and dependability that is assured with Delavan Nozzles contributes to 
the outstanding performance of Williamson assembled Furnaces. The 
Assembled Oil Hi-Boy shown below is noted for its economy, compact- 
ness and efficiency. 


For your nozzle replacements, 
choose Delavan Nozzles . . . first 
choice with more than 120 leading 
oil burner and furnace manufac- 
turers. Delavan Nozzles deliver 
the same uniform dependability 
... the same soft, quiet fires time 
after time . . . as original equip- 
ment or as replacements on ser- 
vice calls. Next time you buy 
nozzles, insist on Delavan. 


Write for Catalog No. 148B 





Readers’ Problems 
(Begins on page 96) 
addressed your inquiry, prepared the 

following for you: 

Your inquiry takes the cake on sev- 
eral scores. It’s about as long a reader’s 
problem as ever came in—but to cover 
the problem it has to be, and every bit 
of it makes reading which is intensely 
interesting. Also, you describe an in- 
stallation plainly planned to be out- 
standing in every way—but then you 
reveal it is giving you headaches be- 
cause of soot that collects in the boiler 











tubes, and soot that goes up the chim- 
ney and winds up decorating parked 
cars. 

Since you have studied this installa- 
tion in operation for hours and have 
taken many unusual steps to analyze 
its trouble precisely, a mail-order at- 
tempt to help you is not an easy thing 
to prepare. None-the-less I have dis- 
cussed your problem with more than a 
dozen commercial-industrial oilburner 
experts—that’s why this reply to your 
question is considerably delayed—and 
I'll do my best to give you helpful 








A strong selling point for 


Sinclair Anti-Rust Fuel Oil is the 


exclusive extra protection of 
RD-119®. All fuel oils are not 





alike — and your prospects will be 
quick to appreciate the difference when you point out that 
the extra value of RD-119 costs no more! 


Sinclair Anti-Rust Fuel Oil assures greater customer 
satisfaction because it protects against rust-clogged filters and 
burner nozzles and results in fewer service calls. You 

profit because customers stay sold, and prospects are easier 

to sell! You profit also because the reduction of service 

costs cuts your overhead! Switch to Sinclair Anti-Rust Fuel Oil 
today. For more information, write to Sinclair Refining 
Company, 600 Fifth Avenue, New York 20, N. Y. 


SINCLAIR (tis7) FUEL 0 


With RD-119°— So Different It's Patented! 
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pointers which are the result of the 
discussions. 

1. The burner which fires at a maxi- 
mum rate of 120 gph, and which forms 
too much soot to. please you, may sim- 
ply be adjusted to operate with in 
sufhcient excess air. That thought 
comes of your speaking of COs as high 
as 14.2% to 14.5% and Os as low ag 
2.0% to 1.5%. 

One engineer who reviewed your 
problem reports on a job having mod 
ern combustion controls for gph rate, 
primary and secondary air rates, over- 
fire draft, etc. The boilers on this job 
are fired at a rate as low as 75 to 8§ 
gph, and at such a low gph rate ex 
cessive soot forms if the COs is above 
104% to 11%. With these boilers 
fired at their maximum rate of about 
440 gph, excessive soot is formed if the 
COz runs above 1234%. Usually op 
eration with the boilers producing 
50% to 80% of their maximum steam 
outputs leads to readings of about 
124%4% on the COg indicators and re- 
corders on this job. 

If you have been trying to operate 
this burner to produce exceptionally 
high COgz readings, you may have been 
forming soot by overreaching for high 
efhciencies. If that’s the case, set the 
burner to produce 11Y%7% COz when 
on high fire, and down to 914% CQ; 
when on lowest fires. Try that for a 
month and find out if less soot forms. 
True, you'll use more fueloil than 
would be used with the production of 
higher CO, readings. But you'll offset 
that to a great degree by eliminating 
boiler-cleaning expenses, and soot nuiy 
ances, now faced because of excessive 
soot. 


Light Firing 


2. Most the soot may be formed 
when the boiler carries light loads, the 
gph rate, therefore, is low, and the 
firebox is too cool. If the trouble seems 
to lie in this direction, can you increas 
greatly the minimum gph rate at which 
the burner operates? That is, have the 
burner operate intermittently for light 
loads to a greater extent than it now 
does? If this 120 gph burner now pi’ 
duces a minimum fire size of 35 gp 
try increasing the minimum gph tale 
to about 50 gph. 

An engineer, exceedingly proud of 



































From this modern office in Watertown, Massachusetts, Buckley and Scott control 
their own hard-working fleet of trucks, as well as those of associated companies. 


Fast, Quiet Fuel Oil Deliveries Stressed 


DEPENDABLE TRUCK PUMPS VITAL... 
BUCKLEY AND SCOTT SWITCH TO MARLOWS 


fhe Buckley and Scott Company 
operates a large fleet of trucks to serve 
many thousands of well satisfied cus- 
tomers in the Boston Metropolitan area. 
Pumps are of great importance to their 
business and after seeing a demonstra- 
tion by the Hall Equipment Company, 
also of Boston, they obtained a Marlow 
centrifugal on their next tank truck. 


Wy 


Thomas J. Scott, Vice President and 
General Manager, likes the quiet and 
vibrationless operation of the pump. He 
says, “This is vital to the life of the 
equipment and has a byproduct of good 
will to customers.” He also thinks the 
pump will be more economical in the 
long run since it has a high capacity to 
begin with and will maintain this high 
capacity throughout an indefinite peri- 
od. The pumps he has been using have 
to be replaced every one or two years 
to maintain capacity. 


Bob McClellan, the Dispatcher, likes the 
quiet operation of the pump and also its 
cleanliness with no leaks through the 
mechanical shaft seal. The high capaci- 
ty also appeals to Bob. He said that 
their drivers don’t like to stand still in 
freezing cold weather holding the hose 
nozzle waiting for the tank to fill. Their 
drivers deliver 6,000 to 8,000 gallons per 
day. This is hard work and any simplifi- 
cation is desirable. 


Buckley and Scott are iehianad Wali tho ester Another important consideration with 
of this Marlow equipped tank truck. Buckley and Scott is maintenance. Last 


year they had a thousand dollar repair 
bill in one week when small amounts of 
water froze in five rotary type pumps. 
This resulted in stripped transmission 
gears and broken power take-offs. Mar- 
low pumps pass small sized solids with- 
out damage. 


If you are interested in fast,quiet fuel 
oil deliveries, you will be interested in 
Marlows. Write and ask for Bulletin 
PM-06 and the name of your nearest 
Marlow dealer. 


MARLOW PUMPS 
Division of Bell & Gossett Company 
MIDLAND PARK, NEW JERSEY 
Morton Grove, Illinois Longview, Texas 
in Canada: PUMPS & SOFTENERS LTD., LONDON, ONTARIO 


135 








. ... Readers’ Problems 


the soot-free operation of the package 
oil-boilers he designed, points out that 
he arranges for even his largest boilers 
to operate on an on-off basis with no 
flame-size modulation. Then, he points 
out, either the boilers are idle, or they 
are operating with their flames of de- 
sign size—full size, which gives no 
problems of fireboxes and flames too 
cool for soot-free operation. 

3. This also is working on the possi- 
bility that most the soot is formed when 
the boiler is fired lightly and the fire- 
box is cool. You do not describe how 





the heat is controlled. Whatever the 
method, could you avoid operating the 
boiler many hours per day at low gph 
rates, particularly during mildly cold 
weather? 

On one job, a modern outside-tem- 
perature heat-control system was in- 
stalled to stop a big low-pressure steam 
boiler once each hour, for a number of 
minutes determined by outside tem- 
perature. On a mildly cold day, the 
boiler was kept idle for 40 minutes out 
of each hour. Working for the remain- 
ing 20 minutes of the hour, it fired at 





Everything You Need In 


aL a 





sas 





...eady for IMMEDIATE DELIVERY ! 


Here is the most complete and comprehen- 


DUST BAGS 


sive Standard stock to fit all makes and 
models of Industrial Vacuum Cleaners. 


Any type... any size... or any quantity 
that you may require can be shipped from 


FILTER UNITS 


stock the same day your order arrives. 


The MASTER-CRAFT line of Dust Bags, 
Filter Units and Disposable Filters repre- 


DISPOSABLE 
FILTERS 


sent the most advanced methods of dust 
separation and cleaning efficiency avail- 
able, developed against a background of 
practical experience in design, workman- 


ship and manufacturing facilities second 


SEND FOR DESCRIPTIVE to none in the field today. 


LITERATURE TODAY ! 





Jobbers and 
Distributors 
inquiries invited. 





Haverstraw, N. Y. 


Manufacturers and Suppliers of Cleaning Equipment. 
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' really is going to the burner at 175°F, 
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a rate high enough for exceeding} 
clean combustion. The buildings heated 
by this boiler had their own heat-cop, 
trol systems, which in the past caused 
the boiler to be fired continuously a 
low rates for most the hours of mildly 
cold days. 

The new outside-temperature hea. 
















control system gave enough steam » 
that the heat-control systems in the in 
dividual buildings still worked—hy 
they served mainly to prevent slight 
overheating of the buildings. More 
over, they kept each building at the 













desired temperature. 

4. We wonder if you have checked 
closely to make certain the fueloil js 
really flowing to the burner at the 
175°F. temperature you cite. For ex 
ample, an oil-line thermometer too 
close to a fueloil heater has read high 
by 18°F. because of heat conducted 
from the heater to the thermometer 
through the oil piping. If the fueloil 










could you try 15°F. or so higher fuel 
oil temperature? Perhaps install a high. 
capacity self-contained electric ail 
heater, just-for-try and as a booster? 







5. Can the manufacturer of the oil: 
burner help by providing special parts, 
or information on special adjustments, 
which will make for (a) better atom 
ization of the No. 6 fueloil, or (b) 
better flame shape with reduced 
chances for carbon particles to escape 
unburned from the flame, or (c) great 
er turbulence in the firebox, thus long 
er travel for the carbon particles be 
fore they enter the boiler tubes? 

6. It’s often been said in the pages 
of FuELorL & Om Heat that an over 
seize boiler, which runs unusually low 
stack temperatures, may “tend to be 
4 soot machine.” If you intentionally 
form layers of soot in the flues of @ 
boiler that usually runs a stack tem 
perature of 950° F., the soot will be 
burned off when you fire the boiler m 
its usual high-stack-temperature fash 
ion. Exceptionally low stack tempett 
ture, perhaps combined with low g# 
velocity in the flues of the boiler, may 
be adding to your soot troubles 0 
this job. 

One job was improved, at least ® 
far as soot production was concert" 
by the addition of refractory materi 
to the combustion space—direct heat’ 
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v * Neat appearance 
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ing surface actually was covered by 
this refractory, put out of action in 
effect, so that the products of combus- 
tion entered the tubes at much higher 
temperature. A few per cent of efh- 
ciency was lost calculatedly on the 
premise that it was not practical to 
operate the boiler on the peak-efh- 
ciency basis that caused the soot 
trouble. 

Some engineers feel certain that the 
products of combustion are entering 
the tubes at too low a temperature 
on your trouble job. 


——— am Shundsodth 



















Q. We have a problem pertaining 
to the use of a check valve in a buried 
fueloil tank. This is, of course, a two- 
pipe system using ¥%” copper and fir- 
ing a high-pressure gun-type burner at 
less than a gallon per hour. 

We think a check valve in a tank is 
a potential source of difficulty, espe- 
cially since the advent of cat-cracked 
and seemingly not too stable oils. 

We would appreciate your views on 
this subject, pros and cons. 

P. K. J., Elmira, N. Y. 

A. On a high-lift installation that 








a 


... the revolutionary PACKAGE UNIT that assures 


BIGGER PROFITS © GREATER 
CUSTOMER SATISFACTION 


If you’re a Bethlehem Dynatherm Deal- 
er, you'll recognize this famous Package 
Unit — known the world over for its 
quality construction . . . efficient per- 
formance . .. outstanding beauty. Yes, 
the Bethlehem Dynatherm assures great- 
er customer satisfaction because it gives 
them more for their money in fuel econ- 
omy, in compactness, comfort and con- 
venience. The Bethlehem Dynatherm 
offers all the features that make your 
sale easier—The Whirling Flame, Unit 
Engineering, ‘‘Thermos Bottle’ Insula- 
tion, Beautiful Cabinet! What’s more 
— the Bethlehem Dynatherm is com- 
pletely assembled and tested at the fac- 
sti tory, thereby reducing installation cost, 
we and assuring dependable service. 


This is YOUR OPPORTUNITY 4. recome « member of 


the BETHLEHEM family! Fill out and return the coupon today! 
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BETHLEHEM FOUNDRY & MACHINE CO. 
225 W. Second St., BETHLEHEM, PENNA. 


Please send us complete details concerning the Bethlehem Dynatherm Franchise. 
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might lose pump prime during burner 
idle periods, a check valve or foot valye 
in the tank (at the bottom of the suc 
tion line) has the great advantage of 
having a maximum head of fueloil op 
it when the burner is idle. If it could 
be depended upon to close dead-tight 
when the burner is idle, it would be 
in a highly advantageous position with 
respect to keeping the suction line ful] 
of oil. That’s the argument in favor 
of using check valves or foot valves in 
buried fueloil tanks. 

Arguments against using such check 
valves: 1. Not fitted with a strainer. 
such a valve can be expected to stick 
open because of dirt clogging; 2. Fitted 
with a strainer, the valve presents the 
problem of how to clean the strainer 
when it becomes plugged—a problem 
that can be solved only through use of 
an expensive arrangement that permits 
easy removal of the suction-line tank 
stub together with its foot valve and 
‘strainer; 3. Problems of high lift and 
holding prime when burners are idle 
can be solved better through use of 
tight copper-tube suction lines, two- 
stage fuel units, and burner-located 
check valves which receive only clean 
oil that has passed through usual suc’ 
tion-line fueloil filters. 

Exceedingly few burner dealers and 
manufacturers are in favor of using 
such tank-located check valves. See p. 
93 of the November 1955 issue of 
FugLoi €& Om Heat for additional 
comments on such valves. 


Q. Does No. 2 fueloil that has be 
come dark in color cause a smoking 
condition? 

C. D. J., Pleasantville, N. J 

A. Not necessarily. Excellent new 
ly-delivered fueloil may darken as the 
result of its mixing with a bit of od 
oil or gick in the owner's tank. Mixing 
one quart of old oil or gick with 15! 
gallons of excellent oil may darken the 
new oil without necessarily causing 
chimney smoke. 

On the other hand, the aim should 
be to give the burner excellent al 
which is of the proper color, not datke 
than it should be. On a job where te 
burner receives fueloil as clear 4 * 
delivered into the oil storage tank, you 
have a‘certain amount of assurant’ 
that the oil is not being contaminate? 
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greatly as the result of its picking up 
impurities from the owner’s tank. 

An excellent oil filter, installed in 
the burner feed line and close to the 
burner, helps greatly in solving the 
type problem you face. 

The gph firing rate and type of 
burner are factors. Vaporizing burners 
ae more sensitive to dirty fueloils than 
guntype burners; pressure burners fir- 
ing less than 1.25 or 1.0 gph are more 
afected by dirty oil than pressure 
burners fring at higher gph rates. 

To check scientifically and thor- 
oughly, complete 
analysis made of clean oil being deliv- 


have laboratory 
ered to the tank, and of oil coming 
fom the tank and flowing to the 
burner. 

For a less thorough, easily made 
check-up, give the burner clean oil 
from a five-gallon can, and find out if 
this ends the chimney smoke. Com- 
plete combustion tests, including smoke 
tests, will tell you much if made with 
the burner using the dark oil and with 
the burner receiving clear oil from the 
fve-gallon can. 


Q. This having been on my mind 
since I entered the oilheating industry 
17 years ago, I finally put a question 
to you. Question: How can it happen 
that the proper, standard nozzle pres- 
sure for high-pressure domestic gun- 
type burners is precisely 100 lbs.? 

That being an awfully nice, round 
number, I am wary of its having been 
pulled out of someone’s hat instead of 
having being arrived at scientifically. 
| would expect that thorough testing 
might indicate the optimum nozzle 
pressure for above-described burners 
to be, say, 83, 97, 10714, or 132 
pounds-per-square-inch gage pressure. 
P egging proper nozzle pressure at 100 
bs. appears to me similar to saying an 
cutomobile should weigh 2,000 Ibs., not 
'850 or 2370 Ibs., and saying the auto- 
nobile’s engine horsepower should be 
Precisely 150, not 132, 165, or 188. 

R. N. Y., Marquette, Mich. 

A. On the basis you outline, 100 lbs. 
Pressure is suspicious! As a matter of 
fat, most manufacturers of pressure 
umers decided on this as normal noz- 
dle Pressure early in the history of oil- 
: Peg and that’s another argument 

vor of your being wary of this 


nice, round number. The 100 lbs. per 
sq. in. corresponds to 7.031 kilograms 
per square centimeter in the metric 
system. Were the metric system used 
in this country, any value of from 6.5 
to 8.0 (preferably a nice, round num- 
ber) kilograms per square centimeter 
might have been selected as the stand- 
ard nozzle pressure, in the early years 
of oilburners. 

For a number of definite reasons, 
however, 100 Ibs. nozzle pressure now 
appears to be correct. 

First, years ago, many pressure 


burners were equipped with pressure 
gages and servicemen were invited to 
use any suitable nozzle pressure from, 
say, 75 lbs. to 150 lbs. The use of 100 
lbs. pressure actually worked out well 
on thousands of actual installations, 
though lower and higher pressures 
often were tried. 

Second, nozzles made for pressure 
burners actually were designed and 
developed for 100 lbs. pressure (and 
for fueloils usually used in pressure 
burners). Thus nozzle design was 
geared to 100 lbs. nozzle pressure, 





Sheared to Size—Less Scrap 
Save Time—Cut Costs 


The right steel makes all the dif- 
ference in your oil heat combus- 
tion chambers. That’s why it pays 
to use Ingersoll heat-resisting 
Stainless steel! 


It’s easy to fabricate—because it 
has exceptional forming qualities. 


It withstands high temperatures 
—because its analysis is correct. 


It’s uniform in quality—because 
Ingersoll specializes in producing 
this type of steel. 


It comes to you sheared to your 
specified blank sizes, or multiples 
thereof, depending on size—so it 
saves you time, money and scrap. 


Specify Ingersoll—and profit by 
the difference! 


Write, wire or phone for details 





Ingersoll 
STEEL DIVISION 


Borg-Warner Corporation 
310 S. Michigan Ave., Chicago 4, Ill. 


Plant: New Castle, Indiana 
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Get dependable EQUIPMENT 


MARLOW 
VERTICAL 
PUMPS 


For efficient handling of volatile 
fluids. Always dependable — 
on suction lifts, for underground 

or overhead storage, for fueling 
and transfer service. Easy to install. 
Capacities, 5 to 120 gals. per 
minute. Consult us now about your 
plant or truck equipment problems, 
or write for catalog. 


Get dependable SERVICE 
RENICK & MAHONEY, Inc. 


380 Second Ave. (at 22nd St.) 
New York 10, N. Y. 


Complete Equipment 
service for the Oil Trade 








ACCURATE 
DEGREE DAY 
INFORMATION 


Automatically Computed 


The Johnson fuel demand meter in- 
dicates the net effect of sun—wind 
and temperature on fuel oil con- 
sumption. Smooth out your degree 
day deliveries! 
WRITE: 
M. LEE JOHNSON 


Johnson Degree Day Systems 
329 S. PITCHER ST. KALAMAZOO, MICH. 
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though it could have been geared to 

somewhat lower or higher pressure. 
Third, extensive field and laboratory 

testing of the past 15 years or so has 


| proved that the nozzles actually used 


(designed of course for 100 Ibs. pres- 
sure, for the most part) perform ex- 
cellently at 100 Ibs. pressure. True, 
nozzles pressure of say 88, 96!42, 113, 
or 131 may have worked out equally 
well, had the nozzles been designed and 
developed for them. 

Some field and laboratory tests lead 


| us to believe that equally good results 


| would result from considering stand- 
| ard nozzle pressure to be as low as 85 
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| or 90 Ibs. or as high as 105 to 130 lbs. 
| Thus proper nozzle pressure is not 


critical, 


Q. Assume that the flue area of a 
chimney is correct for the gph firing 
rate; stack temperature is right, 450°F. 
to 650°F.; and Cz is right, about 9%. 
From what I’ve read in your pages and 
verified elsewhere, under these condi- 
tions, each 20 ft. of chimney height 


| from smokepipe opening to chimney 


top should provide .10” draft, burner 
running of course. Doesn't that prove 
that chimney height in even smallest 


| homes, measured on preceding basis, 


should be a minimum of 20 ft.? 
R.N. Y., Marquette, Mich. 
A. Accepting the reliability of the 
thumb rule that 20 ft. of chimney 
height should provide .10” of draft in 
the smokepipe, you cannot advance 
further to the conclusion that chimneys 
of smallest homes should be at least 20 
ft. high. You cannot do this because 
many low-capacity oilfired furnaces 
and boilers do not need smokepipe 
draft as high as .10”. Many of these 
low-capacity oilfired units actually are 
operating satisfactorily with smokepipe 
draft readings as low as .03” or .04”. 
However and to the point of your 
problems, no-basement one-story homes 
in many instances have chimneys too 
low to provide adequate draft. The 
way out of the resultant problems of 
insufhcient smokepipe draft lies in the 
use of greatly increased numbers of 
draft inducers or induced-draft fans. 


Q. The owner of a building is using 
what the oil supplier calls No. 4 fuel- 





oil. It’s a pressure burner firing 4.0 gph, 
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117, in a three bedroom house say 


UL listed for oil no heavier than No, 2 
Can I tell the owner he will haye 
trouble collecting from the insurance 
company, if fire damage results from 
misbehavior of the oilburner? 


E. S. B., Bronx, N.Y. 





A. Unfortunately you cannot go 
that far in anticipating the action of 
the insurance company. Excellent ay- 
thorities indicate that certain insurance 





companies are eager to pay any claim 
promptly, regardless of inadvertent or 
intentional use of improper fueloil, if 
the building was not set on fire delib. 
erately. 









Q. I have often been asked why 
M-H makes two stack-mounted do- 
mestic primary controls, RAI16A and 
RAII7A. It’s rather confusing. Some 
claim the 116 uses more electricity be- 








cause it provides constant ignition, If 
that’s true, then what would be the 
electricity saving in a month using the 









using a 1.0 gph nozzle. Please give me 





your views and oblige. 


C. H. B. W.., Hibbing, Minn. 


A. It’s this simple. The 116 is made 
for burner manufacturers and service 
men who prefer continuous ignition; 
the 117 is made for those who prefer 
intermittent ignition. Of course ona 
job equipped with a 117, you can us 
intermittent ignition or make a quick, 
easy switch to continuous ignition. 

Certain burners are not suitable for 
continuous ignition; their manufac 
turers warn that their combustion 
heads will be overheated and ruined 
constant ignition is used. 

A slight initial savings results from 
using continuous ignition because the 
primary control that provides it coss 
slightly less than an intermittent ignt 
tion primary control, and the wiring 0 
the continuous ignition installation ® 
slightly simpler and less expensive. 

Gun burners equipped with similat 
ignition transformers, and _havilg 
similarly adjusted spark points, all use 
the same amount of electricity for oo” 
stant ignition—regardless of the gph 
firing rates of these burners. 

One studied, typical installation 
used 105 more kilowatts per heatint 
season -when continuous ignition ¥° 
used than when intermittent igniti” 
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TUNE IN “‘TV READER'S DIGEST” EVERY WEEK 


; America’s easiest riding, 


+ 9 h 
hardest working truck—and here’s why! 

om 

he : . . . . . . . 

ie Exclusive Twin-Traction Differential*—new pull-away Cross-link, variable-ratio steering—steadier, easier han- 
1} power where other trucks bog down. dling on turns and straightaways. 
if Shortest stroke V8—bar none! High torque delivers Two-stage undersiung rear springs—smoother going with 
‘i greater economy. Thrifty 6’s, too! heavy loads; freer action “riding light.”’ 

High payload chassis construction—extra-strong frame Improved Studebaker economy—cut your gas-oil and 

‘a or long truck life. maintenance costs through the years. 
a Widest clear floor in pick-ups—exclusive double-walled Priced with the lowest. Studebaker Transtars are priced 
. Construction with no lost wheel well space. for today’s market; excel in value! 

<< *available on \/,-ton models at extra cost. 
ol Check your Studebaker dealer before you buy—see why you 
gph get more truck for your money when you trade for a Transtar! 
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STUDEBAKER DIVISION OF STUDEBAKER-PACKARD CORPORATION—WHERE PRIDE OF WORKMANSHIP STILL COMES FIRST! 


eloil 


tion 








. . . « Readers’ Problems 


was used. At 2¢ per kilowatt-hour, 
that’s an additional electric cost of 
$2.10 yearly for continuous ignition; 
additional cost for the coldest month 
(January) in this case was 40¢. 

See the reader’s problem on p. 136 
of the January issue of FUELOIL & OIL 
Heat for comments on continuous ig- 
nition. Those who prefer it cite its 
greater safety as its most important 
advantage. 


Q. I have encountered a problem 
that is either more complex than I 


expect or is very simple. It would be 
greatly appreciated by myself and my 
client if you would extend your au- 
thoritative opinion on the matter and 
offer any suggestions within your com- 
mand. 

The problem concerns a six-month- 
old oilfired forced-air perimeter sys- 
tem. Properly proportioned and cor- 
rectly situated warm-air baseboard 
units incorporating high-velocity air- 
distribution are installed. 

The owner complains of an excessive 
amount of dirt issuing from these units. 
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, Write for Catalog "O" 


Canadian Sales Agents Except B.C 
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Here Is What You Need: 


2503 £. ONTARIO ST., PHILADELPHIA 34, PA. 


Toronto 13, Canada 








Monarch F-80-AR series 80° 
angle nozzle. 


Recommended Monarch 
F-57 Air Cone and H-451 
Stabilizer, 


Solenoid shut-off Valve for 
nozzle line. 


Set the Monarch equipment according to cata- 
log *'O"' recommendations and see results. 
These are proven combinations used for years 
in thousands of installations. They positively 
minimize if not completely cure ordinary run- 
ning pulsation in small highly restricted units. 


WORKS, INC. 






Canadian General Filters Ltd., 
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To form her proof she exhibits pieces | 
of cheese cloth that she has had fas 
tened over the units for a period of 
four months—definitely not less than 
two months. The substance on the 
cloth has no oil odor or any indication 
of being a product of combustion, 

To ascertain the tightness of the 
furnace an eight-ounce sulphur dioy — 
ide test was administered under both 
hot and cold conditions. No indica 
tion of a leak was observed with the 
circulating blower either on or off, All 
piping joints are taped and the fur 
nace’s air filters are very clean, 

The owner who is an immaculate 
housekeeper became very indignant 
upon the suggestion that it may be’ 
possible that this substance has come’ 
from the air in the house. 


Wishing to be as fair and accurate’ 
as possible in my analysis, I would 
warmly welcome any assistance you 
may offer. legis i 
$0 0 proc 


Hor 


L. H. J., Lewistown, Pa, 


A. Your problem is encountered 
frequently, and is simple indeed in it 
self, but explaining the situation to 
the homeowner probably will not be 
easy. 

Having purchased usual-type air’ 
cleaning equipment that comes regu 
larly in forced-air furnaces, this home 
owner took it upon herself to devis 
a rigorous test to determine whether 
or not the air filters send sufficiently 
clean air into the rooms. Then she 
took it upon herself to decide the air 





flowing into the rooms from the sup You can d 
ply registers is not clean enough  &%-.. get tr 
please her. fimly unde 
In effect, the homeowner arranged Hemote Co 
for thousands of cubic feet of air nized with 
» ie ny truck: 
pass through the test pieces of chees villa Ae 
cloth during her two to four monthi un z a 
test period. Use the same arrangemel! Bf prone, regi 
to check the air in any home, and the climinating 
pieces of cheese cloth will come 0 get the dep 
dirty. "QCY sustair 
The contractor who sold the force! i nance ¢9, 
air furnace did not represent that the J "Orest bre, 
filters in the furnace would remo 
all the dirt from the air passing throug! NEP Tl 
the filters. Certainly the filters » 9Wesy 





remove usual amounts of dirt; they 
doing what they are supposed to ot 

Thé homeowner's cheesecloth * 
rangement is excellent for removilt 
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i Registers in the office automatically lock the shut-off valves on the rack 
so no product can be withdrawn until authorized. 


How to load trucks 
3 
faster with 
closer control: | ff = 
* Efficient drive-through layout together with Red Seal remote metering 
cut loading time tremendously in this fuel oil bulk plant. 


RED SEAL REMOTE ee 
(CONTROL METERING 


You can do what these efficient new bulk plants are doing 
+++ get trucks rolling minutes faster . . . with all control 
fmly under the thumb of one man. Each of the Red Seal 
Remote Control registers in the office is accurately synchro- 
rized with a rack meter outside. Your dispatcher handles 
many trucks with ease . . . no running back and forth ... no 
waiting. Automatic interlock prevents withdrawal of product 
until authorized by inserting a ticket and clearing the 
Proper register. Tickets are meter-printed right in the office, 
clminating inaccuracies and speeding accounting. And you 
get the dependable accuracy of Red Seal meters . . . accu- 
acy sustained for millions of gallons with lowest main- 
lenance costs. Loading speeds up to 650 gpm. Ask our 
Nearest branch office for details. 


NEPTU N E M E T E R C 0 M P A N Y * No waiting . . . dispatcher gives “go-ahead” as truck rolls to stop. 


WEST SOTH STR EET. NEW YORK 20, N. Y. Meter-printed tickets save checking-out time, too. 
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from the supply-register air the dirt 
which the usual filters do not remove 
from it. 

The homeowner is receiving the 
benefit of usual air-cleaning, and she 
has paid only for usual air-cleaning. 

If she desires exceptional air-clean- 
ing, she should consider purchasing 
additional air-cleaning equipment, 
which is far more effective than the 
standard air-cleaning equipment that 
comes regularly in forced-air furnaces. 
She should be offered an air-cleaning 
set-up that includes electronic precipi- 


tators as a possible solution. 

Certainly the contractor who sold 
the forced-air furnace cannot be ex- 
pected to have the air filters in the 
furnace pass any test the homeowner 
might invent—no matter how excel- 
lently the test proves that the air fil- 
ters do not remove all the dirt from 
the air passing through them. The 
equipment dealer, the furnace manu- 
facturer, and the filter manufacturer 
do not guarantee that these filters re- 
move all the dirt from the air that 
passes through them. 
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Every year there are 
many, many more FUL- 
FLO FILTERS than any 
other make installed 
on the Oil Burners of 
America. 


Their Superior Quality 
puts them there and 
this same quality plus 
Superior Performance 
keeps them there .. . 
year after year. 


Fulflo Quality makes more profit for 
more dealers than any other Filter. 


Get your share of this profit 
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WITH FULFLO FILTERS 


COMMERCIAL FILTERS 
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Q. In servicing our oilfired heatin 
equipment, we use a 50-50 solution of 
muriatic acid and water to remoye 
mineral deposits from indirect water 
heater coils. 

We have not been able to obtain g 
centrifugal pump which will handle 
this acid solution’ satisfactorily, 

Please send us names and addresses 
of manufacturers who can supply 
pumps and other equipment designed 
to handle solutions for acid-flushing of 
domestic water coils. 

K. P. J., Doylestown, Pa, 

A. We are puzzled by your question 
because: (1) We have published in. 
structions on such acid-cleaning of 
lime-plugged coils, have not indicated 
special pumps were needed, and have 
not been informed by readers that spe- 
cial pumps are needed; (2) Checking 
in the field, we find several dealers 
using ordinary sump pumps and not 


encountering trouble as the result; 


seemingly just as handling the acid 
solution a few minutes does not dam 
age tankless coils and their fittings, it 
does not damage ordinary sump 
pumps; (3) We have never heard 
from manufacturers who feature spe 
cial acid-resistant centrifugal pumps 
for this purpose. 

If readers forward us comments on 
your letter, or if we hear from dealers 
using special acid-resistant pumps of 
manufacturers offering such pumps for 
your application, we will publish the 
comments or information in this de 
partment. 


Q. Can I obtain any kind of cal 
culator or table showing how much ai 
an oilburner blower must deliver 
fire fueloil at a certain rate? 

Every time I go to buy a blower jor 
a burner nobody seems to know which 
size blower for which size nozzle. 

L. F. D., Saddle Brook, N.| 

A. Figure by thumb rule that 00 4 
good job, which produces high C0; 
readings, the blower provides 1,600" 
1,700 cubic feet of air per hour fo" 
each 1.0 gph of oil fired. On a theo 
retical basis of no excess air and 0: 
slightly above 15%, each gallon of No 
2 oil fired needs about 1,350 cubic fee 
of 70°F. air for complete combustiot 

These numbers won't help yo * 
you don’t know the cubic-feet-pet “hout 
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(Why 


SHELL FURNACE OIL 


IS KNOWN AS 


In 1929 Shell opened the industry’s first 
laboratory devoted exclusively to heating 
oil research. One of the most important 
developments to come out of this labora- 
tory was the answer to an industry-wide 
problem—filter screen clogging. As a result 
Shell Furnace Oil became known as “the 
fuel that won’t clog filter screens.” 


Independent oil marketers know that 
this is true, and that their service costs 
have been substantially reduced because of 
this dependable fuel. Their customers enjoy 
the benefits of clean combustion and clean 
filter screens, resulting in fewer service 





interruptions. 
cal 
ai Research is continuous at Shell! 
r 10 
for Research in the Shell Burner Laboratory at Sewaren, New Jersey, 
hick is constantly striving to make this fine fuel even better. So the 
Shell Furnace Oil delivered today is better than in past years. You 
NJ can sell it with pride and every confidence . . . and reduce your service 
on 4 costs as well. 
CO; 
0 t 
¢ for Get the facts about Shell Furnace Oil from 
theo the Shell Representative in your area. 
C0; 
f No 


SHELL OIL COMPANY 


dol 


. . « « Readers’ Problems 


output of a certain size wheel installed 
in a certain oilburner. 

Consider a blower wheel of usual 
size for a gun burner, say a wheel of 
6” diameter and with blades 4” long. 
In a burner designed to permit this 
wheel to deliver much air, the wheel 
could provide enough combustion air 
for a flame size up to 8.0 gph. The 
scroll of the blower housing would be 
designed especially for maximum out- 
put of air from this wheel; the air in- 
let to the blower wheel would be de- 
signed especially for easy-flow of air 





to the wheel; the air-handling and ig- 
nition-system parts in the gun tube 
would be designed for easy air-flow 
and maximum blower-output; the 
burner might have a gun tube of un- 
usually large diameter. 

Installed in another burner, this 6” 
x 4” blower wheel might provide 
enough combustion air for a flame.of. 
only 3.0 or 4.0 gph size. In this case, 
the air output of the wheel would be 
reduced by such things as a blower 
housing of skimpy size, or undersize air 
openings through which air must flow 











IF you want an air conditioner that’s ideal for a house with radiator 


heat 


IF you want an air conditioner for a house with ductless warm air 


heat or a gravity furnace 


IF you want an attic-installed air conditioner for the upstairs of a 


house 


IF you want a basement-installed air conditioner for the downstairs 


of a house 


IF you want to air condition a small shop or a suite of offices 


and 


IF you want to do it without tearing the place apart. If you want 
to do it easily, economically and without water or drain 


connections... 


THEN this fully automatic, com- 
pletely self-contained Remington 
Model 250 is your answer. Here 
is a powerful, compact 2/2 H.P. 
unit designed to cool 3, 4, 5 or 6 
rooms. Here is a unit that can be 
put anywhere outside the condi- 
tioned space — attic, basement, 


to reach the wheel, or highly restric. 
tive air-handling parts in the burner's 
gun tube, which cause the wheel tp 
develop considerable pressure in the 
gun tube. Certain burners give highly 
efficient flames as the result of use of 
unusually high gun-tube air pressures 
given by large blower wheels, In re. 
placing the blower wheels of installed 
burners, simply be guided by the sizes 
of the wheels you are replacing. Only 
if you are sure you know what you are 
doing should you shift to wheels of 
different sizes. 


Q. The boiler in a greenhouse near- 
ly was ruined because after the owner 
drained it last June an employee 
started the burner to lower the humid. 
ity in the greenhouses. The owner re- 
turned just in time to stop the burner. 

Usually hot water heating boilers 
are not protected against such damage, 


- but in this case can I provide no-water 


protection along standard, recognized 
lines which safety men would say is 
good practice? 

3 O. H. F., Indianapolis 

A. You can indeed! Install a low 
water control located above the boiler, 
so arranged and wired that the burner 
cannot run unless the boiler is full of 
water and the switch of the low-water 
control is closed. The idea of installing 
such a control holds so much merit that 
it should become standard practice 
the argument that all hot water boiler 
need such protection is exceedingly 
strong and logical. 


Q. Don’t I get best results from fr 
ing an oil-designed forced-air furnace 
at the gph rate marked on the furnace 
label? For example, this one’s label says 
it should be fired 1.35 gph, but m 
buddy working with me for the same 
oil company fired it by a 1.0 gph nov 








garage, utility room or closet. , MOT 
And it’s made by the makers of ae ap ant ween 4. Ohio WHEE 
4 c D. S. I., Lakewood, \™ orally. 

the world-famous, Tropic-Tested ee y | 
Remington room air condition- A.The old FOSOH princips # iy 
holds, even for oil-designed furnaces pny 


ers. 


Choice territory for dealers and representatives still open. Write, 


wire or phone for details. 














designed for maximum firing 
marked on their labels. That is: U* 
the lowest firing rate that heats th 
house properly on coldest mornings I 
a 1.0 gph nozzle heated the house pe 


REMINGTON AIR CONDITIONING DIVISION |) oiiy face winter, the furnace 8 8 
AUBURN NEW YORK size and a firing rate higher than I! 
gph should not be used. 
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modern, compact designs 


still more practical 
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POWER-CENTER 
BLOWER 








The demand for more compact equipment—and ever-higher performance 
—calls for maximum blower output under increasing static pressures. 

The Brundage Power-Center Blower fits this need to a “T.” 

Using the new Iron Fireman-developed motor, the Brundage Power-Center 


Blower eliminates the space—and the cost—required for externally mounted 
motors, belts, and drives. And test results show that the Power-Center main- 
tains efficiency in the highest static pressure ranges. 

Along with these design advantages, the Power-Center affords a new 
measure of durability. With a rubber cushioned shaft supported on both ends, 
and sealed ball bearings, it will run quiet and true. It will add to your products’ 


reputation. 


Presently available in limited test quantities, the Power-Center will be in 
full production soon. Now is the time to schedule your test and development 


program. 


UNIVERSAL : ))) 


MOTOR A ND 
WHEEL are inte- 





* MOUNTING gives =7 
Grally joined, can't a you the jet de- 
work loose. You're assured of full sign freedom. Each blower is readily 
efficiency and quiet operation for installed in any standard discharge 
customer satisfaction. position. 








TEST BLOWERS are be- ¢ 


ing supplied as motors (* 
become available. Brun- —s 
dage engineers will gladly assist you in 
test and development work. 








THE COMPANY 


514 North Park Street Kalamazoo, Michigan 





Blower Specialists 
hor 35 Yoars 





















Manufacturers 
Letivities 


Commercial Filters enlarges 
Line by merger of Companies 


TWO FILTER LINES—Honan-Crane and 
Michiana—have been merged to form 
a new subsidiary, Indiana Commer- 
cial Filters Corp., of Commercial Fil- 
ters Corp., Melrose, Mass. The Massa- 
chusetts firm recently purchased Hou- 
daille- Hershey of Indiana, Inc., and 
the filter division of Michiana Prod- 
ucts Corp. 

The newly-formed subsidiary will 
produce a complete line of Michiana, 
Honan-Crane and crc filters; the par- 
ent company will continue making 
commercial Fulflo filters and Honey- 
comb filter tubes. 

Charles I. Wallace has been named 
vice-president in charge of sales to 
head an integrated sales organization. 
J. R. Chisholm was promoted from as- 
sistant sales manager to sales manager. 
Walter Holder is now sales manager, 





Indiana Commercial Filters with offices 
in Lebanon, Ind.; R. N. Burckhalter is 
sales manager for Michiana Filters 
with offices in Chicago. 

District sales offices will be main- 
tained in New York, Memphis, Chi- 
cago, and Los Angeles. 


Coleman Warehouse, Office 
being built in Los Angeles 


GROUND HAS BEEN BROKEN for a 
warehouse and office building in Los 
Angeles for the Coleman Co., Inc., 
Wichita, Kan. The building will per- 
mit expansion of the company’s Los 
Angeles sales branch. 

It will have 34,500 sq. ft. of floor 
area, including 3,500 sq. ft. of aircon 
ditioned office space. 


Lennox Salt Lake Division has 
two-day Meeting for Dealers 


A TWO-DAY MEETING for 250 dealers 


and their wives was held by the Salt - 


Lake Division, Lennox Industries, Inc., 
Marshalltown, Ia., in Salt Lake City, 
March 19 and 20. 

The meeting was planned by Craig 





Graham, general manager, and Boh 
Brown, sales manager. J. W. Norris 
Lennox president, attended. New 
products were presented along with 
briefing on the 1956 merchandising 
and sales aids available to dealers — 










Walton Laboratories sets up 
selling Program for Dealers 






A COMPLETE merchandising and selling 
program has been put together by 
Walton Laboratories, Inc., Irvington, 
N. J. Designed for dealers the pro. 
gram stresses the advantages of hy 
midifiers as a winter line. 
Keynoting the selling theme js 
“Devil Dryness”—a piece of dried-out 
driftwood in the shape of a devil. Copy 
points out that the driftwood was once 
a piece of hand finished wood until 
exposure to dry air shriveled and dis 
figured it into twisted driftwood. 
Among the mailing pieces offered 
dealers is a greeting card with a pic 
ture of “Devil Dryness.” The eye ot 
the drawing is a dry air detector and 


















when it turns blue damaging dry air i: Eo 
present. Durable 
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VITROLINER 








dustrial buildings. 


FOR ALL FUELS—oil, gas, coal and wood. 
SELECTION of DESIGNS—The STANDARD top and 


Housing, for homes and buildings. 


The "DELUXE" Top and Housing for larger type homes 


and buildings. 


Vitroliner provides complete Chimney Functions e 


CONDENSATION 


Vitroliner Prefab Chimneys 


5 DIAMETERS—for all types of installations—from 
ranch houses to 2 story homes, commercial and in- 

















ENGINEERING 


























8" DIA. 





iO" DIA. 








Offer Complete Flexibility 


THE STANDARD Housing is available in a Flat Surface 
Finish, factory painted a solid grey, or a red or buff 
“Brick Effect" Finish, that looks like real brick. 


THE "DELUXE" has a flat grey finish and can be paint- 
ed to match the roof color on the job. 


For quotation, send us "X", "Y" and roof pitch di- 


WRITE FOR CIRCULAR TODAY 


3511 W. POTOMAC AVE., 



































CORPORATION 





CHICAGO 51, 











TORIDHEET Model JC 
Oil Burner with 
Durable Multi-Jet Blender 


Model JC Pressure - Atomizing 
| Oil Burners, Equipped with 
Ie Durable Multi-Jet Blenders, 
| Power these Fuel-Thrifty 


TORIDHEET Furnaces 


nk em 












TORIDHEET’S 
Durable Multi-Jet Blender 


- TORIDHEET’S new Durable Multi-Jet Blender, 
though of very simple design, is the ultimate in 
efficient blending of air with oil for complete 

—_ combustion—no matter what percent of catalytic 

oil is used. TORIDHEET’S Multi-Jet principle 





















Model OGU , 2 
Oil-Fired Boiler Pn ear provides outstanding fuel economy plus extreme TPIS 
= Meidedieatinds Cinienee quietness—with no pulsation in even the smallest » is 
heating units. f\ 







COMPLETE UNITS AND CONVERSION BURNERS—GAS OR OIL 


Wall-Fiame Oil Burners ¢ Gun Burners @ Wall Flame Boilers, Furnaces and Water Heaters ¢ Gun 
Fired Boilers and Furnaces @¢ Gas Conversion Burners and Gas Fired Furnaces @ Low-Boys 
Hi-Boys @ Counterflows @ Comfort Cooling Equipment 


Model OGA Oil-Fired SOME DESIRABLE DEALER FRANCHISES AVAILABLE 


Winter Air Conditioner —YOUR INQUIRY IS INVITED 
CLEVELAND 



























ss — — — 
Toridheet Division 
CLEVELAND STEEL PRODUCTS 
CORPORATION 


16035 Brookpark Road ¢ Cleveland 1-1, Ohio 
Model OGA-40 Horizontal Furnace Affiliated Canadian Manufacturer: Aero Tool Works Limited, Toronto, Ontario 
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AUTOMATIC HEATING 














Superior Filtering for all 
Oil Burning Equipment! 


Ket cv 


Fee. OL FILTERS 


There's a Kiemm Fuel 
Filter for every standard 
burner using No. 1 and 
2 fuel oil. Your choice... 
metal or glass bowl. 
"Millions Since 1932." 
1. Practically no flow 
resistance—true 
FF-430 U/L depth filtration. 


ed 











2: Simplified construc- 
tion for simplified 
service...no tools 
required. 

. Eliminates nozzle and 
line clogging for 

j increased burner 

v efficiency. 
4,.All parts...Hi- 
PK-150 U/L Chrome and Brushed 
Zinc. 


Ww 

















chemistone co 


Controlled porosity element assures 
sparkling, crystal-clean fuel oil every 
minute. Traps water...removes dust, 
rust and scale. 


Klemm PRODUCTS 


Division of 
KLEMM AUTOMOTIVE PRODUCTS COMPANY 
1722 North Damen Avenue « Chicago 47, Illinois 
EXPORT: Guiterman Co., Inc., New York 4 
CANADA: Elgee, Ltd., Toronto 














FUEL OIL DEALERS 





riangle 
is NOW 


offering their latest line of Qual- 
ity Built Truck Tanks with the fol- 
lowing exclusive features: 

% Double Bottom Shells 

% Die-Formed Bucket Boxes 
% Fabricated Steel Tubing 

* Life-Time Guarantee 


% Victaulic Installations for 
Serviceability 


% Compactness 


WRITE, WIRE or PHONE COLLECT 
for further information 


TRIANGLE TANK DIVISION Inc. 
245 Russell Street 


Brooklyn 22, New York 
EVergreen 9-5030 
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. . . » Manufacturers’ Activities 


Permaglas merges Districts; 
appoints new sales managers 


NATIONAL SALES DISTRICTS have been 
consolidated from ten down to seven 
by the Permaglas Division, A. O. 
Smith Corp., Kankakee, Ill. Two new 
posts as assistant general sales man- 
agers were created for J. Wayne Bur- 
leson and W. T. Halket. 

These appointments will allow C. L. 
Hewitt, Jr., to devote full time to be- 
ing manager of heating & aircondition- 
ing products, without sales responsi- 
bility. 

In the combination of sales districts 
W. A. Dunn becomes manager of the 
New England area and’ Metropolitan 
New York; Don Shafer is manager of 
District 73 out of Pittsburgh and Ken 
O’Gorman moves to Chicago to take 
over District 76 in the Mid-west. 

Other appointments include: L. H. 
Hoelter, now new building products 
manager; Herman Johnson, now east- 
ern manager of commercial water heat- 
er sales; and John L. Stewart, West 
Coast heating and airconditioning spe- 
cialist covering nine western states 
with headquarters in Oakland, Calif. 


Sales department Promotions 
announced by Tokheim Corp. 


TWO PROMOTIONS of sales personnel 
have been announced by J. M. Hu- 
guenard, vice-president in charge of 
sales, Tokheim Corp., Fort Wayne. 
James M. Menefee moves up to 
Western Division Manager succeeding 





Shy ie 


How not to have a Coronary! You can’t pick up a newspaper or a magazine these 
days without seeing something about heart attacks, Well, here's a picture 0 
man who, we are willing to bet, will never have one. This is Carl Ru 


Paul E. Krider, who died suddenly in 
November. Menefee will supervise al} 


district managers in the San Franciggp 
Los Angeles and Seattle districts; his 
headquarters will be in San Francisgo, 
Joseph E. Hanley replaces him as 
district manager in Cleveland, O, 


Field Engineer Conferences 
are held at Airtemp Factory 


FIELD ENGINEERS for the Airtemp 
Construction Corp. recently partici 
pated in two one-week conferences 
held at the Airtemp factory, Dayton, 


Purpose of the meetings was to re 


view the airconditioning products | 
manufactured by Airtemp and to fa | 
miliarize the engineers with recent de 


velopments in the field. 


General Controls will build 
Warehouse in San Francisco 


CONSTRUCTION 


for the San Francisco branch of Gen 
eral Controls Co., Glendale, Calif. 
The new building is located at Bryant 
& Fourth. 

A factory branch office was opened 
also at 1462 Erin St., Winnipeg, Mani 
toba, Canada. Harold Lowe was ap 
pointed manager of the branch. 

Two field representatives recently 
were appointed by the company: W. 
B. “Bucky” Harris will work out of the 
Los Angeles branch; and Charles V. 
Chapman will represent the Atlanta, 
Ga., branch. 


f 4 
matos, 9] 


Lewis Oil Co., Port Washington, New York. He’s at lunch. For years he's fo 


lowed the same routine. At 1 P.M. he goes across the street to his car. 
minutes he eats. For the next 20 minutes he reads the paper. An 


For 20 


d for the last 20 


minutes—well, look at him. Down with digitalis! 
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IS UNDERWAY on a_ 
‘ showroom, sales office and warehouse 





By stay 
equipn 
grown 


One of Griffith-Consumers’ five new Mack D42P’s, with 2,500 gallon fuel oil tank. Location of company 
garage in high-priced real estate area makes space-saving feature of Verti-Lift cabs particularly attractive. 


GRIFFITH-CONSUMERS CO. ADDS NEW 


D MODEL MACKS TO ITS 


By staying ahead in service, delivery techniques and 
equipment this Washington, D. C., fuel oil dealer has 
grown into one of the East’s largest 


Prompt service is the very life-blood of the fuel oil 
business. This is a conviction that the Griffith- 
Consumers Co., has held for years. That’s why the 
‘ompany even uses an ultrashort wave radio system 
in touting servicemen and trucks to give customers 
ultra-efficient service. 


Typical of the company’s progressive attitude is 
their recent purchase of a number of Macks. They 
know through experience that Macks have the 


BIG FLEET 


stamina and rugged dependability to keep them on 
the move, with a low expenditure for fuel, main- 
tenance and upkeep. 

The D Series Macks score at Griffith-Con- 
sumers. The management likes their smart, well- 
balanced appearance and fuel economy. Drivers 
approve their maneuverability and vision, while 
the accessibility assured by Mack’s Verti-Lift cab 
gives maintenance men a real break. 

If you use cab-forward trucks over the road or in 
city delivery, it will certainly pay you to get the 
full story on Mack’s new cab-forward D Series 
from your Mack Branch or Distributor. 


MACK TRUCKS Empire State Building, New York 1, New York 








. Manutacturers Activ 


New production Plant is opened 
by Rochester Manufacturing Co. 


A NEW PLANT was opened recently by 
Rochester Manufacturing Co., Roches- 
ter, N. Y. It has a modern, straight 
line production-assembly set-up for 
handling both manufacturing and as- 
sembly operations of oilburner tank 
gauges and liquid level gauges. 

Shown in the picture is the produc- 
tion line for oilburner tank gauges. 
When the factory is completed some 
2,000 liquid level gauges will come off 
the production line in one day, accord- 
ing to Clark L. Hastings, vice-presi- 
dent. 

Located in Rochester, the new plant 
will be under the management of 


Stephen Royka. 


Sid Harvey acquires Site 
in Norfolk, Va., for Store 


LAND HAS BEEN ACQUIRED by Sid Har- 
vey Associated Companies on Argonne 
Ave., Norfolk, Va., for a new store. 
The building will be a one-story con- 
crete block structure designed for the 





efhcient handling of replacement parts 
for oilburners. 

Parking space for 25 cars will be 
provided. The present store on Colley 
Ave. will be kept open until the new 
store is ready for occupancy—some- 
time in May. 

Another store recently was opened 
by Sid Harvey, Inc., Valley Stream, 
N. Y. Located at 2116 Westchester 
Ave., Bronx, N. Y., the store will carry 
all replacement parts, particularly for 
heavy oil installations. 


Other Sid Harvey stores in the 
Metropolitan New York area are in 
White Plains, Brooklyn, Queens, and 
Mount Vernon. 


Consolidated Brass moves 


Plant to Charlotte, N. C. 


AFTER 55 YEARS in Detroit the Con- 
solidated Brass Co. has moved its man 

- ufacturing facilities to 2019 N. Tryon 
St., Charlotte, N. C. 


The present line of boiler trimmings, 








Eight Books To Solve Your Heating & Air 














Condition 


Heating & Air Cond 
to buy. 


We, therefore, have 
readers with the books 





2 West 45 


Letters are received daily from readers asking us for various 


All orders mailed postpaid. 


PRICE LIST 
(] BEACON BOILER REFERENCE BOOK ...... $4.00 
C) ESTIMATING MANUAL .........-.-050++: $3.00 


( THE SELLING MAN (Spec. Price) ......--- $4.00 
(] HEATING & AIR CONDITIONING ........ $7.00 
[] DUCT CONSTRUCTION ...........---++: $3.00 
(1 FIRST STEPS IN AIR CONDITIONING ..... $2.00 
(1 LOW PRESSURE OIL BURNERS .......--- $1.00 


Please Mail Remittance With Order! 


HEATING PUBLISHERS, INC. 


ing Problems 


itioning books which they are anxious 


compiled this list to acquaint all our 
that are available and the price of each. 





St., New York 36, N. Y. am 
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PUROLATOR MICRONIC® FILTERS used by New Jersey Oil Distributor 
Joseph D. Forte are pedestal type with flow rate of 300 gpm. 


“| know my fuel’s clean 


“Despite rust which may develop in storage 
tanks or pipes, my fuel is always clean when 
it should be —on delivery,” reports Joseph D. 
Forte, Atco, N. J. Oil Distributor. ““That’s 
because I filter it through Purolator Micronic® 
filters instead of just passing it through a screen. 
My Micronic filters intercept and remove the 
contaminating particles — even those that are 
too small to be seen by the naked eye. I know 
it’s clean — and so do my customers.” 

Home fuel... diesel fuel...any fuel can be 
contaminated in storage. And the best methods 
of freeing it of abrasive contaminants are offered 
by Purolator’s complete line of bulk filtration 
equipment, with flow rates ranging from 15 to 
1500 gpm. 

A recent addition to this line is Purolator’s 


on delivery 


curb pump filter. It has a high flow rate of 25 
gpm for diesel fuel and almost no pressure drop. 
Its development helps make’ cértain that what- 
ever fuel you filter...and whether you filter it 
at the curb or at a terminal... you can get pre- 
cisely the right filter from Purolator. 

For full details, write Purolator Products, 
Inc., 970 New Brunswick Ave., Rahway, N. J., 
Dept. B4-412. 


PURZLATOR 
hi 
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OM BURNER 


IGNITION Y ASSEMBLIES : 


dustrial ant 
residential use 


CROWN offers a complete 
line of standard oil burner 
electrode assemblies, cable 
assemblies, hardware, ter- 
minals and UL approved 
cable. Quality is the finest 
available. Ceramic insula- 
tors are UL approved. 
Prompt, efficient, reliable 
service on all orders—large 
or small. 





















Serdtee 


CROWN engineering service 
is complete. Call or write 
today for complete infor- 
mation on standard or 
custom-built assemblies. 
Literature on request. 
















Crown Engineering 
On Sen ao: Benen, | 


Key P.O RT . Nab We sce R SE ee 











... the ORIGINAL 


all-conper 
TANKLESS HEATERS 


TOPS in Sales Appeal! 


















%& Heavy Gauge Shell: Withstands higher 
pressures. 
%& Heavily Insulated: Saves fuel and betters 
performance. 
%& Octagonal Wrench Grip Tappings for tighter, 
faster connections. 
% Unconditionally Guaranteed 
for 5 Years. 
“Originators of the Copper 
Tankless Heqter" 
Write for literature: 


GERSTEIN & COOPER inc. 
Our 51st Year 
\. 1-3 West 3rd St., South Boston, Mass. 
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. . . « Manufacturers’ Activities 


such as water gauges, pop safety 
valves, compression gauge cocks, and 
special items made to customers’ blue- 
prints will continue to be offered. 


Lennox advertising Dollar 


will back New Home Field 


A LARGE PROPORTION of its current ad- 
vertising budget will be devoted to 
stimulating new home sales by the 
Lennox Industries, Inc., Marshalltown, 
Ta. 

Double-page ads will appear’ in se- 
lected consumer magazines stressing 
modern homes. “Life’s so bright when 
the air’s just right” is one Lennox 
slogan. 

Copy and pictures in Lennox adver- 
tising strongly urge the buying of new 
homes. One carried the headline: “Dis- 
cover the 7 Satisfactions of living in a 
new home of your own!” Another 
said, ““There never was a better time 





to buy that new home of your own.” 


| 

| 

| Industrial Division to expand 
| product Line for McIntire Co. 


A RESEARCH and development program 
| that has been underway for several 
| years resulted in the formation of an 

industrial division to manufacture and 

market filters, driers and other prod- 
| ucts for the McIntire Co., Livingston, 
| N. J. 
| The company has previously con- 
centrated on the refrigeration industry 
and some of the new industrial items 
are felt filter elements; dry air breath- 
ers for storage tanks; manual and auto- 
matic air, gas and liquid dehydrators; 
water separators and filter assemblies. 

An additional sales force is being 

formed to handle the new products. 









Armstrong Furnace Co. sponsors 
cooling Schools in Kansas City 


A SERIES of airconditioning schools 
was held by Armstrong Furnace Co, 
Columbus, O., in Kansas City, Mo, 
for dealers and wholesalers unable to 
attend the factory school. 


The teaching technique was the same 
as the factory school and similar equip 
ment was sent to simulate factory con- 
ditions. Each school lasted one week 

Installing, sizing and servicing 
equipment was stressed. 


Dunkirk Radiator Corp. 
builds Plant Additien 


CONSTRUCTION of an addition provid- 
ing over 7,000 sq. ft. of space for the 
machining and assembly of radiators 
has been completed by Dunkirk Radia- 
tor Corp., Dunkirk, N. Y. 


According to M. C. Reed, vice presi- 


_ dent in charge of sales, the new build 


ing will release production space for 
the building of boilers, He said that the 
increased use of baseboard radiation 
has focused national attention on hot 
water heating and created the need for 
additional facilities. 


Webster Electric Company’s Caravan 
of Service, traveling oilheating show 
room and shop on national tour. Shown 
here during a visit to Iron Fireman im 
Chicago, the Caravan during the fast 
two months of the year has made 4 
stops in 27 cities in Wisconsin, Minois 
and Iowa, resulting in direct contact 
with more than 1,000 wholesalers, 
dealers and servicemen. An average of 
25 persons a day are visiting the van, 
which began its tour in Milwaukee on 
January 3. During the 50 weeks it will 
be on the road the Caravan expects to 
reach 10,000 dealers and wholesalers 






















‘Output Up 287 


14% Hour Less Time Per Truck/Day” 


..-MORT HARRIS, 
HARRIS OIL CO. 
Portland, Maine 


LOOK AT THE RECORD! 


These White 3000’s with 2400 
gallon tankers enabled Harris 
Oil Co. to increase fuel oil out- 
put 28% per truck and reduce 
the work day 1% hours. 

Spreading delivery area and 
increasing number of stops 
made the drivers appreciate the 
maneuverability, comfort and 
handling of the White 3000. 

Gasoline consumption down, 
too! 

It’s a performance you can 
duplicate in YOUR fleet—only 
with the WHITE 3000! 


WHITE 3022’s have 145%-inch wheelbase, 6.67 
ratio, 33C6 axle, 10.00 x 20 tires, 502B transmission. 
Tankers are radio-dispatched—save space in the 
garage. 


THE WHITE MOTOR COMPANY 
Cleveland 1, Ohio 


FOR MORE THAN 55 YEARS THE GREATEST NAME IN TRUCKS 
PROVED IN BILLIONS 
OF LOW-COST MILES 


i 





. . . » Manufacturers’ Activities 


Pictured is the heating oil exhibit 

which recently won first prize as the 

best 20 ft. exhibit in the Philadelphia 

Home Show. Sponsored by the Atlan- 

tic Refining Co., it demonstrated burn- 
er service tips to homeowners. 


American-Standard Meeting 
Previews 1956 ad Campaign 
SALES PROMOTION literature and con- 
sumer advertising for 1956 were pre- 
sented at a national sales meeting at 
Elyria, O., by the Air Conditioning 
Division, American Radiator & Stand- 
ard Sanitary Corp. 

Advertising is keyed to a new ap- 
proach taking advantage of growing 
consumer approval of central cooling. 
W. H. Baker, Jr., vice president for 
sales, predicted that 1956 would be the 
biggest sales year for distributors and 
dealers in this line. 

New products presented at the 
meeting reflected the increasing popu- 
larity of air-cooled airconditioners. 
Frank P. Weil, vice-president in charge 
of manufacturing, attributed this 
popularity to the ease of installation 
of air-cooled units. 


The Division’s complete line of 
water-cooled and air-cooled summer 
units plus the full line of warm air 
furnaces was reviewed in detail and 
discussed in relation to sales strategy. 


Gulf Oil’s Boston Division 
announces personnel Changes 
CHANGES affecting 15 executives in the 
Boston Division, Gulf Oil Corp., have 
been announced by D. R. Ferris, Di- 
vision general manager. 

New district managers and their of- 
fices are as follows: A. R. Benner, Bev- 


erly, Mass.; E. J. Doherty, Forest Hills, 
Mass.; L. G. Lamplough, Portland, 
Me.; H. B. Sabin, Providence, R. I: 
and L. W. Carbonneau, Springfield, 
Mass. 

Assistant district managers areR. Y, 
Grant, Beverly, Mass.; R. B. James, 
Forest Hills, Mass.; S. M. Logan, 
and W. S. Miller, both Providence. 

R. A. Jordan has been appointed 
supervisor, merchandising and dealer 
training. W. C. Crooker is now mar 
keter, home heating and farm, and L. 
W. Curtis now supervisor, farm sales. 





up—19 ga. doors) 








More for yout Mo 


MORYSVILLE 


BEST BODY - BEST BUY 


@14 and 16 ga. Body Steel (14 ga. 
throughout for models rated 1 ton 


@12 ga. Diamond Floor Plate 
®@Heavy U-Channel Understructure 
®@Electric Welded throughout 
®Telescoping Roof and Hinged Gate Charge) 


IMMEDIATE DELIVERY © Distributors in Principal Cities 


“BODIES YOU CAN 
DEPEND ON’ TO 
LAST INDEFINITELY 


ney in 


Morysville U-2 for %,% 
or 1 ton chassis 


® Full-length Hinges with Brass Pins 

© Solidly Framed Doors and Panels 

© Recessed, Spring-loaded ‘Latches 
with Individual Locks or 


Locking Device 
© Fendix Undercoating (No Extra 
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UNSEEN QUALITY - - - 


In Sip HARVEY’S CONTROL REBUILDING 


It’s the quality of the work that you can’t 













see that determines whether a rebuilt 







Telechron : 

Field instrument will perform as well and as 
replaced long as a new one. 

with new 







Pictured here is the step by step rebuilding 
of a General Electric Master Control, 
Model A-1F2* each step according to 
G.E. specifications. 







































This work can’t be seen from the outside 

is — but it’s there and you can see it for 

7 al yourself by visiting Sid Harvey’s plant 

ce Cadmium in Valley Stream. Visitors are always 
| 4 Plated welcome. 














*Also available new because of exclusive manufacturing rights, 



































7 All Line Voltage Contacts. 
replaced with new Fine Silver. 
. Bakelite Spacers replaced 

when necessary, mechanically 
and electrically tested. 


Resistor 
replaced with new 




















Cam replaced 


if not perfect 
Transformer / 
completely 
rebuilt ie 




































































Front Plate 
es “ Coil Modernized 
— : Armatures and 
— ely replaced Cadmium 
rebui with new Plated 
GOOD LOOKS — TOO 
The appearance and the 
pack aging of all Harvey GENERAL ELECTRIC 









Rebuilt Units is in keeping omer cen 
with the workmanship 115 Volts 
put into them and a com- - 60 Cycle 
Pliment to your good WARVEY 











WD WRRNEN xc 


Service, oe 
j NOW 41 SID HARVEY STORES TO SERVE YOU 


157 
liters 
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IRON- HIDE presents the NEW FLAME- CHIEF 


Lightweight Adjustable Combustion Chamber made 
entirely of B. & W. K20 white, soft insulating fire brick. 
Super fast heating. Will stand temperatures in excess of 
The new FLAME-CHIEF baffle: a thin white 
ceramic baffle, radiates luminous heat waves in seconds 
after burner starts. Easy to install. Self-locking — no bolt- 
ing necessary. 


We make a complete line of 30 models of precast chambers. 


FLAME-CHIEF KILN FIRED PRODUCTS DIVISION: Iron-Hide Sales Co., valawen, i i. J. 





























nuts, screws,"frozen'parts 
4)...» Without breakage! 


LIQUID. 
WRENCH 


A powerful blend of quick- 
acting solvents that frees 
parts without 
breakage. Safe for all 
metals and alloys. 






“frozen” 


@eeeeeeeoeoeseoe eeeeeeeeeeesd 


Makes joints 7 — 
! 


LEAKPROOF! 







GASKET & JOINT 
SEALING COMPOUND 






Makes all assemblies 
leakproof and pressure- 
tight. Easy to apply with 


sf case & JOINT 
brush-in-handle. A 


LING COmPouNd 
———— 4 


@ NON-SOLVENT—WILL NOT HARDEN 
@ WILL NOT SHRINK, CRACK OR CRUMBLE 
@ HEATPROOF AND VIBRATION-PROOF 


Get them from your Automotive, 
Hardware or Plumbing Wholesaler! 


J=@ RADIATOR SPECIALTY CO. 


Charlotte, North Carolina 






Proved by USE! 


General Controls President says 


Industry will expand Fourfold 


WILLIAM A. RAY, president, General 
Controls Co., Glendale, Calif., recent- 
ly predicted that the $3 billion elec- 
tronic instruments and automation 
equipment will be multiplied at least 
four times within the next ten years. 

He pointed out that automatic con- 
trols represent about $600,000,000 a 
year in business, and are increasing at 
the rate of about 15°% a year. “Within 
ten years it will approximate today’s 
radio and television sales.” 

General Controls recently surveyed 
the 900 firms in the automatic controls 
and instruments industry and found 
that 10% are doing 80% of the busi- 
ness. 

Ray is of the opinion that the 
American worker need have no fear 
of automation. “Automatic controls 
now known or visualized,” he said, “do 
no more than relieve the tedium of 
repetitive effort . . . Some workers will 
be relocated, but the efficiencies gained 
will so broaden the manufacturing 
base that these same workers will be 


_Ind., receives a wrist watch from Wal 


exposed to better vocations and conse: 
quent higher living standards,” 


















Everett Agan (left), india 







ter Blake, dealer sales manager, U. 5. 
Machine Division, Stewart-Warner 














Save Money with OLSON'S THROTTLE CONTROL 





"INCREASES ENGINE SPEED ONLY WHILE LIQUID IS FLOWING" 


Hand throttle adjustment not necessary. Engage pump, engine will stay at idling 
speed. Put nozzle in fill pipe and open, then engine speed is increased auto- 


matically to most efficient pumping speed. By automatically decreasing engine 
speed, when not pumping oil, you will save two or more hours a day of engine 
If compartment runs dry, or oil stops 
flowing, engine automatically returns to idling speed. A tee is installed any- 
where convenient in the discharge line of pump. Throttle control is easily installed. 


and pump wear. You will save gasoline. 


Price of Control is $34.50, F.O.B. Raynham, Mass. 
antee. Give size of discharge line when ordering. 


Don't wait—start saving NOW! 


OLSON THROTTLE CONTROL ¢ Box 87, Broadway ® Raynham, Mass. 


Thirty day money back guar- 
It will soon pay for itself. 





Discharge Line of Pump 






Corp., Lebanon, Ind. Agan was D, 
named “Salesman of the Year” among 
the 60-man national force of district ” 
sales managers. His territory is in - 
southern Indiana and includes border cle 
counties in Kentucky and Olio. wi 
j 
au 
the 
oP 
jot 

Metel Strip Attached te 
Throttle Red ] 
Adjustment nute in ¢ 





Vacuum Contre 














Vecuum Manifold Connection 
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Larger unrestricted 
waterways than any 


other hot water valve 


rr. 


<~— 





eens poe 
Lie 





Graduated balance control— 
from full open 


to any degree of closure 


Dunham Valves and Fittings 
So different=they’re patented! 


Dunham Circulator Valves (pat. pending) have a larger free water- 
way area than any other hot water valve to assure you full flow with 
minimum friction and circulator load. These new valves are self- 
cleaning and have a new T-type handle that fully opens and closes 
with 14 turn. 
Dunham Balancing Fittings, \ike Dunham Circulator Valves, have 
aunique sloping valve seat that modulates flow far more accurately 
than the usual vertical seat. You get full balance control from %4 
open, 2, % to full open... for faster balancing on any hot water 
job with fewer “callbacks.” New Dunham Vent Tee. Complete line also 


° ° ‘ ° Ives, Balancing El- 
F includes Circulator Va \ g 
or full information on the most complete line in the hot water hows and Siitues, Galen miae ens Gis 


industry, clip and mail the coupon. nectors. Straight-way and angle patterns. 


MT gy MEATNG & comune scram. 
te Chicago 6, Illinois 
EQUIPMENT es Send aaa a Hot Water Line Literature 
| el EE AR: 2 eT oe ea a 


RADIATION * CONTROLS ¢ UNIT HEATERS * PUMPS * SPECIALTIES = Firm ———————— - 
i a a 
City Peaiony ©. Ms. PERSE 


Pricloil & 159 
oilheat, 


C. A. DUNHAM COMPANY e CHICAGO « TORONTO « LONDON 




















1 wHOO? 


MAKES CONTROL 
INSTALLATION | 
EASIER ? 
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See Page 171 









Plomb Tool Co. acquires 
TAC ratchet wrench Line 


CERTAIN ASSETS of the Tubing Appli- 
ance Co., Inc., including patents and 
inventories of TAC ratchet wrenches, 
has been acquired by Plomb Tool Co., 
Los Angeles, Calif. 

The wrenches will now carry the 
trade name PROTO-TAC. All physical 
assets involved have been moved to the 
Los Angeles plant where manufacture 
of the wrenches has been started. 


GE’s Product Planning Unit 
is headed by Frank H. Faust 


THE MARKETING research section of 
the Air Conditioning Division, Gen- 
eral Electric Co., Bloomfield, N. J., has 
been decentralized. In the commercial 
and industrial airconditioning depart- 
ment, the marketing research function 
has been combined with product plan- 
ning to form a new section headed by 
Frank H. Faust. 

The new section will coordinate en- 
manufacturing, financial 


gineering, 


LITE-CAST 


COMBUSTION CHAMBERS 
Me) lem aia = “i 


QUICK HEAT 





‘MONOGRAM has... 


Furnaces. 









CURE DRAFT TROUBLES 


TJERNLUND 
“Auto Draft" Inducer 


No smokepipe obstruction, just: 
cut a rectangular slot in smoke-' 
pipe and band on. 
Can be mounted horizontally 
or vertically. 





Save Fuel, Service Calls, 
Customer Goodwill 


TJERNLUND MFG. CO. 
2140 Kasota, St. Paul 14, Minn. 


























137 Standard Designs and ° 
sizes of LITE-CAST Insulating 
Refractory Combustion Cham- a 
bers for ALL Boilers and 


75 TO 12 GALLONS PER HOUR 


MONOGRAM PRODUCTS CO., INC. 


731 NORTH 35th STREET, PHILADELPHIA 4, PA 


Charles M. Cassidy, former plant 
superintendent, is now chief engineer: 


and market planning in the develop- 
ment of new products and product 
changes. It also will analyze market | Warren J. Nelson was promoted to 
trends as a basis for product develop- _— production manager; and Harold J, 
ment. Hegman now fills the post of purchas 
Faust joined the company in 1926 ing agent. C. A. Halverson, Jr., treas 
and is credited with the development urer, was elected to the board of direc- 
of the first self-contained room aircon- tors. 
ditioner. He also was editor-in-chief of 
‘Handbook of Oil Burning,” published 
by the Oil-Heat Institute of America. 
Associated with the section are Wil- 
liam H. Schwartz, Alfred Lieberman, 
W. W. Cain and R. E. Sestero. 


White Motor introduces Trucks 
at nationwide sales Meetings 


AUTOCAR TRUCKS got a big boost at 
sales meetings conducted across the na: 
tion by The White Motor Co., Cleve: 
land 1, O. Additions to the line were 
introduced. 

Among the company officials attend: 
ing the meetings were K. A. Roesch, 
general manager; M. H. Anderson, 
Cleveland regional sales manager; and 
Harry L. White, sales manager. 

M. L. Habzda has been named su 
pervisor of industrial and general ac 
count sales in the service division, 
White Motor Co. He will be respons’ 
ble for the sales development of the 
industrial engine program. 


Premier’s doubled Production 
results from plant Expansion 


DOUBLED PRODUCTION has resulted 
from a newly completed plant expan- 
sion program by the Premier Co., St. 
Paul, Minn. Four personnel changes 
also were announced by the company. 
A 6,000 sq. ft. addition has been 
constructed on the main plant, pro 
viding space for the manufacture of 
two new products in the line of vac- 
uum cleaning equipment and tools. 









TONGUE & GROOVE | 


cue yz SOOT A WAY 


HIGH | 
SIDE WALLS = 
| CLEANS ALL OIL & GAS FIRED 


DOUBLE SEAL FURNACES — BOILERS 
BETWEEN 
FLOOR & WALLS 


Harmless to A Heating Plant 
Removes Soot Down to Metal 
AVAILABLE—1%, 3, & 25 LB. SIZES 





PRE-CAST FLOOR 
DEALERS—JOBBERS INQUIRE 


AMBER-ROSE INDUSTRIES 
3118 NO. MILWAUKEE AVE. 
CHICAGO 18, ILLINOIS 


AIR SPACE 
BENEATH FLOOR 
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Future plant site Purchase 
approved by Viking Pump Co. 


4 40-ACRE-TRACT of land has been pur- 
chased by the Viking Pump Co., Cedar 
Falls, Ja., for future development. The 
action was approved by the board of 
directors, and present plans call for 
consolidation of the company’s divi- 
sions. 

Currently Viking Pump operates 
from three locations all in Cedar Falls. 
Placing all operations at one site will 
permit greater efhciency of manufac- 
turing, and allow for anticipated ex- 
pansion. 


Minneapolis-Honeywell opens 
Subsidiary in Vienna, Austria 


A NEW SUBSIDIARY, Honeywell G.m.- 
bh. has been established by Minne- 
apolis Honeywell Regulator Co., Min- 
neapolis, Minn., to provide sales, engi- 
neering and service facilities for all of 
Austria. It will be managed by Ing. 
Dr. Kurt Bebauer, formerly Honey- 
well’s distributor in Innsbruck, Ger- 
many. 


The Austrian subsidiary will be part 
of the Central European region of the 
International Division. Leo DeBruyn, 
Zurich, Switzerland, manages the di- 
vision which includes offices in West- 
ern Germany, Switzerland, Austria 
and Liechtenstein. 


Mercoid Corp. publishes its 
new Catalog for the Trade 


CATALOG NUMBER 856, issued recently 
by Mercoid Corp., Chicago, IIl., pre- 
sents the company’s line of automatic 
controls for heating, refrigeration, air- 
conditioning and industrial applica- 
tions. The controls feature sealed mer- 
cury contact switches. 


Each control, with accompanying 
description, specifications and engi- 
neering data, can be located readily by 
a dual index included in the catalog. 
One index lists the controls alphabeti- 
cally by type and application; an ac- 
companying index contains a similar 
listing by page number according to 
model number of individual controls. 

Categories include pressure controls, 
temperature controls, relays, fan and 





limit controls, liquid level controls, 
damper motors, thermostats and oil- 
burner controls. 


Robertshaw-Fulton opens sales 


Offices in Chicago, New York 


SALES OFFICES have been opened by 
Fielden Instrument Division, Robert- 
shaw-Fulton Co., Philadelphia, Pa., in 
the Chicago and New York areas. 
Sales of the division’s industrial in- 
strumentation products were formerly 
handled by manufacturer’s representa- 
tives. 

The New York office is located at 44 
Grand Ave., Englewood, N. J., and 
Austin Platt is the eastern region sales 
supervisor. The Chicago office is 
headed by Robert Edsall and is in the 
Merchandise Mart, Room 1113. 


Jersey motor Manufacturer 
acquired by Ohio Electric 


ACQUISITION of Kingston-Conley, Inc., 
North Plainfield, N. J., has been an- 
nounced by Ohio Electric Mfg. Co., 
Cleveland. Patents, trademarks, tools, 
dies, inventory and plant manufactur- 








Model D.1 
(Baseboard) 
Diffuser Register 
Also Model D-2 (Wall 


and grilles, 








(Whistleproof) 


MODEL R — High Velocity, High 
Efficiency Return Air Grille. | 
89% Free Area. 


Any Size Desired. 





Besides Diffuser Type registers the National 
ine includes all types and sizes of registers 
Write for Catalog. 





Series 555 


SIZES: 
10x4  §2x4 = 14x4 
10x5 12x58 14x5 
10x6 12x6 14x6 












ONE SIZE. 


is hottest... 











Corrosion Resistant 
Stainless Steel 
Vapor Pan 4” x 15” 


. ONE KIT ASSURES Lowest 
cOosT INSTALLATION AND MINIMUM 
INVENTORY EXPENSE 


Vaporite No. 555 Humidifier comes completely assembled in 
one package. No extras to buy... 
no extra holes to cut... 


NEW IMPROVED VALVE — Provides more positive drip- 
feed thermostat operation. Water drips fastest when furnace 
pan is dry when furnace is cold. Adjustable 
for precise vaporization needs of each installation. 


Write for Catalog FO-4 


AUTOMATIC HUMIDIFIER CO., Cedar Falls, lowa 


Fits any straight side , 
~ warm air furnace} 


no parts to assemble... 
no pan leveling or tricky mounting. 









































Use “CRESCENT PARTS” Service _ 


Serving St. Louis Trade Area 


“FACTORY REBUILT" Repair Exchange con- 
trol service on all popular makes at regular 
manufacturers list prices and trade discounts. 





CONTROLS 
Minneapolis- Honeywell 


White- Rodgers MAIN OFFICE 
Detroit @ Portex 
Penn 


St. Louis 10, Mo. 
BRANCH 
1140 St. Louis Ave. 


Mereold + General East St. Louis, Ill. 





Crescent Parts and 
Equipment Co., Inc. 


825-831 S. Boyle Ave. 





OIL—GAS—STOKER 
Parts & Controls 
Installations Materials | 
& Accessories 


Heating Specialties 
HEATING 
(ore) 4-20) -e-W Ele), | 








ESTABLISHED 


FAST VENTING VALVES 
for every 


Steam Heating System 


s > ‘ ‘ 


990000 





ing facilities for electric motors and 
other rotating electrical apparatus was 
included. 

Present personnel and staff will be 
retained, and the company will be 
operated as a wholly-owned subsidiary. 


American-Standard Division 
wins Award for plant Safety 


COMPLETING a one-year contest period 
without a single disabling injury, the 
Air Conditioning Division, American 
Radiator & Standard Sanitary Corp., 
Elyria, O., is the plant winner of 
Group C, light fabricating division, 
metals section, according to the Na- 
tional Safety Council. 

This is the second time in recent 
months that the Division has been cited 
for its safety record. 

The Division also announced the 
appointment of William H. Clayton 
as district manager for the Southern 
United States. He will be responsible 
for sales and engineering services to 
distributors and dealers throughout the 
South. 


Mathes enters Northeast Market 
with its airconditioning Line 


THE MATHES CO., a subsidiary of the 
Glen Alden Corp., formally intro- 
duced its airconditioning line in the 
Northeast at a showing in New York 
City, early in February. 

The company formerly had concen- 
trated its marketing in the southern 
states. Main attraction in the show was 
the “‘slim-line” domestic cooling line. 
Also introduced was a broadened line 
of commercial units. 

Following the New York presenta- 
tion, a showing was held in Philadel- 
phia and another was held in Wash- 
ington. 


Reps named by Orr & Sembower 
to widen distribution Network 


SALES REPRESENTATIVES have been ap- 
pointed in Nashville, Tenn., New 
Rochelle, N. Y. and Louisville, Ky., 
to expand the distribution network of 
Orr & Sembower, Inc., Reading, Pa. 
Boiler Supply Co., Nashville, will 
handle the sales of Powermaster pack- 


aged automatic boilers in Tennessee. 
The Claude A. Gates Co., New Ro 
chelle, will serve Westchester county 
and adjacent townships in Connecti 
cut. Halmar & Co., Louisville, wil 


serve central and western Kentucky, 


. Sales office Managers hear 


Trane’s °56 operating Plans 


MORE THAN 30 talks during a recent 
two-day meeting revealed the com 
pany’s 1956 operating plans to sales 
ofice managers of The Trane Co, La 
Crosse, Wisc. 

Donald CC. Méinard, president, 
opened the meeting. Tours of the re 
search laboratory and plants brought 
the men up-to-date on development 
projects and expanded plant facilities 

Among the new products unveiled 
were a redesigned line of self-contained 
airconditioners; a new centrifugal fan 
line; and improved line Type “C” cor 
vectors; and an expanded line of cen 
trifugal water chilling units for big 
building airconditioning systems. 








NEW YORK TECH 


America’s Foremost School . . . Famous for teaching 


OIL BURNER 


HAY WARD 
Rotary Atomizing Burners 


Boiler-Burner Units 


¥% to 12 Gph 





INSTALLATION AND SERVICING 
Also Courses in: REFRIGERATION & AIR CONDITIONING 


NEW YORK TECH whether you have 
MEN TO TRAIN, or 
NEED TRAINED SERVICEMEN 


cait or write NEW YORK TECHNICAL INSTITUTE est. 1910 


A Division of N.Y. Institute of Technology 
A non-profit educational institution 


500 Pacific St., Brooklyn, N. Y. © MA 5-6220 





Remember 


400 to 730 Sq. Ft. EDR Steam 


Pressure Atomizing Burners 
% to 10 Gph 


Boiler-Burner Units 
200 to 2000 Sq. Ft. EDR Steam 
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Write for franchise information: 


HAYWARD OIL BURNER corP. 
Kirkland Street, Cambridge, Mass. 
Factories in Brooklyn, 
N.Y. and Taunton, Mass. 

















ESTIMATING HEAT RADIATION 
IS SIMPLE AND QUICK 


with 
) BEACON RapiATION Book 























: Price 
E Ss 

e. $4.00 . ; 
4 Thousands of ety 
} Heating Men S bpa 
ill ° E X - CEILING HEIGHT - 
use this book S P. 7? gt gt 10" 11" 128 

each day and 3 st 3 42 4F 1 55 GO 

HW 58 6 ae” 
say, “What A er 4 a9 
Big Time Saver.” 
4 Ord today! 
» reer yours rogay: 6 ou pocket-size book shows the required radia- 
: tion for all rooms of ordinary size with from 
one to three windows, one to three exposures, and 

nt, : re ae 6 oy Se as every combination of walls exposed. Figures are 
i ey NG , | based on calculations of the space by the Btu method 
ad ° ) ) N {( ()\ HMI on a 0° to 70° design temperature. A table shows 
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qT corrections for other design temperatures. 
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an | Steam and hot water radiation required for every 
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big 175 tables. 


and HEAT LOSS GUIDE 


sa Compted by Other sections of the book show the square feet 


EDWARD BECKENSTEIN 
ot 


ws 6 o> of radiation in each section of radiators of various 

aS econ rinting {| 

= ae | styles and designs. A wealth of information on 
ee | | tequired radiation that can be carried easily in a 


HEATING 


pocket or brief case, or used as a desk reference. 


PLEASE MAIL REMITTANCE WITH ORDER! 


|| HEATING PUBLISHERS, Inc, © isc 



























@ Fuel-Unit Parts 

@ M. H. Control Parts 
@ Electrodes 

® Gaskets 

@ Bellows 


BUckminster 4-1330 





Regional sales Meetings held 
for C. A. Dunham sales Reps 
FOUR REGIONAL MEETINGS were held 
for sales representatives of the C. A. 
Dunham Co., Chicago. The meetings 


were held in Chicago, New York City, 
Memphis and Salt Lake City. 


Dunham’s Vari-Air systems were 
demonstrated, and the company’s ex- 
tended sales program and 1956 adver- 
tising plans were discussed. Speakers 
were W. S. Browning, vice-president, 
sales; N. F. Sorgenfrei, sales manager; 
Lewis Smith, sales specialist; J. S. 
Gregory, assistant sales manager; and 
E. C. Jepson, advertising manager. 


Honeywell names new Managers 
in Des Moines and Fort Wayne 


NEW MANAGERS have been appointed 
for the Des Moines and Fort Wayne 
sales ofhces by Minneapolis-Honey- 
well Regulator Co., Minneapolis, 
Minn. 


John Bain has been promoted to 
branch manager in Des Moines. Gor- 


> FREE! 


HYDROVALVE’S NEW (956 CATALOG 


Completely Illustrated with Oil Burner Service Parts and Tools 

@ "Controlled Tension" 
Ignition Wire Terminals 

@ Service Tools 

@ Shaft Seal Assemblies 

@ Accessories 

Available from Your Jobber or write for your FREE Catalog To-day. 


HYDROVALVE COMPANY, Dept. F. 


1319 UTICA AVE., BROOKLYN 3, NEW YORK 
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don Klossner will manage the Fort 
Wayne office replacing George Stef- 
fins, who earlier was named manager 
of the Memphis office. 

Frank Neal has been named west- 
ern market sales manager for schools; 
Dick Beaubien is now branch commer- 
cial sales manager in Los Angeles; and 
Bob Hoefer is now branch commercial 
sales manager in Cincinnati. 


New sales Office in Canada 


established by York-Shipley 


A SALES OFFICE, York-Shipley of Can- 
ada, has been opened at 215 Haborn 
Road, Cooksville, Ont., near Toronto, 
by York-Shipley, Inc., York, Pa. 
The organization will market the 
company’s complete line of industrial 
and commercial packaged steam gen- 
erators, factory-coordinated fuel-burn- 
ing systems, rotary oilburners, and oil- 
fired residential heating systems. Har- 
old W. Blakley, formerly assistant 
sales manager of Babcock-Wilcox and 
Goldie-McCulloch, Ltd., will be sales 


manager. 


Heating equipment Showroom 
opened by Preway in Chicago 


PERMANENT SHOWROOMS have been 
opened by Preway, Inc., Wisconsin 
Rapids, Wisc., in Room 1198, Mer. 
chandise Mart, Chicago. On display 
will be all of the company’s major 
products in the heating and kitchen 


appliance field. 


Richard G. Becker, central district 
manager of sales, is in charge of the 
showroom. Among the products dis 
played are the company’s new oil space 
heaters and Vectaire electric space 
heater. 





Cleaver-Brooks Burner Division 
names 17 exclusive Distributors 


THE BURNER DIVISION, Cleaver-Brooks 
Co., Milwaukee, Wisc., has appointed 
17 exclusive distributors of oilheating 
equipment. 

They are Central Burner & Equip 
ment Sales & + Service, Marshfield, 
Wisc.; E. A. Cornely, Inc., San Fra 
cisco; Graham & Garretson Burner 
Co., Ottumwa, Ia.; Hev-E-Oil Burner 


—— 
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WEATHERALL ENGINEERS, INC. 


478 Smithfield Ave. 


Providence, Rhode Island 


OIL HEAT 

is BEST of 
ALL---- 
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6 PIECE ASSEMBLY 
SAVES YOU TIME! 


Get more jobs done, increasé 
your profits, install NU STAND- 
ARD KOLBKAST COMBUS- 
TION CHAMBERS. Six piece 
tongue-and-groove assembly fils 
easily, quickly, snugly. This top 
quality chamber comes in five 
standard sizes to meet all your 
job requirements. Write for de- 
tails, 
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_, .» Manufacturers’ Activities 


Sales Co., Hingham, Mass.; John 
Kalmacoff Agency, Victoria, B. C., 
Canada; Larry & Chuck’s Heating 
Service, Portland, Ore.; Gordon Lath- 
am, Ltd., Vancouver, B. C.; Mathews 
Sales & Service, Inc., Portland, Me.; 
and T. E. Matthews & Brother, Mar- 
tinsburgh, W. Va. 

Other distributors are Muesing- 
Merrick Coal & Co., Inc., Indianap- 
olis; McCartney-Denver Co., Denver; 
Harry E. Nason, Auburn, Me.; Reli- 
able Oil Heating Service, Benton Har- 
bor, Mich.; Webber Oil Co., Bangor, 
Me.; Wiedenhoft Plumbing & Heat- 
ing, Walworth, Wisc.; Wisconsin Ice 
# Coal Co., Milwaukee; and Zenith 
Sales Co., Eau Claire, Wisc. 


' #0 

, R. G. Miner, Jr., E. T. Neubauer 
: and A. M. G. Moody have been named 
y chief engineers, The Trane Co., La 


Crosse, Wisc. Miner heads the con- 
trols and electrical phase and has been 
with the company since 1933. Neu- 
bauer came to the company in 1948 
to organize development of reciprocat- 
ing compressors. Moody joined Trane 


in 1952 and is responsible for design 
and development on the CenTraVac, 
a centrifugal water chilling unit for 
airconditioning units. 


Alfred R. Howard has been ap- 
pointed retail sales manger, home prod- 
ucts division, Minneapolis- Honeywell 
Regulator Co., Minneapolis, Minn. He 
will be in charge of sales of automatic 
devices for the home through hard- 
ware and other retail outlets. 


Edward H. Petersen has been 
elected treasurer, Crane Co., Chicago. 
He joined the company in 1936 and 
has been assistant treasurer since 1953. 


D. H. Shoemaker has been promoted 
to branch manager of the district sales 
headquarters in Philadelphia, Meter 
and Valve Division, Rockwell Manu- 
facturing Co., Pittsburgh, Pa. 


John L. Bricker has been appointed 
to the new position of director of mar- 
keting, Whirlpool-Seeger Corp., St. 
Joseph, Mich. He will be responsible 
for sales, advertising, merchandising 
and market research. C. B. Mitchell 


has been made product specialist, air- 
conditioners, for the eastern region. 


Brewer I. Glenn has been made zone 
sales supervisor, Midwest District, 
York Corp., York, Pa. He has been 
with the company for three years and 
his headquarters will be in St. Louis. 


L. B. McKnight, president, Chain- 
Belt Co., Milwaukee, has been elected 
a director of The Heil Co., Milwaukee. 


Leslie C. Johnston, 33, vice-presi- 
dent, Char-Gale Mfg. Co., Anoka, 
Minn., died in Minneapolis on March 
6 of leukemia. He was the son of C, L. 
Johnston, owner and president of the 
company, and began working at the 
Char-Gale Co. in Minneapolis at the 
age of 12, wrapping registers. He con- 
tinued with the firm in various capaci- 
ties throughout high school and col- 
lege, left for a tour in the Coast Guard 
from 1943 to 1946. Afterward he re- 
joined the company and in recent years 
was in charge of the sales end of the 
business. Surviving are his wife, three 
children, his parents and two brothers. 





| Whistles 
i Stops Automa 


Fast Action Air Release — Exclusive by- 
Pass design eliminates danger of pressure- 


ier shocking tanks. 
ie New Improved Design — engineered for 
= years of trouble-free performance. Uncondi- 


lionally guaranteed against all defects. 


Lowest Cost — and it pays for itself after 
the first few deliveries. 


Made of high-grade gray cast iron. Universal 
design—for 1%,” and 2” tank openings—and 
"4" vent pipe. For all tanks whether horizon- 
lally or vertically mounted. 


See your local jobber or write for literature. 






Bonded against patent 
infringements. 
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Distributor territories available. 


A.C.E. ACCESSORIES 


Division of Kresno-Stamm Manufacturing Co. 
’ Palisades Park, N. J. 
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KINGSLEY 

Oil Burner 

Ignition 
Kit 


Is Full! 





Contains: 


trodes 





es 
trodes 
trodes 
+ 
Patent Pending vedes 





2—6x9/16 Stand. Male Elec- 

2—5x9/16 Stand. Male Elec- 
trodes 

2—4x9/16 Stand. Male Elec- 
t 

2—4'/4x7/16 Stand. Male Elec- 

2—5x9/16 Stand. Female Elec- 

2—6x9/16 Stand. Female Elec- 


2—5x9/16 Stand. Male Por- 







Complete 
Kit 
Only $21.95 


Kit, Less Rajah Tool ...$16.95 
Kit Only, Less Contents ..$ 3.95 


2—4x9/16 Stand, Male Por- 
celains 


2—4'/4x7/16 Stand. Male Por- 
celains 


24—CT Rajah Terminals 
24—R2 Rajah Terminals 
12—A/C/T Rajah Terminals 
12—10/32 Rajah Studs 

20 Ft. 7mm Ignition Cable 
1—Rajeah Hand Crimping Tool 
1—KINGSLEY Metal Contain- 


er, 11/2'' wide x 101/2"' 
deep x 1%"" high 


424 HOWARD AVE. 
DEPT. 219 
NEW HAVEN, CONN. 
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It’s the Heat... 
not the Humidity 
(Begins on page 69) 

quite generally that values between 
30% and 50% are most desirable for 
health and comfort. The upper part 
of this range (40% to 50%) is not 
too practical due to condensation on 
window panes. 

However, with storm sash or double 
glazed windows, a 35% to 40% rela- 
tive humidity should not produce too 
much condensation, except in extreme- 
ly cold weather. Maintenance of a 
30% to 35% range is recommended 
for the average home. Homeowners 
may be encouraged to make their own 
tests for relative humidity of their 
homes. It would encourage their inter- 
est, and doubtless serve as a sales as- 
sist for equipment to correct the de- 
ficiency. 

In the average automatically fired 
warm air furnace, water pans are in- 
effective. The temperature of the water 
is comparatively cool and not nearly 
enough water is evaporated to raise 
the relative humidity to the desired 
percentage. In addition, unless the 






































water feed to these pans is automatic, 
the water pans are likely to be empty 
more often than full. 

The effective evaporating surface of 
these pans may be increased by using 
humidifier plates which have their low- 
er ends in water, and the upper parts 
in the warm air stream. Capillary ac- 
tion keeps the upper end of the plates 
moist and this moisture is carried into 
the living part of the house with the 
warm air. These humidifier plates 
should be made of some material which 
will be porous enough to give good 
capillary action, yet is not subject to 
excessive corrosion by the chemicals in 


water. Glass fibre plates have been 
found efficient, but even they become 
clogged by sediment. They should be 
cleaned frequently and replaced a 
intervals, 

Once the homeowner has been made 
aware of how much the proper rela. 
tive humidity in his home in winter 
contributes to the health and comfort 
of the family, together with the result. 
ant economy on fuel bills, it won't be 
dificult to get his signed order for 
humidifying equipment. 


0, 
“9 


Rae M. Broker has been appointed 
assistant sales manager, industrial hose 
coupling sales, Merchandise Division, 
Scovill Manufacturing Co., Water. 
bury, Conn. He joined the company 
in 1951 and has been a salesman with 
the New York office since 1954. 


James C. Loucks has been appointed 


to the research laboratory staff, Ameri’ 


can Society of Heating and Air-Con- 
ditioning Engineers, New York. He 
will assist the director of research in 
presenting programs to industry. 
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— CONDENSATION 
The WIGWAM-THERMCAP improves combustion — 
‘XY thus saves fuel. Looks good — is good. Keeps entife 


chimney dry. Has no moving parts to wear out. Saves 
costly repairs. Poor draft is dangerous; good draft meaas 
economy. The patented principle of WIGWAM-THERM- 
CAP creates a draft-pull at the chimney top. ADAPTABLE 
TO ALL CHIMNEYS. 


Special WIGWAM-THERMCAP representatives’ contract ovalletle 
to qualifying dealers. Write for complete information, literature 
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Volt-Amp Tests for 
Servicemen 2 
(Begins on page 79) 
therefore on the verge of giving 
trouble. 

The “doughnut” device (it has a 
hole in the center) in Diag. 5 bears 
the actual name of “Triple-Purpose 
Amprobe-Energizer Model A-40.” Its 
yse saves you, for one thing, the bother 
of splitting a double-conductor appli- 
ance cord so you can use the snap-on 
ammeter on just one wire. 

Uses of the “doughnut” device, 
Diag. 3: 

1, Plug its two prongs into any wall 
or similar receptacle, then plug the 
current-using appliance into the dough- 
nut properly, and you can obtain on 
the 25-ampere scale of the clamp-on 
ammeter a direct reading of the am- 
perage load of the appliance. You plug 
the appliance plug properly into the 
doughnut for this; the plug can be in- 
srted into the doughnut two ways, for 
the doughnut has three slots for the 
prongs of plugs. You apply the clamp- 
on ammeter to the doughnut as the 
drawings and diagrams show. 





2. For low amperage loads of under 
2.5 amps, plug the appliance into the 
slots of the doughnut which are 
marked “Divide Amperes by Ten.” 
Use of these slots multiplies the sensi- 
tivity of the clamp-on ammeter by ten 
times, so that a reading of 20 amperes 
on the instrument means the appliance 
is drawing 2.0 amperes. You divide the 
instrument reading of 20, in this in- 
stance, by ten to find out the current- 
draw of the appliance, which is the 2.0 
amperes. 

3. The third use of the doughnut is 
shown in Diag. 6. Here it provides a 
safe, easy way to read the voltage at 
the receptacle into which it is plugged, 
either with no load on the doughnut, 
or with an appliance plugged into it. 

Plug a % hp windowsill air-condi- 
tioner into the doughnut with the volt- 
age being read as Diag. 6 shows, for 
example, and you can find out instant- 
ly if the heavy load caused by turning 
the compressor on results in an objec- 
tionable voltage drop at the receptacle. 
You can find out easily in a matter of 
seconds if the windowsill air-condi- 
tioner is fed by wires large enough for 








its proper performance, or needs a cir- 
cuit of its own made of heavier wires. 

Going back to Diag. 4, use this am- 
pere-checking arrangement to check up 
on your wife’s automatic electric iron 
or on any other appliance equipped 
with a thermostat that you can’t in- 
spect easily. Current flow will be re- 
ported by the ammeter only while the 
thermostat is snapped “on” and there- 
fore the appliance is using current. 

The clamp-on ammeter, without the 
doughnut, can be used similarly to 
check the on-off cycling of a thermo- 
statically controlled fueloil heater on 
an installation using No. 5 or 6 fueloil. 
Simply clamp the ammeter on an elec- 
tric wire. that gives current to the 
heater. The needle will report on the 
action of the heater’s thermostat. 

We'll break off the discussion on 
volt-ampere tests here and continue it 
next month. 


>, 
“9 


Dick Batlan has been appointed rep- 
resentative in the New York area, Tork 
Clock Co., Inc., Mount Vernon, N.Y. 
He succeeds the late Arthur Kempton. 
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... and flawless! 


GEM Combustion Chambers are die formed from hi-grade 

lightweight insulating materials and then kiln-fired to with- 

stand 2300° F temperatures . . . that’s why they’re “tough” 

and give years of “flawless” performance. GEM’s construc- 

guarantees high combustion efficiency and excellent 
with high or low pressure burners. 

The universal design of GEM Chambers enables fast and 
easy installations in any boiler or furnace. The scientific 
“float packaging” used assures maximum protection from 
breakage. Enjoy GEM’s many advantages on your jobs— 


designs to meet furnace and boiler manufac- 
tions are our specialty. Inquiries are 


CALLS FOR YOU 


complaints. 


V BETTER HEATING 





washable filter. 





GE 


CLAY FORMING CO. 
Sebring, Ohio 





© Phone: 8-6141 





V FEWER EMERGENCY 


RENEW FILTER Signal warns 
in advance of furnace troubles 
developing from dirt-clogged 
air filters—eliminates the 
most common cause of service 


FOR YOUR CUSTOMERS 


RENEW FILTER Signal tells 
when it’s time to replace dirty 
filters—guarantees clean, 
comfortable heat at all times; 
worthwhile savings on fuel 
and cleaning bills; protection 
against furnace damage. 


Gacharach FILTER 


Fits all types of heating and cooling units. 
Accurately adjustable for any kind of replaceable or 





Cs 


GAUGE 


Easy to install. Drill 4 holes and mount—no connection 
across filter—no electrical connections. 


Suggested Retail Price, $6.35 plus installation charge. 


igs of RADIANTS * BACKWALLS * STOVE LINERS 4a BACHARACH INDUSTRIAL INSTRUMENT CO. 
: IN CHAMBERS © INSULATING BRICK ¢ ELEMENTS FG-4a 7301 PENN AVENUE © PITTSBURGH 8, PA. 
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@.What’s One of Oilheating’ 
AA. Oilheating Service! 


@.What’s Happening NOW | 
AA. Get ALL the Answers i 











One of America's Largest Oilheating Schools, Training 
1500 New Service-Installation Men a Year, Reports: 


Dear Mr. Steedle: 


“, » » You know, of course, that we have received quite a number of 
enrollments over a period of years from oilheating dealers and serv- 
icemen, directly attributable to the advertising we have done with you 
on our oilburner service installation courses. As a result of this ad- 
vertising effort, we have enrolled students from as far away as Penn- 
sylvania, Maryland, and upper Connecticut, in addition to those who 
live and work in Greater New York. It is evident that your readers 
are keenly interested in keeping abreast of the latest oilheating de- 
velopments. Needless to say, we are quite happy with FUELOIL & 
OIL HEAT as a medium.” 


—Alexander Schure, President 
New York Technical Institute 


Third Ave., Pacific & Dean Sts. 
Brooklyn 17, New York 


Advertising forms will be open until April 10th 
May We Reserve Space for You? 
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MANUFACTURERS OF OILBURNERS AND UNITS 


(Part 1. Listed by types of equipment) 


Boiler-Burner Units 


Hot water, atomizing vertical rotary 
Brown Oil Burning Eqpt. Co., Cambridge 
39, Mass. 
Clayton Mfg. Co., El Monte, Calif. 


Fano-Flame Oil Burner Co., Huntington 
Park, Calif. 

General Heating Products Co., Philadel- 
phia, Pa. 


Hayward Mfg. Co., Inc., 

Hayward Oil Burner Corp., 
Mass. 

fron Fireman Mfg. Co., Cleveland, Ohio. 

La Salle Oil Co.. Inc., Seattle, Wash. 

Marietta Metal Prods. Corp., Marietta, Pa. 

Petro, Cleveland, O. 

Republic Products Co., Philadelphia, Pa. 


3rooklyn 31, N. Y. 
Cambridge, 


Hot water, high pressure burner 


Acme Heating Div., W. Hartford, Conn. 

Airflame, Inc., Waukegan, IIl. 

Airtemp Div., Dayton 1, Ohio. 

Aldrich Co., Wyoming. Ill. 

American Rad. & Std. Sanitary Corp., Pitts- 
burgh 30, Pa. 

Ames Iron Works, Inec.. Oswego, N. Y. 

Anchor Div., New Albany, Ind. 

Anchor Stove & Range Co., New Albany, 
Ind. 

Atlantic Steel Boiler Co., 
Pa. 

Auburn Burner Co., Auburn, Ind. 

Avery Farm Machy. Co., Hart Heat Div., 
Peoria, Ill. , 

Axeman-Anderson Co., Williamsport, Pa. 

Barber Gas Burner Co., The, Cleveland 14, 
Ohio. 

Bethlehem 
hem, Pa. 

Bock Corp., Madison 4, Wisc. 

Boiler Eng. & Supply Co., Inc., Phoenix- 
ville, Pa. 

Brown Fintube Co., Elyria, Ohio. 

Brown Oil Burning Eqpt. Co., Cambridge 
39, Mass. 

Bryan Steam Corp., Peru, Ind. 

Bryant Air Conditioning Corp., 
phia 23, Pa. 

Burnham Corp., Irvington, N. Y. 

Burn-Rite Products Co., Yonkers, N. Y. 

Century Eng. Corp., Cedar Rapids, Iowa. 

Clayton Mfg. Co., El Monte, Calif. 

Cleaver-Brooks Co., Milwaukee 12, Wisc. 

Coal-O-Matie Co., Trucksville, Pa. 

Columbia Boiler Co., Pottstown, Pa. 

Combustioneer Div., Springfield, Ohio. 

Crane Co., Chicago, Ill. 

Crest Mfg. Co., Newton, Mass. 

Crown Petroleum Corp., Hartford, Conn. 

Cyclotherm Div., Oswego, N. Y. 

Delco Appliance Div., Rochester, N. Y. 

DeSoto Oil Burner Co., York, Pa. 

Dewey-Shephard Boiler Co., Indianapolis 2, 
Ind. 

Dunkirk Radiator Corp., Dunkirk, N. Y. 

Eastern Boiler Co., Hartford, Conn. 

Eckhart Mfg. Co., Inc., Union, N. J. 

Eclipse Fuel Eng. Co., Rockford, IIl. 

Electric Furnace-Man, Inc., Emmaus, Pa. 

Electrol Burner Mfg. Co., Inc., Rutherford, 
ioe 

Esso Standard Oil Co., New York 19, N. Y. 

Fairchester Oil Co., Inc., Port Chester, N. Y. 

Federal Boiler Co., Inc., Midland Park, N. J. 

Fitzgibbons Boiler Co., Inc., New York 17, 
We us 


Philadelphia 6, 


Fdry. & Machine Co., Bethle- 


Philadel- 


Flame-Master Co., Inc., Chicago, III. 

Fluid Heat Div., Baltimore 24. Md. 

Gabriel Boiler & Fabrication Co., Portland 
9, Ore. 

General Automatic Prods. Corp., Baltimore 
13, Md. 

General Htg. Prods. Co., Philadelphia, Pa. 

General Machine Co., Inc., Emmaus, Pa. 

Gentleman Janitor Mfg. Co., Scranton, Pa. 

Gerstein & Cooper Co., Boston, Mass. 

Gibraltar Corp. of America, Inc., Brooklyn, 

Y 


Gilbert & Barker Mfg. Co., W. Springfield, 


Mass. 
Greene Mfg. Co., A., Philadelphia, Pa. 


2 


Green Colonial Furnace Co., Des Moines, Ia. 

Hanson-Gates Mfg. Co., Inc., Reading, Mass. 

Hapman-Dutton Co., Kalamazoo, Mich. 

Harvey-Whipple, Inc., Springfield, Mass. 

Hayward Mfg. Co., Inc., Brooklyn 31, N. Y. 

Hayward Oil Burner Corp., Cambridge, 
Mass. 

Heil Co.. The, Milwaukee 1, Wisc. 

Herco Oil Burner Corp., Lancaster, Pa. 

Hershey Motorstoker, Inc., Manheim, Pa. 

Ingersoll Conditioned Air Div., Kalamazoo, 
Mich. 

International Boiler Works Co., 
Stroudsburg, Pa. 

International Heater Co., Utica, N. Y. F 

Iron Fireman Mfg. Co., Cleveland 11, Ohio. 

Johnson Co., S. T., Oakland, Calif. 

Johnston Bros., Inc., Fennysburg, Mich. 

K. G. Mfg. Corp., Center Valley, Pa. 

Kewanee-Ross Corp., Kewanee, Ill. 

King Boiler & Furnace Co., Shade Gap, Pa. 

Kinsley Burner & Machine Co., Providence, 
ae 

Kohler Co., Kohler, Wisc. 

Kresno-Stamm Mfg. Co., 
Park, N. J. : 

LaSalle Oil Burner Co., Inc., Seattle 3, 
Wash. 

Lycoming Div., Williamsport, Pa. 

Major Oil Burner Co., Philadelphia 22, Pa. 

Manville. Boiler Co., Inc., Hackettstown, 
N. J. 

Marietta Metal Prods. Corp., Marietta, Pa. 


The, E. 


Inc., Palisades 


McPherson Furnace & Eqpt. Co., Seattle, - 


Wash. 
Metromatic Oil Burner Co.. Everett, Mass. 
Michigan Tank & Heater Corp., Dearborn, 

Mich. 

Morheat Corp., Lansing 12, Mich. 
Mortemp Div., Mechanical Products Mfg. 

Co., Seattle, Wash. 

Mt. Hawley Mfg. Co., Peoria 4, Ill. 
Mueller Climatrol, Milwaukee 15. Wisc. 
National Airoil Burner Co., Philadelphia 34, 

Pa. 

National Home Egqpt. Co., New York 7. N. Y. 
Nat’l-U. S. Radiator Corp., Johnstown, Pa. 
‘National Steel Construction Co., Inc., of 

Indiana, Logansport, Ind. 

New Yorker Steel Boiler Co., Inc., Colmar, 

Pa. 

Oil Eqpt. Laboratories, Inc., Elizabeth, N. J. 

Ontario Iron Works, Pulaski, N. Y. 

Orr & Sembower, Inc., Reading, Pa. 

Paragon Oil Burner Corp.. Mineola, N. Y. 

Patco Mfg. Co., Philadelphia, Pa. 

Pate Co., The, Darby, Pa. 

Peerless Heater Co., Boyertown, Pa. 

Penn Boiler & Burner Mfg. Corp., 
caster, Pa. 

Petro, Cleveland, O. 

Portmar Boiler Co., Brooklyn, N. Y. 

Preferred Utilities Mfg. Corp., New York 
a8: My. 

Quiet Automatic Burner Corp., 


Lan- 


Newark, 


Quiet May Div., Lancaster, Pa. 

Ray Oil Burner Co., San Francisco 12, Calif. 

Red Wing Oil Burner Co., Medford, Mass. 

Reif-Rexoil, Inc., Buffalo 3. N. Y. 

Remco, Inc., Baltimore, Md. 

Republic Products Co., Philadelphia, Pa. 

Richmond Radiator Co., Metuchen, N. J. 

Robot Auto-Heat Corp., The, Middletown, 
Conn. 

Russo, Ine., Thomas D., Boston 31, Mass. 

Shepard Heater Co., Inc., Terre Haute, Ind. 

Schwab Safe Co., Lafayette. Ind. 

Silent Glow Oil Corp., Hartford 6, Conn. 

Smith Corp., A. O., Milwaukee 1, Wisc. 

Smith Co., Inc., H. B., Westfield, Mass. 

Spi-Rol-Fin Corp., Peguannock, N. J. 

Standard Automatic Burner Div., Newark, 
N. J 

Steel Prods., Inc., W. Haven, Conn. 

Stewart Oil Burner Co., Hanover, Pa. 

Stout & Sons, David, St. Louis 17, Mo. 

Surface Combustion Corp., Toledo 1, Ohio. 

Thatcher Furnace Co., Garwood, N. J. 

Titusville Iron Works, Titusville, Pa. 

Toridheet Div., Cleveland, Ohio. 

Triad Prods. Corp., Chicago 40, Ill. 

Tru-Heet Co., Trenton, N. J. 


U. S. Machine Div., Lebanon, Ind. 
Utica Radiator Corp., Utica, N. y. 
V&E Prods., Inc., Sckuylkill Haven Pa 
Waltham Oil Burner Co., E. Boston, Mass 
Waterfilm Boilers, Inc., Jersey City, N, 
— Home Egqpt. Co., Inc., Ft. Wayne 4 
nd. gh Be 
Weatherall Eng., Inc., Providence, R, ] 
Weil-McLain Co., Michigan City, Ind. 
— Fndry. & Machine Co., Lansdale 
a. 
Wiegan Co., E. L., Pittsburgh 8, Pa, 
Will-Burt Co., Orrville, Ohio. 
ae se ace Automatic, Inc., White Plains 
ay 
Wm. Bros. Boiler & Mfg. Co., Minneapolis 
Minn. 
Williams Div., Bloomington, Ill, 
Winston Co., Inc., Newark 8, N. J. 
Winston Co. of Mass., Boston, Mass. 
York-Shipley, Inc., York, Pa. 


Hot woter, low pressure burner 


Acme Welding Div.. West Hartford, Conn, 

Airflame, Inc., Waukegan, IIl. 

American Rad. & Standard San. Corp., Pitts. 
burgh, Pa. 

3oiler Eng. & Supply Co., Inc., Phoenix. 
ville, Pa. 

Brown Products Corp., A., 
NX. 

Cleaver-Brooks Co., Milwaukee 12, Wise. 

Combustioneer Div., Springfield, Ohio. 

Flame-Master Co., Inc., Chicago, IIl. 

General Electric Co., Bloomfield, N, J. 

Gentleman Janitor Mfg. Co., Scranton 2, Pa. 

General Heating Products, Philadelphia, Pa. 

Herco Oil Burner Corp., Lancaster, Pa 

Johnston Bros., Inc., Ferrysburg, Mich. 

Kewanee-Ross Corp., Kewanee, Ill. 

Manville Boiler Co., Hackettstown, N. J. 

McPherson Furnace: & Eqpt. Co., Seattle 
Wash. 

Mortemp Div., Seattle, Wash. 

Nat’l-U. S. Radiator Corp., Johnstown, Pa. 

Preferred Utilities Mfg. Corp., New York, 
N.Y. 

Republic Products Co., Philadelphia, Pa. 

Scott-Newcomb, Inc., St. Louis 19, Mo. 

Standard Automatic Burner Div., Newark 
Ndi 

Titusville Iron Yorks, Titusville, Pa. 

U. S. Machine Div., Lebanon, Ind. 

Utica Structural Steel, Inc., Utica, N. Y. 

Viking Mfg. Corp., Cleveland, Ohio. : 

Wayne Home Egpt. Co., Inc., Fort Wayne 
4, Ind. 

Williams Div., Bloomington, IIl. 


Forest Hills 


Hot water, vaporizing 


Brandenburg Industries, Inc., Baltimore 9. 
Md. 

Breese Burners, Inc., Sante Fe, N. M. 

Brown Fintube Co., Elyria, Ohio. : 

Columbus Combustion Co., Inc., Columbus, 
Ohio. freee 

Dewey-Shepard Boiler Co., Indianapolis 4 
Ind. ¢ 

Fano-Flame Oil Burner Co., Huntingto? 
Park, Calif. 

Flame-Master Co., Inc., Chicago, Ill. a 
Gibraltar Corp. of America, Inc., Broox)? 
11, N. Y¥. 

Kresky Mfg. Co., Inc., Petaluma, Calil. 
Metromatic Oil Burner Co., Everett, of 
Michigan Burner Co., Detroit 28, ag t 
Portmar Boiler Co., Inc., Brooklyn 15, ». 


Hot water, wall flame vertical rotary 
Fluid Heat Div., Baltimore 24, Md. ook 
Gilbraltar Corp. of America, Inc., Broom, 

41 No Xi NJ. 
Manville Boiler Co., Hackettstowh jy ‘ 
Portmar Boiler Co., Inc., Brooklyn }, 
Seaife Co., Oakmont, Pa. ate’ fe 
Titusville Iron Works, Titusville, 
Toridheet Div., Cleveland, Ohio. 1 Ph 
V & E Prods., Inc., Schuylkill Haven, 
Viking Oil Co., Milwaukee, Wise. ol 
Weil-McLain Co., Michigan City, *" 
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", , Boiler-Burner Units 


Steam, atomizing vertical rotary 
Gabriel Boiler & Fabrication Co., Portland 


re. 
nie Heating Products Co., Philadelphia, 


Pe Mfg. Co., Inc., Brooklyn 31, N. Y. 


Hayward Oil Burner Corp., Cambridge, 
Mass. 
iron Fireman Mfg. Co., Cleveland, Ohio. 
Republic Products Co., Philadelphia, Pa. 


Steam, horizontal rotary 
Hapman-Dutton Co., Kalamazoo, Mich. 


Steam generator 


Ames Iron Works, Inc., Oswego, N. Y. 

Boiler Eng. & Supply Co., Inc., Phoenix- 
ville, Pa. 

Burkhart Eng. Assoc., Boston, Mass. 

Brown Fintube Co., Elyria, Ohio. 

Clayton Mfg. Co., El Monte, Calif. 
Cleaver-Brooks Co., Milwaukee, Wisc. 
Columbia Boiler Co., Pottstown, Pa. 
Cyelotherm Div., Oswego, N. Y. 


Dewey-Shepard Boiler Co., Indianapolis, 
Ind. 

Dillon Steam Boiler Works, D. M., Fitch- 
burg, Mass. 


Dixon Boiler Works, Los Angeles, Calif. 

Eclipse Fuel Eng. Co., Rockford, Ill. 

Erie City Iron Works, Erie, Pa. 

Fitzgibbons Boiler Co., Inc., 
N. Y. 

Fulton Boiler Works, Inc., Fulton, N. Y. 

Cabriel Boiler Fabrication Co., Portland 9, 
Ore, 

Hapman-Dutton Co., Kalamazoo, Mich. 

Hoffberger Co.. C.,, Baltimore 2, Md. 

International Boiler Works Co., The, East 
Stroudsburg. Pa. 

Iron Fireman Manufacturing Co., Cleveland, 
Ohio, 

Johnston Bros., Inc., Ferrysburg, Mich. 

Keeler Co., E., Williamsport, Pa. 

Kisco Boiler & Engineering Co., St. Louis, 
Mo, 

Lattner Mfg. Co., 
Towa. 

Leahy Mfg. Co., Los Angeles 21, Calif. 
Leffel & Co., The James. Springfield, Ohio. 
—_ Boiler & Mfg. Co., Chattanooga 1, 
enn. 

Mears-Kane-Offeldt, Inc., Bridgeport, Pa. 
Metro Oil Burner Mfg. Co., Inc., Easthamp- 
ton, Mass. 

Morheat Corp., Lansing 12, Mich. 

Mund Boilers, Inc., Los Angeles 63, Calif. 
Northern Fuel Control, Minneapolis, Minn. 
Ontario Iron Works, Pulaski. N. Y. 

Orr & Sembower. Inc., Reading, Pa. 

Parker Boiler Mfg. Co., Inc., Sid E., Los 
Angeles 11, Calif. 

Petro, Cleveland, O. 

oy Utilities Mfg. Corp., New York 


New York, 


P. M., Cedar Rapids, 


~ Oil Burner Co., San Francisco 12, Calif. 
‘lley Stoker Corp., Worcester, Mass. 
Sellers Eng., Chicago, Ill. 
simplex Oil Htg. Corp., Philadelphia 11, Pa. 
ai Oil Burner Co., Hanover. Pa. 
rinefield Boiler Co., Springfield, Ill. 
Sut & Sons, David, St. Louis 17, Mo. 
>uperior Combustion Industries, Inc., New 
York, N. Y. 
nme Iron Works, Inc., Titusville, Pa. 
Weath eating Corp., Chicago, Ill. 
Wi, erall Engr., Inc., Providence, R. I. 
‘0 Boiler Co., Saginaw. Mich. 
‘ie Boiler & Mfg. Co., Minneapolis, 


York-Shipley, Ine., York, Pa. 


3 Steam, high pressure burner 
Pre Inc., Waukegan, Ill. 
Adriet, Div., Dayton 1, Ohio. 
pha can a Yomning, Til. 
bare ag Std. Sanitary Corp., Pitts- 
pie da Works, Inc., Oswego, N. Y. 
ie re New Albany, Ind. 
| tee tove & Range Co., New Albany, 
At 
Pre Steel Boiler Co., Philadelphia 6, Pa. 
Avery r urner Co., Auburn, Ind. 
2 - Machy. Co., Hart Heat Div., 


Aveman-Anderson Co., Williamsport, Pa. 


— Gas Burner Co., The, Cleveland 14, 

hio. 

Berkley Mfg. Co., Philadelphia, Pa. 

Bethlehem Fdry. & Machine Co., Bethlehem, 
Pa. 

Billow Corp., Chicago 6, Ill. 

Boiler Eng. & Supply Co., Inc., Philadel- 
phia, Pa. 

Brown Fintube Co., Elyria, Ohio. 

Brown Products Corp., A., Forest Hills, 
Mi... ¥: 

Bryan Steam Corp., Peru, Ind. 

Bryant Air Conditioning Corp., Philadelphia 
23, Pa: 

Burn-Rite Products Co., Yonkers 2, N. Y. 

Chalmers Oil Burner Co., Minneapolis, 
Minn. 

Clayton Mfg. Co., El Monte. Calif. 

Cleaver-Brooks Co.. Milwaukee 12, Wisc. 

Coal-O-Matic Co.. Trucksville, Pa. 

Columbia Boiler Co., Pottstown, Pa. 

Combustioneer Div., Snringfield, Ohio 

Crane Co., Chicago 40, Ill. , 

Crest Mfg. Co., Newton, Mass. 

Cyclotherm Div., Oswego. N. Y. 

Delco Annliance Div., Rochester, N. Y. 

DeSoto Oil Burner Co.. York, Pa. 

Dewey-Shepard Boiler Co., Indianapolis, 
Ind. 

Dunkirk Radiator Corp.. Dunkirk, N. Y. 

Eckhart Mfg. Co., Ine., Union. N. 7. 

Eclipse Fue! Eng. Co., Rockford, Ill. 

Electric Furnace-Man, Inc., Emmaus, Pa. 

Electrol Burner Mfg. Co., Inec., Rutherford, 
N. J. 

Erie City Iron Works, Erie, Pa. 

Esso Standard Oil Co.. New York 19, N. Y. 

Fairchester Oil Co.. Inc., Port Chester, N. Y. 

Fano-Flame Oil Burner Co., Huntington 
Park. Calif. 

Fitzgibbons Boiler Co., Inc., New York 17, 
N,. 

Flame Master Co., Ine., Chicago, Tll. 

Fluid Heat Div.. Baltimore 24. Md. 

Fulton Boiler Works. Inc., Fulton, N. Y. 

Gabriel Boiler & Fabrication Co., Portland 
9, Ore. 

General Heating Prods. Co., Philadelphia, 
Pa. 

General Machine Co.. Ine.. Emmaus. Pa. 

Gentleman Tanitor Mfg. Co.. Scranton 2, Pa. 

Gibraltar Corp. of America, Inc., Brooklyn, 
WN... ¥. 

Gilbert & Barker Mfg. Co., West Springfield, 
Mass. 

Green Colonial Furnace Cn.. Des Moines, Ia. 

Greene Mfg. Co., A., Philadelphia. Pa. 

Hapman-Dutton Co., Kalamazoo. Mich. 

Hayward Mfg. Co., Inc., Brooklyn 31. N. Y. 

Hayward Oil Burner Corp., Cambridge, 
Mass. 

Heil Co., The. Milwaukee 1, Wisc. 

Hershey Motorstoker, Inc.. Manheim, Pa. 

International Boiler Works Co., The, E. 
Stroudsburg, Pa. 

Iron Fireman Mfg. Co.. Cleveland 11, Ohio. 

Johnson Co., S. T., Oakland, Calif. 

Johnston Bros., Inc... Ferrysburg, Mich. 

K. G. Mfg. Corn., Center Valley. Pa. 

Kewanee-Ross Div., Kewanee, Ill. 

King Boiler & Furnace Co., Shade Gap, Pa. 

Kohler Co.. Kohler, Wisc. 

Kresno-Stamm Mfg. Co., 
N. J. 

Leahy Mfg. Co., Los Angeles 21, Calif. 

Leffel & Co., The James, Springfield, Ohio. 

Lookout Boiler & Mfg. Co., Chattanooga, 
Tenn. 

Major Oil Burner Co., Philadelphia 22, Pa. 

Manville Boiler Co., Inc., Hackettstown, 
bs he © 

Marietta Metal Prods. Corp., Marietta, Pa. 

May Oil Burner Corp., Baltimore 30, Md. 

Morheat Corp., Lansing 12, Mich. 

Mortemp Div., Seattle, Wash. 

Mt. Hawley Mfg. Co., Peoria 4, Ill. 

Mueller Furnace Co., L. J., Milwaukee 15, 


Palisades Park, 


Wisc. 

National Airoil Burner Co., Philadelphia 
34, Pa. 

National Home Egqpt. Co., New York 7, 


Nat’l-U. S. Radiator Corp., Johnstown, Pa. 

New Yorker Steel Boiler Co., Inc., Colmar, 
Pa. 

Norge Heat Div., Kalamazoo, Mich. 

Oil Eqpt. Laboratories, Inc., Elizabeth, N. J. 

Ontario Iron Works, Pulaski, N. Y. 

Orr & Sembower, Inc., Reading, Pa. 
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Paragon Oil Burner Corp., Mineola, N. Y. 

Peabody Eng. Corp., New York 36, N. Y.° 

Peerless Heater Co., Boyertown, Pa. 

Penn Boiler & Burner Mfg. Corp., Lan- 
caster, Pa. 

Petro, Cleveland, O. 

Portmar Boiler Co., Inc., Brooklyn 15, N. Y. 

Preferred Utilities Corp., New York 23, 
N. Y. 

Quiet Automatic Burner Corp., Newark, 
N..J 


Ray Oil Burner Co., San Francisco 12, Calif. 

Red Wing Oii Burner Co.. Medford, Mass. 

Reif-Rexoil, Inc., Buffalo 3, N. Y. 

Remco, Inc., Baltimore, Md. 

Republic Products Co., Philadelphia, Pa. 

Richmond Radiator Co., Metuchen, N. J. 

Russo, Inc., Thomas D., Boston 31, Mass. 

Schurs Oil Burner Co., Los Angeles 1, Calif. 

Schwab Safe Co., Lafayette, Ind. 

Selectrol Eng. Co., Brooklyn 23, N. Y. 

Shepard Heater Co., Inc., Terre Haute, Ind. 

Sherb, Inc., Warner J., New York 17, N. Y. 

Silent Glow Oil Corp., Hartford 6, Conn. 

Sinclair Refining Co., New York, N. Y. 

Smith Co., Inc., H. B., Westfield, Mass. 

Steel Prods., Inc., W. Haven, Conn. 

Stewart Oil Burner Co., Hanover, Pa. 

Stout & Sons, David, St. Louis 17, Mo. 

Stutzman Oil Burner Co., Clifton Heights, 
Pa. 

Surface Combustion Corp., Toledo 1, Ohio. 

Thatcher Furnace Co., Garwood, N. J. 

Titusville Iron Works Div., Titusville, Pa. 

Toridheet Div., Cleveland, Ohio. 

Triad Prods. Corp., Chicago 40, Ill. 

Tru-Heet Co., Trenton, N. J. 

U. S. Machine Div., Lebanon, Ind. 

Utica Radiator Corp., Utica, N. Y. 

V&E Prods., Ine., Schuylkill Haven, Pa. 

Wayne Home Egqpt. Co., Inc., Fort Wayne 
4, Ind. 

Weatherall Eng., Inc., Providence, R. I. 

Weil-McLain Co., Michigan City, Ind. 

Wilgus Mfg. Co., Los Angeles 21, Calif. 

Williams Automatic Inc., White Plains, 
N.Y. 

Wm. Bros. Boiler & Mfg. Co., Minneapolis, 
Minn. 

Williams Div., Bloomington, Ill. 

Winston Co., Inc., Newark, N. J. 

Winston Co. of Mass., Boston, Mass. 

York-Shipley, Inc., York, Pa. 


Steam, low pressure burner 


Acme Welding Div., West Hartford, Conn. 

American Radiator & Std. San. Corp., Pitts- 
burgh, Pa. 

Boiler Eng. & Supply Co., Inc., Phoenix- 
ville, Pa. 

Cleaver-Brooks Co., Milwaukee 12, Wisc. 

Combustioneer Div., Springfield, Ohio. 

Flame Master Co., Inc., Chicago, Ill. 

General Electric Co., Bloomfield, N. J. 

General Heating Products Co., Philadelphia, 
Pa. 

Gentleman Janitor Mfg. Co., Scranton 2, Pa. 

Johnston Bros., Inc., Ferrysburg. Mich. 

Kewanee-Ross Corp., Kewanee, Ill. 

Manville Boiler Co., Inc., Hackettstown, 
Wd, 

Mortemp Div., Seattle, Wash. 

Nat’l-U. S. Radiator Corp., The, Johnstown, 
Pa. 

Norse Boiler Co., New Market, N. J. 

Republic Products Co., Philadelphia, Pa. 

Scott-Newcomb, Inc., St. Louis, Mo. 

Titusville Iron Works, Titusville, Pa. 

U. S. Machine Div., Lebanon, Ind. 

Utica Structural Steel, Inc., Utica, N. Y. 

Viking Mfg. Corp., Cleveland, Ohio. 

Wayne Home Egqpt. Co., Ft. Wayne, Ind. 

Wickes Boiler Co., Saginaw, Mich. 

Williams Div., Bloomington, Ill. 

York-Shipley, Inc., York, Pa. 


Steam, vaporizing 


Breese Burners, Inc., Sante Fe. N. M. 

Boiler Eng. & Supply Co., Phoenixville, Pa. 

Browne Fintube Co., Elyria, Ohio. 

Clayton Mfg. Co., El Monte, Calif. 

Erie City Iron Works, Erie, Pa. 

Flame-Master Co., Inc., Chicago, Til. 

Gibraltar Corp. of America, Inc., Brooklyn, 
N; %. 

Michigan Burner Co., Detroit 28, Mich. 

Titusville Iron Works, Titusville, Pa. 

Wilgus Mfg. Co., Los Angeles 21, Calif. 








.... Furnace-Burner Units 


Steam, wall flame vertical rotary 
Fluid Heat Div., Baltimore 24, Md. 
Gibraltar Corp. of America, Inc., Brooklyn 
MN. YY. 
Marietta Metal Prods. Corp., Marietta, Pa. 
Manville Boiler Co., Inc., Hackettstown, 
NN; 
Norse Boiler Co., Inc., New Market, N. J. 
Toridheet Div., Cleveland 2, Ohio. 
V&E Prods., Inc., Schuylkill Haven, Pa. 


Furnace Burner Units 


Ceiling, Suspended 

Air Conditioning Eng. Co., Cambridge 41, 
Mass 

Airtemp Div., Dayton, O. 

American Furnace Co., St. Louis 10, Mo. 

American Ideal-Aire Corp., Garden ‘City, 
i: Bs 

American Rad. & Std. Sanitary Corp., Pitts- 
burgh 30, Pa. 

Anchor Div., New Albany, Ind. 

Anchor Stove & Range Co., New Albany, 
Ind. 

Armstrong Furnace Co., Columbus 8, Ohio. 

Auburn Burner Co., Auburn, Ind. 

Auburn Fdry., Inc., Auburn, Ind. 

Avery Farm Machinery Co., Peoria, Ill. 

Bard Mfg. Co., Bryan, Ohio. 

Beck Eng. Combustion Co., St. Louis 6, Mo. 

Besser Metal Prods. Corp., Charlotte, N. C. 

Bethlehem Fdry. & Machine Co., Bethlehem, 
Pa, 

Bonair Products, Inc., Darby, Pa. 

Bryant Div., Carrier Corp., Indianapolis 4, 
Ind. 

Campbell Heating Co., Des Moines, Iowa. 

Century Eng. Corp., Cedar Rapids, Iowa 

Chicago Steel Furnace Co., Chicago 17, IIl. 

Columbia Boiler Co., Pottstown, Pa. 

Conn. State Furnace Co., Inc., Bridgeport, 
Conn. 

Cox Mfg. Co., Ridgeville, Ind. 

Crane Co., Chicago, Ill. 


Dalzen Mfg. Co., St. Clair, Mich. 

Delco Appliance Div., Rochester 1, N. Y. 

Delta Heating Corp., Trenton 8, N. J. 

DeSoto Oil Burner Co., York, Pa. 

Domestic Mfg. Co., Seattle, Wash. 

Dowagiac .Steel Furnace Co., Dowagiac, 
Mich. 

Dravo Corp., Pittsburgh 22, Pa. 


Electro-Watt Industries, Inc., Salem, Ore. 
Esso Standard Oil Co., New York 19, N. Y. 
Ex Cel Co., Dowagiac, Mich. 

Farquhar Furnace Co., The, Wilmington, O. 
Fluid Heat Div., Baltimore, Md. 

Front Rank Mfg. Co., St. Louis 4, Mo. 


General Automatic Prods. Corp., Baltimore, 
Md. 

General Electric Co., Bloomfield, N. J. 

General Heating Products Co., Philadelphia, 
Pa. 

Gentleman Janitor Mfg. Co., Scranton 2, Pa. 

Gilbert & Barker Mfg. Co., West Springfield, 
Mass. 

Gross Aire Mfg. Co., Inc., St. Louis 14, Mo. 


Hall-Neal Furnace Co., Indianapolis, Ind. 
Hasko Utilities Co., New York, N. Y. 
Heat Controller, Inc., Jackson, Mich. 
Heating Specialties, Inc., Baltimore, Md. 
Heil Co., The, Milwaukee, Wisc. 

Henry Furnace Co., Medina, Ohio 

Herco Oil Burner Corp., Lancaster, Pa. 
Hess Co., Chicago, Ill. 


Illinois Iron & Bolt Co., Carpentersville, Ill. 
International Heater Co., Utica, N. Y. 
Iron Fireman Mfg: Co., Cleveland 11, Ohio 


Jackson .& Church Co., Saginaw, Mich. 
Johnson Heater Corp., Chelsea, Mass. 


Kalamazoo Furnace & Appl. Mfg. Co., Kala- 
mazoo, Mich. 

Kaustine Furnace & Tank Co., Perry, N. Y. 

Kinsley Burner & Machine Co., Providence, 
i ee 

Ko-Z-Aire Prods., Inc., Red Oak, Iowa 

Kresno-Stamm Mfg. Co.,. Palisades Park, 
ae 

Lennox Industries, Inc., Marshalltown, Ia. 

Leeson Air Conditioning Corp., Detroit 27, 
Mich. ‘ 

Lincoln Furnace Co., Inc., Hawthorne, N. J. 

Little Burner Co., Inc., H. C., San Rafael, 
Calif. 

Mammoth Furnace Co., St. Paul, Minn. 


e 


4 


Manville 
N. J. 
Mayflower Air-Conditioners, Inc., St. Paul 
6, Minn. 

Mechanical Products Co., Seattle 4, Wash. 

Metrol Oil Burner Mfg. Co., Inc., Easthamp- 
ton, Mass. 

Metromatic Oil Burner Co., Everett, Mass. 

Meyer Furnace Co., Peoria 2, Ill. 

McPherson Furnace & Eqpt. Co., Seattle, 
Wash. 

Montag, Inc., Portland, Ore. 

Mortemp Div., Seattle, Wash. 

Mueller Climatrol, Milwaukee 15, Wisc. 

National-U. S, Radiator Corp., Johnstown, 
Pa, 

National Heater Co., Inc., St. Paul 4, Minn. 

Niagara Furnace Div., Cleveland, Ohio 

Norge Heat Div., Kalamazoo, Mich. 

Norman Prods. Co., Columbus, Ohio 

Northwest Fdry. & Furnace Co., Portland 
2, Ore. 

Norwalk Airconditioning Corp., 
Norwalk, Conn. 

Olsen Mfg. Co., The C. A., Elyria, Ohio 

Olson & Co., Arthur A., Canfield, Ohio 

Overhead Heaters, Inc., Detroit 26, Mich. 

Pacific Oil Co., Fall River, Mass. 

Paragon Oil Burner Corp., Mineola, N. Y. 

Patten Co., J. V., Sycamore, Ill. 

Penn Boiler & Burner Mfg. Corp., Lan- 
caster, Pa. 

Peerless Furnace & Fdry., Inc., Indianap- 
olis, Ind. 

Perfection Industries, Cleveland 4, O. 

Petro, Cleveland 11, Ohio 

Prat-Daniel Corp., So. Norwalk, Conn. 

Prentiss Waber Prods. Co., Wisconsin Rap- 
ids, Wisc. 

Quiet Automatic Burner Corp., 
N. J. 

Quiet May Div., Lancaster, Pa. 

Radiant-Aire Corp., Michigan City, Ind. 

Radiant Utilities Corp., Brooklyn, N. Y. 

Red Triangle Heater Co., Wausau, Wisc. 

Reif-Rexoil, Inc., Buffalo 3, N. Y. 

Remco Inc., Baltimore, Md. 

Republic Products Co., Philadelphia, Pa. 

Richmond Radiator Co., Metuchen, N. J. 

Rossoe Mfg. Co., Inc., Seattle, Wash. 

Round Oak Co., Inc. of Indiana, Dowagiac, 
Mich. 

The Rybolt Heater Co., Ashland, Ohio 

Sandberg Mfg. Co., Portland 10, Ore. 

Shana Mfg. Co., Inc., Chicago 1, Il. 

Silent Glow Oil Burner Corp., Hartford, 
Conn. 

Standard Automatic Burner Div., Newark, 
N:. J. 

Sunbeam Air Conditioner Div., Elyria, O. 

Superior Furnace & Mfg. Co., Plymouth, 
Mich. 

Surface Combustion Corp., Toledo, Ohio 

Synchromatic Corp., Watertown, Wisc. 

Thatcher Furnace Co., Garwood, N. J. 

Thermo-Products, Inc., North Judson, Ind. 

Tjernlund Mfg. Co., St. Paul 14, Minn. 

Toridheet Div., Cleveland 11, Ohio 

Universal Prods. Corp., Auburn, Ind. 

Utica Structural Steel, Inc., Utica, N. Y. 

Viking Mfg. Corp., Cleveland 14, Ohio 

Volcano Burner Corp., New York 61, N. Y. 

Waltham Oil Burner Co., Inc., E. Boston, 
Mass. , 

Waterman-Waterbury Co., 
Minn. 

Wayne Home Egqpt. Co., Inc., Ft. Wayne, 
Ind. 

Weatherall Eng. Inc., Providence, R. I. 

Williams Div., Bloomington, Ill. 

Williamson Co., Cincinnati, Ohio 

Wisconsin Oil Burner Co., Madison, Wisc. 

York-Shipley, Inc., York, Pa. 


Boiler Co., Inc., Hackettstown, 


The, So. 


Newark, 


Minneapolis, 


Floor Furnaces 
(See listing on page 10 under Space Heaters, 
Oilfired, Floor Furnaces) 


Forced Air, Atomizing Vertical Rotary 
Iron Fireman Mfg. Co., Cleveland, Ohio 
Olson & Co., Arthur A., Canfield, Ohio 
Scaife Co., Oakmont, Pa. 


Forced Air, High Pressure Burner 
Acme Heating Div., W. Hartford 10, Conn. 
Aire Director Mfg. Co., Seattle 9, Wash. 
Airflame, Inc., Waukegan, Ill. 
Airtemp Div., Dayton 1, Ohio 
Airwasher Corp., Eaton Rapids, Mich. 
Altherm, Inc., New York 21, N. Y. 
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American Boiler & Fdry. Co., Milan, Mich 


American Fdry. & Furnace Co., Blooming. 


ton, Ill. 
American Furnace, St. Louis, Mo. 
American Ideal-Aire Corp., Garden City 
: a - 
American Rad. & Std. Sanitary Corp,, pitts: 
burgh 30, Pa. E 
Anchor Div., New Albany, Ind. 
Anchor Stove & Range Co., New Albany 
ind. j 
Armstrong Furnace Co., Columbus 8, Ohio 
Auburn Burner Co., Auburn, Ind. 
Auburn Fdry., Ine., Auburn, Ind. 
Automatic Firing Corp., St. Louis, Mo. 
Avery Farm Machry. Co., Peoria, Ill, 
Bard Mfg. Co., Bryan, Ohio 
Barton Products, Inc., Wheaton, Ill, 
Beaver Mfg. Co., Portland 4, Ore, 
Beck Eng. Combustion Co., St. Louis 6, Mo, 
Berger Furnace Co., Belle Vernon, Pa, 
Berkley Mfg. Co., Philadelphia, Pa, 
Besser Metal Products Corp., Charlotte, 


Bethlehem Fdry. & Machine Co., Bethlehem, 
Pa. 

Billow Corp., Chicago 6, Ill. 

Bonair Prods., Inc., Darby, Pa. 

Brandenburg Industries, Inc., Baltimore 9, 
Md. 

Brandes Co., Madison 4, Wisc. 

Branford Tank & Heating Prods., Inc., Shel- 
ton, Conn. 

Brown Fintube Co., Elyria, Ohio 

Bryant Air Conditioning Corp., Philadelphia 
23, Pa. 

Bryant Corp., C. L., Cleveland 3, Ohio 

Bryant Div., Carrier Corp., Indianapolis, 
Ind. 

Burcar Mfg. Co., Stamford, Conn. 

Burtchaell Heating Co., Portland 2, Ore. 


Campbell Heating Co., Des Moines 17, Iowa 
Carrier Corp., Syracuse, N. Y. 
Cary Mfg. Co., Waupaca, Wisc. 
Century Eng. Corp., Cedar Rapids, Iowa 
Certified Furnace Co., St. Paul 4, Minn. 
Chandler Co., Cedar Rapids, Iowa 
Chicago Steel Furnace Co., Chicago 17, Ill. 
Chimney Furnace Corp., Rockville, Md. 
Coal-O-Matic Co., Trucksville, Pa. 
Coleman Co., Inc., Wichita, Kan. 
Columbia Boiler Co., Pottstown, Pa. 
Combustioneer Div., Springfield, Ohio 
Conco Eng. Works, Mendota, Ill. 
Conn. State Furnace Co., Inc., Bridgeport, 
Conn. 
Connelley Co., St. Louis 3, Mo. 
Consolidated Industries, Inc., 
Ind. 
Cox Mfg. Co., Ridgeville, Ind. 
Crane Co., Chicago, Ill. 
Dalzan Mfg. Co., St. Clair, Mich. 
Delco Appliance Div., Rochester, N. Y. 
Delta Heating Corp., Trenton 8, N. J. 
DeSoto Oil Burner Co., York, Pa. 
Domestic Mfg. Co., Seattle, Wash. 
Dornback Furnace & Fdry. Co., Cleveland 
8, Ohio 4 
Dowagiac Steel Furnace Co., Dowagiae, 
Mich. 
Dravo Corp., Pittsburgh 22, Pa. 
Eclipse Fuel Eng. Co., Rockford, Til. 
Electric Furnace-Man, Inc., Emmaus, Pa. 
Electro-Watt Industries, Inc., Salem, Ore. 
Electro-Watt, Inc., Seattle 1, Wash. ‘ 
Electrol Burner Mfg. Co., Inc., Rutherforé, 
|, Page 
Enico Prods., Detroit 35, Mich. LY 
Esso Standard Oil Co., New York 19, N. * 
Ex Cel Co., Dowagiac, Mich. ul 
Excelsior Steel Furnace Co., Chicago, Mich 
Fageol Heat Machine Co., Detroit 11, a 
Farquhar Furnace Co., The, Wilming™ 
_ Ohio ington 
Fano-Flame Oil Burner Co., Hunt 
Park, Calif. 7 
Fairchester Oil Co., Inc., Port Chester, “A 
Firewel Co., Inc., The, Buffalo 25, = , 
Floral City Heater Co., Monroe, Mich. 
Fluid Heat Div., Baltimore 24, _ 
Front Rank Mfg. Co., St. Louis 4, timort, 
General Automatic Prods. CorP., 


Co ” Philadelphit 


Pa. 
General Machine Co., Inc., omer" an 
Gentleman Janitor Mfg. Co., - pringtels 
Gilbert & Barker Mfg. Co., W. 


Mass. 


Lafayette, 


Md. 
General Heating Prods. 
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Gillen Co., J. L., Detroit 28, Mich. 

Green Colonia: Furnace Co., Des Moines, Ia. 

Greene Mfg. Co.; ais Philadelphia, Pa. 

Gross Aire Mfg. Co., St. Louis 14, Mo. 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Hayward Oil Burner Corp., Cambridge, 

S. 

seat Controller, Ine., Jackson, Mich. 

Heating Specialties, Inc., Baltimore 29, Md. 

Heil Co., The, Milwaukee 1, Wisc. 

Henry Furnace Co., Medina, Ohio 

Herco Oil Burner Corp., Lancaster, Pa. 

yershey Motorstokor, Inc., Manheim, Pa. 

Hess Co., The, Chicago, Ill. 

Henry Furnace Co., Medina, Ohio 

Home Furnace Co., Holland, Mich. 

illinois Iron & Bolt Co., Carpentersville, Ill. 

international Heater Co., Utica, N. Y. 

international Oil Burner Co., St. Louis 10, 
Mo. 

International 
Calif. 

Iron Fireman Mfg. Co., Cleveland 11, Ohio 

Jackson & Church Co., Saginaw, Mich. 

Janitrol Heating & Air Conditioning Div., 
Surface Combustion Corp., Columbus, O. 

Jettronaire, Inc., Pittsburgh, Pa. 

Johnson Heater Corp., Chelsea, Mass. 

Johnson Co., S. T., Oakland, Calif. 

K.G. Mfg. Corp., Center Valley, Pa. 
Kalamazoo Furnace & Appl. Mfg. Co., Kala- 
mazoo, Mich. 

Kaustine Furnace & Tank Co., Inc., Perry, 
N, Y. 

Keith Furnace Co., Des Moines, Iowa 

Kinsley Burner & Machine Co., Providence, 
R. I. 

ko-Z-Aire Prods., Inc., Red Oak, Iowa 

Kresky Mfg. Co., Inc., Petaluma, Calif. 
Kresno-Stamm Mfg. Co., Palisades Park, 
N. J. 

Laco Oil Burner Co., Inc., Griswold, Iowa 
LaSalle Oi! Burner Co., Inc., Seattle 3, 
Wash. 

Leeson Air Conditioning Corp., Detroit 27, 
Mich. 

Lennox Industries, Inc., Marshalltown, Ia. 
Lincoln Furnace Co., Inc., Hawthorne, N. J. 
Little Burner Co., Inc., San Rafael, Calif. 
Livingston, Inc., Marshall, Mich. 

Luxaire Corp., Tacoma, Wash. 

Luty Furnace Mfg. Co., Detroit 21, Mich. 
Lynch Co., Inc., The, Portland 11, Ore. 
McKee Air Conditioning Co., Minneapolis 
12, Minn. 

—— Furnace & Supply Co., Portland 

, Ore, 

Madsen Service, Minneapolis, Minn. 

Majestic Co., Ine., The, Huntington, Ind. 
Major Oil Burner Co., Philadelphia 22, Pa. 
Mammoth Furnace Co., The, St. Paul, Minn. 
— Boiler Co., Inc., Hackettstown, 


Sales Co., San Francisco, 


Maxon Premix Burner Co., Muncie, Ind. 

Mayflower Air-Conditioners, Inc., St. Paul 

6, Minn. 

— Furnace & Eqpt. Co., Seattle, 
Sn, 

Mechanical Prod. Mfg. Co., Seattle 4, Wash. 

0 Burner Mfg. Co., Easthampton, 


Metromatic Oil Burner Co., Everett, Conn. 
Metromatic Mfg. Co., Medford, Mass. 

Meyer Furnace Co., Peoria 2 Yi. 

pinta, Inc., Portland 17, Ore. 

‘ne Steel Prods., Inc., Buffalo, N. Y. 

hee sy Div., Seattle, Wash. 

Val - Climatrol, Milwaukee 15, Wisc. 

Netlog” J.F., Detroit 10, Mich. 
Ps -U. S$. Radiator Corp., Johnstown, 


Nests 
“puna! Airoil Burner Co., Philadelphia 34, 


wigtal Heater Co., Inc., St. Paul 4, Minn. 
Norge be ogg Div., Cleveland 13, Ohio 
Northwest Snell Kalamazoo, Mich. 

2 Ore ry. & Furnace Co., Portland 


: 
“eee Air Conditioning Corp., The, So. 
9 ha Conn. 
, loran Industries, Detroit 4, Mich. 
On sr ge Co., St. Paul 4, Minn. 
Olsen Mg boratories, Inc., Elizabeth, N. J. 
Olson & Goo? rhe C. A., Elyria, Ohio 
eon Arthur A., Canfield, Ohio 
Nebr. * Repair Works, Inc., Omaha, 


Ov 
Peeinend Heaters, Inc., Detroit, Mich. 


€ Oil Co., F 
D -, Fall River, Mass. 
*tagon Oi) Burner Corp., Mineola, N. Y. 


BUYER'S GUIDE g INDUSTRY DIRECTORY 


Patten Co., J. V., Sycamore, IIl. 

Peabody Eng. Corp., New York 36, N. Y. 

Peerless Furnace & Fdry., Inc., Indianap- 
olis, Ind. 

Penn Boiler & Burner Mfg. Co., Lancaster, 
Pa. 

Perfection Industries Div., Cleveland, O. 

Petro, Cleveland 11, Ohio 

Prat-Daniel Corp., So. Norwalk, Conn. 

Premier Furnace Co., Dowagiac, Mich. 

Quick Furnace Co., Des Moines, Iowa 

Quiet Automatic Burner Corp., Newark, 
N. J 

Quiet May Div., Lancaster, Pa. 

Radiant-Aire Corp., Michigan City, Ind. 

Radiant Utilities Corp., Brooklyn 14, N. Y. 

Ray Oil Burner Co., San Francisco 12, Calif. 

Remco, Inc., Baltimore, Md. 

Reif-Rexoil, Inc., Buffalo 3, N. Y. 

Republic Products Co., Philadelphia, Pa. 

Rheem Mfg. Co., Chicago 29, IIl. 

Richmond Radiator Co., Metuchen, N. J. 

Robot Auto-Heat Corp., The, Middletown, 
Conn. 

Rossoe Mfg. Co., Inc., Seattle, Wash. 

Round Oak Co., Ine., Dowagiac, Mich. 

Russo, Ine., Thomas D., Boston 31, Mass. 

Rybolt Heating Co., Ashland, Ohio 

Sandberg Mfg. Co., Portland 10, Ore. 

Schwab Safe Co., Lafayette, Ind. 

Scott-Newcomb, Inc., St. Louis 19, Mo. 

Shana Mfg. Co., Inc., Chicago 1, Il. 

Silent Glow Oil Burner Corp., Hartford, 
Conn. 

Sinclair Refining Co., New York, N. Y. 

Smith Corp., A. O., Milwaukee 1, Wisc. 

Souther Iron Co., E. E., St. Louis 20, Mo. 

Standard Automatic Div., Newark, N. J. 

Standard Heating Eqpt. Co., Waterloo, Ia. 

Steel City Furnace Corp., Springdale, Pa. 

Steel Prods., Inc., W. Haven, Conn. 

Stewart Oil Burner Co., Hanover, Pa. 

Stutzman Oil Burner Co., Clifton Heights, 
N. J. 

Sunbeam Air Conditioner Div., Elyria, O. 

Surface Combustion Corp., Toledo 1, Ohio 

Superior Furnace & Mfg. Co., Plymouth, 
Mich. 

Syncromatic Corp., Watertown, Wisc. 

Thatcher Furnace Co., Garwood, N. J. 

Therm Gas Generator Co., Inc., Seattle, 
Wash. 

Thermo-Prods., Inc., North Judson, Ind. 

Tjernlund Mfg. Co., St. Paul 14, Minn. 

Toridheet Div., Cleveland 2, Ohio 

Tru-Heet Co., Trenton, N. J. 

XXth Century Heating & Ventilating Co., 
Akron 1, Ohio 

U. S. Machine Div., Lebanon, Ind. 

U. S. Rad. Corp., Detroit 26, Mich. 

Universal Prods. Corp., Auburn, Ind. 

Viking Oil Co., Milwaukee, Wisc. 

Volcano Burner Corp., New York 61, N. Y. 

Waltham Oil Burner Co., E. Boston, Mass. 

Waterman-Waterbury Co., The, Minneap- 
olis 13, Minn. 

Wayne Home Egpt. Co., Inc., Ft. Wayne, 
Ind. 

Weatherall Eng. Inc., Providence, R. I. 

West Coast Quiet Heet, Inc., Portland, Ore. 

Williams Automatic, Inc., White Plains, 
W.. XY. 

Williams Div., Bloomington, III. 

Williamson Co., The, Cincinnati, Ohio 

Wisconsin Oil Burner Co., Madison, Wisc. 

XXth Century Htng. & Ventilating Co., 
Akron, Ohio 

York-Shipley, Inc., York, Pa. 

Zink Co., John, Tulsa, Okla. 


Forced Air, High Pressure Burner with 
Built-in Water Heater 


Airflame, Waukegan, Ill. 

Crane Co., Chicago, Ill. 

Flame-Master Co., Inc., Chicago, Ill. 

International Heater Co., Utica, N. Y. 

Manville Boiler Co., Inc., Hackettstown, 
Nad: 

Metromatic Mfg. Co., Medford, Mass. 

Nat’l] Airoil Burner Co., Philadelphia, Pa. 

Paragon Oil Burner Corp., Mineola, N. Y. 

Robot Auto Heat Corp., Middletown, Conn. 


Forced Air, Low Pressure Burner 


Acme Welding Div., West Hartford, Conn. 
Airflame, Inc., Waukegan, IIl. 
Airwasher Corp., Eaton Rapids, Mich. 


. ... Furnace-Burner Units 


American Ideal-Aire Corp., Garden City, 


Auburn Foundry, Inc., Auburn, Ind. 
Bonair Prods., Inc., Darby, Pa. 
Brown FinTube Co., Elyria, Ohio 
Burtchaell Heating Co., Portland, Ore. 
Chicago Steel Furnace, Chicago, Ill. 
Cleaver-Brooks Co., Milwaukee, Wisc. 
Cox Mfg. Co., Ridgeville, Ind. 


Dowagiac Steel Furnace Co., Dowagiac, 
Mich. 

Dravo Corp., Pittsburgh, Pa. 

Fano-Flame Oil Burner Co., Huntington 


Park, Calif. 

Flame Master Co., Inc., Chicago, Ill. 

General Electric Co., Bloomfield, N. J. 

Gentleman Janitor Mfg. Co., Scranton 2, Pa. 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Herco Oil Burner Corp., Lancaster, Pa. 

Hess Co., Chicago, Ill. 

Johnson Heater Corp., Chelsea, Mass. 

Kalamazoo Furnace & Appl. Mfg. Co., Kala- 
mazoo, Mich. 

Majestic Co., Inc., The, Huntington, Ind. 

Manville Boiler Co., Hackettstown, N. J. 

Mechanical Products Mfg. Co., Seattle, 
Wash. 

Mortemp Div., Seattle, Wash. 

O’Halloran Industries, Detroit 4, Mich. 

Richmond Radiator Co., Metuchen, N. J. 

Rossoe Mfg. Co., Seattle, Wash. 

Rybolt Heater Co., The, Ashland, Ohio 

Sandberg Mfg. Co., Portland, Ore. 

Scott-Newcomb, Inc., St. Louis 19, Mo. 

Smith Corp., A. O., Milwaukee, Wisc. 

Standard Automatic Burner Div., Newark, 
N. J. 

U. S. Machine Div., Lebanon, Ind. 

Waterman-Waterbury Co., The, Minneap- 
olis, Minn. 

Wayne Home Egqpt. Co., Inc., Ft. Wayne, 
Ind. 

Weatherall Eng. Inc., Providence 4, R. I. 

Williams Div., Bloomington, II. 


Forced Air, Vaporizing 


Allied Htg. & Air Conditioning Co., Lawn- 
dale, Calif. 

American Boiler & Fdry. Co., Milan, Mich. 

American Furnace Co., St. Louis 10, Mo. 

Anchor Div., New Albany, Ind. 

Bauer Oil Burner, Inc., Wilmington, Del. 

Beyer Oil Burner Co., Rosamond, Calif. 

Brandenburg Industries, Inc., Baltimore 9, 
Md. 

Brown FinTube Co., Elyria, Ohio 

Cary Mfg. Co., Waupaca, Wisc. 

Chandler Co., Cedar Rapids, Iowa 

Columbus Combustion Co., Columbus, O. 

Conn. State Furnace Co., Bridgeport, Conn. 

Domestic Mfg. Co., Seattle, Wash. 

Duo-Therm Div., Lansing 3, Mich. 

Electro-Watt Industries, Inc., Salem, Ore. 

Eclipse Fuel Eng. Co., Rockford, Ill. 

Firewel Co., Inc., The, Buffalo 25, N. Y. 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Heat Controller, Inc., Jackson, Mich. 

Henry Furnace Co., Medina, Ohio 

Hess Co., The, Chicago 50, Il. 

International Oil Burner Co., St. Louis 10, 
Mo. 

Kresno-Stamm Mfg. Co., Palisades Park, 
N. J. 

Kresky Mfg. Co., Petaluma, Calif. 

Laco Oil Burner Co., Inc., Griswold, Iowa 

Little Burner Co., Inc., San Rafael, Calif. 

Meyer Furnace Co., Peoria 2, Ill. 

Morrison Steel Prods. Inc., Buffalo 7, N. Y. 

Northwest Metal Prods. Inc., Seattle, Wash. 

Olsen Mfg. Co., The C. A., Elyria, Ohio 

Patten Co., J. V., Sycamore, Ill. 

Perfection Industries Div., Cleveland, Ohio 

Reliance Prods. Corp., Portland 4, Ore. 

Richmond Rad. Co., New York 17, N. Y. 

Rybolt Heating Co., Ashland, Ohio 

Scott-Newcomb, Inc., St. Louis 19, Mo. 

Silent Sioux Corp., Orange City, Iowa 

Steel City Furnace Corp., Springdale, Pa. 

Surface Combustion Corp., Toledo, Ohio 

Thatcher Furnace Co., Garwood, N. J. 

Therm Gas Generator Co., Seattle, Wash. 

Thermo Prods., Inc., N. Judson, Ind. 

U. S. Machine Div., Lebanon, Ind. 


Forced Air, Horizontal Rotary Burner 
Combustion Service Eng., W. Allis, Wisc. 
Manville Boiler Co., Inc., Hackettstown, 

N. J. 








. «.~ Furnace-Burner Units 


Forced Air, Wall Flame Vertical Rotary 


American Fdry. & Furnace Co., Blooming- 
ton, Il. 

Fluid Heat Div., Baltimore 24, Md. 

Pacific Oil Co., Fall River, Mass. 

Toridheet Div., Cleveland 2, Ohio 

Scaife Co., Oakmont, Pa. 


Gravity, High Pressure Burner 


Airflame, Inc., Waukegan, Ill. 
Airwasher Corp., Eaton Rapids, Mich. 
American Furnace Co., St. Louis, Mo. 
American Rad. & Std. Sanitary Corp., Pitts- 
burgh 30, Pa. 
Anchor Div., New Albany, Ind. 
Armstrong Furnace Co., Columbus 8, Ohio 
Auburn Burner Co., Auburn, Ind. 
Avery Farm Machy. Co., Hart Heat Div., 
Peoria, Ill. 
Berger Furnace Co., Belle Vernon, Pa. 
Bethlehem Fdry. & Machine Co., Bethlehem, 
Pa. 
Billow Corp., Chicago 6, Ill. 
Bonair Prods., Inc., Darby, Pa. 
Brandes Co., Madison, Wisc. 
Bryant Air Conditioning Corp., 
phia 23, Pa. 
Bryant Heater Div., Cleveland, Ohio 
Cary Mfg. Co., Waupaca, Wisc. 
Century Eng. Corp., Cedar Rapids, Ia. 
Certified Furnace Co., St. Paul 4, Minn. 
Chandler Co., Cedar Rapids, Iowa 
Chicago Steel Furnace Co., Chicago, Ill. 
Combustioneer Div., Springfield, Ohio 
Crane Co., Chicago, IIl. 
Dalzen Mfg. Co., St. Clair, Mich. 
Dowagiac Steel Furnace Co., 
Mich. 
Eclipse Fuel Eng. Co., Rockford, IH. 
Electro-Watt Industries, Inc., Salem, Ore. 
Ex Cel Co., Dowagiac, Mich. 
Fano-Flame Oil Burner Co., 
Park, Calif. 
Firewel Co., Inc., The, Buffalo 25, N. Y. 
Floral City Heater Co., Monroe, Mich. 
Fluid Heat Div., Baltimore 24, Md. 
Forest City Foundries Co., The, Cleveland 
13, Ohio 
Green Colonial Furnace Co., Des Moines, Ia. 
Hall-Neal Furnace Co., Indianapolis, Ind. 
Henry Furnace Co., Medina, Ohio 
Heating Specialties, Inc., Baltimore, Md. 
Home Furnace Co,., Holland, Mich. 
Illinois Iron & Bolt Co., Carpersville, Ill. 
International Heater Co., Utica, N. Y. 
rer Oil Burner Co., St. Louis 10, 
oO. 
Jackson & Church Co., Saginaw, Mich. 
Kalamazoo Furnace & Appl. Mfg. Co., Kala- 
mazoo, Mich. 
ae Furnace & Tank Co., Inc., Perry, 
so 
Keith Furnace Co., Des Moines, Iowa 
Ko-Z-Aire Prods., Inc., Red Oak, Iowa 
Leahy Mfg. Co., Los Angeles 21, Calif. 
Leeson Air Conditioning Corp., Detroit 27, 
Mich, 
Lennox Industries, Inc., Marshalltown, Ia. 
Little Burner Co., H. C., San Rafael, Calif. 
Majestic Co., Inc., The, Huntington, Ind. 
Major Oil Burner Co., Philadelphia 22, Pa. 
Mammoth Furnace Co., St. Paul, Minn. 
Mechanical Products Mfg. Co., Seattle 4, 
Wash. 
Metro Oil Burner Mfg. Co., Inc., Easthamp- 
ton, Mass. 
Meyer Furnace Co., Peoria 2, III. 
Montag Stove & Furnace Works, Portland 
17, Ore. . 
Mueller Climatrol, Milwaukee 15, Wisc. 
Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 
— Airoil Burner Co., Philadelphia 34, 
a. 
Niagara Furnace Div., Cleveland 13, Ohio 
Norge Heat Div., Kalamazoo, Mich. 
O’Halloran Industries, Detroit 4, Mich. 
Olsen Mfg. Co., The C. A., Elyria, Ohio 
Patten Co., J. V., Sycamore, Ill. 
Peerless Furnace & Fdry, Inc., Indianap- 
olis, Ind. 
Penn Boiler & Burner Mfg. Corp., Lan- 
caster, Pa. 
Perfection Industries, Div., Cleveland 4, O. 
Premier Furnace Co., Dowagiac, Mich. 
Quiet May Div., Lancaster, Pa. 
Radiant-Aire Corp., Michigan City, Ind. 
Round Oak Co., Dowagiac, Mich. 


Philadel- 


Dowagiac, 


Huntington 


6 


Rybolt Heater Co., Ashland, Ohio 
Sandberg Mfg. Co., Portland 10, Ore. 
Shana Mfg. Co., Inc., Chicago 1, Ill. 
Silent Automatic Prods., Jackson, Mich. 
Souther Iron Co., E. E., St. Louis 20, Mo. 
Steel City Furnace Corp., Springdale, Pa. 
Stewart Oil Burner Co., Hanover, Pa. 
Sunbeam Air Conditioner Div., Elyria, O. 
Superior Furnace & Mfg. Co., Plymouth, 
Mich. 
Synchromatic Corp., Watertown, Wisc. 
Volcano Burner Corp., New York 61, N. Y. 
Waterman-Waterbury Co., The, Minneap- 
olis 13, Minn. 
Williams Automatic, 
Be 
Williamson Co., The, Cincinnati, Ohio 
Wisconsin Oilburner Co., Madison 5. Wisc. 
XXth Century Htg. & Ventilating Co., 
Akron, Ohio 


Ine., White Plains, 


Gravity, Low Pressure Burner 


Airflame, Inc., Waukegan, Ill. 

Airwasher Corp., Eaton Rapids, Mich. 

Bonair Products, Inc., Darby, Pa. 

Dowagiac Steel Furnace Co., 
Mich. 

Fano-Flame Oil Burner Co., Huntington 
Park, Calif. 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Hess Co., The, Chicago, Ill. 

Kalamazoo Furnace & Appl. Mfg. Co., Kala- 
mazoo, Mich. 

Mechanical Products Mfg. Co., Seattle 4, 
Wash. 

O’Halloran Industries, Detroit, Mich. 

Rybolt Heater Co., The, Ashland. Ohio 

Waterman-Waterbury Co., Minneapolis, 
Minn. , 


Dowagiac, 


Gravity, Vaporizing Burner 


Allied Htg. & Air Conditioning Co., Lawn- 
dale, Calif. 
American Gas 

Minn. 
Beyer Oil Burner Co., Rosamond, Calif. 
Breese Burners, Inc., Sante Fe, N. M. 
Cary Mfg. Co., Waupaca, Wisc. 
Century Eng. Corp., Cedar Rapids, Ia. 
Certified Furnace Co., St. Paul 4, Minn. 
Chandler Co., Cedar Rapids, Ia. 
Coleman Co., The, Wichita, Kans. 
Columbus Combustion Co., Columbus, O. 
Delco Appliance Div., Rochester, N. Y. 
Duo-Therm Div., Lansing 3, Mich. 
Electro-Watt Industries, Inc., Salem, Ore. 
Firewel Co., Inc., The, Buffalo 25, N. Y. 
Hall-Neal Furnace Co., Indianapolis, Ind. 
Henry Furnace Co., Medina, Ohio 
International Oil Burner Co., St. Louis 10, 
Mo. 
Kresno-Stamm Mfg. Co., 


Machine Co., Albert Lea, 


Palisades Park, 


Kresky Mfg. Co., Inc., Petaluma, Calif. 

Laco Oil Burner Co., Inc., Griswold, Ia. 

Little Burner Co., H. C., Inc., San Rafael, 
Calif. 

Meyer Furnace Co., Peoria 2, Ill. 

Morrison Steel Products, Inc., Buffalo, N. Y. 

Northwest Mfg. Co., Mitchell, S. D. 

Northwest Metal Prods., Inc., Seattle, Wash. 

Olsen Mfg. Co., The C. A., Elyria, Ohio 

Patten Co., J. V., Sycamore, Ill. 

Perfection Industries Div., Cleveland 4, O. 

Prentiss Wabers Prods. Co., Wisconsin 
Rapids, Wisc. 

Reliance Prods. Corp., Portland 14, Ore. 

Rybolt Heating Co., Ashland, Ohio 

Sam-Bee Oil Burner Co., So. Bend 14, Ind. 

Therm Gas Generator Co., Inc., Seattle, 
Wash. 


Pipeless, Oilfired 


Beyer Oil Burner Co., Rosamond, Calif. 

DeSoto Oil Burner Co., York, Pa. 

Gross Aire Mfg. Co., St. Louis 14, Mo. 

Harvey, C. T., Portsmouth, Va. 

Hasko Utilities Co., New York, N. Y. 

Metromatic Oil Burner Co., Everett, Conn. 

Montag Stove & Furnace Works, Portland, 
Ore. 

Pacific Oil Co., Fall River, Mass. 

Rybolt Heater Co., The, Ashland, Ohio 

Sunbeam Air Conditioner Div., Elyria, Ohio 





. ..- Oilburners, Domestic 


Portable 


Air Conditioning Eng. Co., Cambridge 4, 
Mass. ‘ 
Auburn Burner Co., Auburn, Ind. 
Brown FinTube Co., Elyria, Ohio 
Campbell Heating Co., Des Moines 17, Towa 
Heat Controller, Inc., Jackson, Mich, 
Jackson & Church Co., Saginaw, Mich, 
Mechanical Products Mfg. Co., Seattle 4 
Wash. , 
Metromatic Oil Burner Co., Everett, Mass, 
Mortemp Div., Seattle, Wash. 
Norge Heat Div., Kalamazoo, Mich, 
Prat-Daniel Corp., S. Norwalk, Conn. 
Quiet Automatic Burner Corp., Newark 
N. J. 
Siebring Mfg. Co., George, Ia. 
Silent Glow Oil Corp., Hartford 6, Conn. 
Vapor Heating Corp., Chicago, Ill. 
Waltham Oil Burner Co., Inc., E. Boston 
Mass. 


Oilburners, Domestic 


Atomizing Vertical Rotary 


Hardinge Oil Burner & Mfg. Co., Chicago 
13, Ill. 

Hayward Mfg. Co., Inc., Brooklyn 31, N. Y. 

Hayward Oil Burner Corp., Cambridge, 
Mass. 

Iron Fireman Mfg. Co., Cleveland, Ohio 

MacLeod Co., Cincinnati 22, Ohio 

O’Halloran Industries, Detroit, Mich. 

Scaife Co., Oakmont, Pa. 


High Pressure, Gun 


Acme Heat & Power, Inc., Brooklyn 6, N. Y. 

Acme Oil Burner Co., Cedar Rapids, Iowa 

Acme Tool & Gauge Co., Providence 4, R. I. 

Aire Director Mfg. Co., Seattle 9, Wash. 

Airflame, Inc., Waukegan, Ill. 

Airtemp Div., Dayton 1, Ohio 

Aldrich Co., Wyoming, IIl. 

Allied Eng. Co., Allston, Mass. 

American Furnace Co., St. Louis 10, Mo. 

American Lava Corp., Chattanooga 5, Tenn. 

American Mohawk Co., Inc., New York 14 
NY. 

American Oil Burners & Htg. Utilities, 
Brooklyn 20, N. Y. 

American Rad. & Std. Sanitary Corp., Pitts 
burgh 30, Pa. 

Anchor Div., New Albany, Ind. 

Anchor Stove & Range Co., New Albany, 
Ind. 

Armstrong Furnace Co., Columbus 8, Ohio 

Arrow Petroleum Co., Chicago, IIl. 

Aston Products, Inc., Hazel Park, Mich. 

Atlas Mfg. Corp., Brooklyn, N. Y. 

Auburn Burner Co., Auburn, Ind. 

Auto-Heat Corp., Middletown, Conn. 

Automatic Burner Corp., Chicago 12, Ill. 

Automatic Firing Corp., St. Louis, Mo. a 

Avery Farm Mach’ny Co., Hart Heat Div., 
Peoria, Ill. 

Bard Mfg. Co., Bryan, Ohio 

Barclay, Inc., Robert, Chicago 7, Til. 

Bascom Co., Inc., Geo. R., Boston 22, a 

Beck Eng. Combustibles Ko., St. Louis 
Mo. 

Beckett Corp., R. W., Elyria, Ohio 

Berger Furnace Co., Belle Vernon, Pa. 

Berkley Mfg. Co., Philadelphia, Pa. 


Bethlehem Fdry. & Machine Co., Bethleher 
Pa. 

Bettendorf Oil Burner Co., Marshalltow®. 
Iowa 

Blue Hill Oil Burner Mfg. Co., Inc., Rosllt 
dale, Mass. 


Boque Electric Mfg. Co., Paterson 3, i, 

Branford Tank & Heating Prods., Inc. 
ton, Conn. 

Braun Bros. Oil Co., Winnetka, Til. waits 

Brown Oil Burning Eqpt. Co., Cam 
39, Mass. 

Bryan Steam Corp., Peru, Ind. io 

Bryant Air Conditioning Corp. prrb pols 

Bryant Div., Carrier Corp., India 
Ind. 

Burcear Mfg. Co., Newark, N. J. aN¥. 

Burn-Rite Products Co., Yonkers a 

Caloroil Burner Corp., Hartford, rs 

Campbell Machine Co., Minneapouls, 

Capson Co., Brooklyn, N. Y. 

Carlin Co., Wethersfield, ae ol 3, Cont 

Carlton Oil Burner Co., Hartford 4, 
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Cont. 


cary Mfg. Co.. Waupaca, Wisc. 

century Eng. Corp., Cedar Rapids, Iowa 

Certified Furnace Co., St. Paul 4, Minn. 

Chalmers Oil Burner Co., Minneapolis, 
Minn. r : 

Chandler Co., Cedar Rapids, Iowa 

Cities Service Oil Co. (Pa.), New York, N. Y. 

citro Oil Burners Corp., Pompton Lakes, 
N. J. 

Columbia Boiler Co., Pottstown, Pa. 

conco Eng. Works, Mendota, Ill. 

Concord Oil Corp., Lawrence, N. Y. 

Connecticut Refining Co., W. Haven, Conn. 

Conn, State Furnace Co., Inc., Bridgeport, 
Conn. 

Connelley Co., St. Louis 3, Mo. 

Consolidated Industries, Inc., 
Ind. 

Crane Co., Chicago, Ill. 

Crown Petroleum Corp., Hartford, Conn. 
curtis Refrigerating Machine Div., St. 
Louis, Mo. 

Cuthrell Machine Works, Norfolk 6, Va. 
‘David’ Automatic Oil Burners, Camden, 
N. J. 

Davis Eng. Co., Yonkers, N. Y. 

Deleo Appliance Div., Rochester, N. Y. 

DElia Oil Burner Co., Bridgeport 8, Conn. 
Delta Heating Corp., Trenton 8, N. J. 

Des Moines Furnace & Stove Repair Co., 
Des Moines 5, lowa 

DeSoto Oil Burner Corp., York, Pa. 
Dewey-Shepard Boiler Co., Indianapolis, 
Ind. 

Diamond Instrument Co., Wakefield, Mass. 
Diamond Iron Works, Inc., Minneapolis 11, 
Minn. 

Diesel Burner Mfg. Co., Moosup, Conn. 

Diesel Oil Burner Corp. of N. Y., Jamaica 5, 
NY, 

Domestic Mfg. Co., Seattle, Wash. 

Dornback Furnace & Fdry Co., Cleveland 8, 
Ohio 

Dowagiac Steel Furnace Co., 
Mich. 

Drexel Mfg. Co., Philadelphia, Pa. 

Duff, David & Son, New Bedford, Mass. 


East Coast Co., Boston 9, Mass. 

Eastern Boiler Co., Hartford, Conn. 

Eckhart Mfg. Co., Inc., Union, N. J. 

Eddy Stoker Corp., Chicago, Ill. 

Eds-Wil Burner Corp., Chicago, IIl. 

Electric Furnace-Man, Inc., Emmaus, Pa. 

Electro-Watt, Inc., Seattle 1, Wash. 

Electro-Watt Industries, Inc., Salem, Ore. 

a Burner Mfg. Co., Inc., Rutherford, 

Engineer Co., The, New York 6, N. Y. 

Enterprise Engine & Machinery Co., San 
Francisco 10, Calif. 

Esso Standard Oil Co., New York 19, N. Y. 

Ewbank Co., Matamoras, Pa. 

Ex Cel Co., Dowagiac, Mich. 

Excelsior Steel Furnace Co., Chicago, Ill. 


Pairchester Oil Co., Inc., Port Chester, N. Y. 

— Oil Heating Co., Inc., Greenwich, 
nn, 

Fano-Flame Oil Burner Co., Huntington 

Park, Calif. 

Fargo Fry, Co., Inc., Fargo, N. D. 

— Oil Burner Co., St. Albans, L. I., 


Lafayette, 


Dowagiac, 


bri Oil Burner Co., Inc., Philadelphia 
Meetbbons Boiler Co., Inc., New York 17, 


Flame-Master Co.., Chicago, Ill 
rar City Heater Co., Monroe, Mich. 
phe Div., Baltimore 24, Md. 
On Rank Mfg. Co., St. Louis 4, Mo. 
Ma matic Prods. Corp., Baltimore 
— Machine Co., Inc., Emmaus, Pa. 
Heating Products Co., Philadelphia, 


Gene: 
‘Ee Oil Heating Corp., W. New York, 


Pras. 
Came Utilities Corp., Philadelphia 21, Pa. 
Gilbert A Janitor Mfg. Co., Scranton 2, Pa. 

rker Mfg. Co., W. Springfield, 


Gillen Co., J 


Glo-Heat Co 
Gold Star Oj 
N.Y 


- L., Detroit 39, Mich. 
, Philadelphia 40, Pa. 
Burner Mfg. Co., Inc., Yonkers 


C a. XY, 
olden ry ong Mfg. Co., Camden 3, N. J. 
Snot ‘a Oil Burner Mfg. Co., Camden 3, 


Gould Of Burner Co., Boston 20, Mass. 


MUYER'S GUIDE & INDUSTRY DIRECTORY 


Green Colonial Furnace Co., Des Moines, Ia. 
Greene Mfg. Co., A., Philadelphia, Pa. 
Greene & Hodgson, Inc., Providence 5, R. I. 
Greenwood Eng. Co., Baltimore 30, Md. 


Hall-Neal Furnace Co., Indianapolis, Ind. 

Harvey, Ine., Sid, Valley Stream, N. Y. 

Hayward Mfg. Co., Ine., Brooklyn 31, N. Y. 

Hayward Oilburner Corp., Cambridge, 
Mass. 

Heatcraft Co., Louisville 2, Ky. 

Heating Specialties, Baltimore, Md. 

Heet-Master Prod. Co., Baltimore 18, Md. 

Heil Co., The, Milwaukee 1, Wisc. 

Henry Furnace Co., Medina, Ohio 

Herco Oil Burner Corp., Lancaster, Pa. 

Hershey Motorstokor, Inc., Manheim, Pa. 

Hershner Mfg. Co., York, Pa. 

Howell Eng. Corp., Oregon, Ill. 

Hubbard Co., Minneapolis. Minn. 

Hy-Lo Burner Co., Inc.. Eddington, Pa. 

Hyle Oil Burner Co., Catonsville, Md. 


Illinois Iron & Bolt Co., Carpentersville, Tl. 

Ingersoll Conditioned Air Div., Kalamazoo, 
Mich. 

Iron Fireman Mfg. Co., Cleveland 11, Ohio 


Jackson & Church Co., Saginaw, Mich. 

Jenkins Eng. Co., Seattle 1, Wash. 

Jettronaire, Inc., Pittsburgh 10, Pa. 

Johnson Co., S. T., Oakland, Calif. 

Kalamazoo Furnace & Appliance Mfg. Co., 
Kalamazoo, Mich. 

Keil’s, Wilmington, Del. 

Keith Furnace Co., Des Moines, Iowa 

Kinsley Burner & Machine Co., Providence, 
Fok 

Kleen Heet, Inc., Chicago 12, Ill. 

Kol-Master Corp., Oregon, II. 

Ko-Z-Aire Prods., Inec., Red Oak, Iowa 

Kresky Mfg. Co., Inc., Petaluma, Calif. 

Kresno-Stamm Mfg. Co., Palisades Park, 
N. J. 

Laco Oil Burner Co., Inc., Griswold, Iowa 

Lamson Oil Corp., Providence 5, R. I. 

La Salle Oil Burner Co., Inc., Seattle 3, 
Wash. 

Lennox Industries, Inc., Marshalltown, Ia. 

Lynn Prods. Co., Lynn, Mass. 

MacLeod Co., Cincinnati 22, Ohio 

McPherson Furnace Co., Marshalltown, Ia. 

Madsen Service, Minneapolis, Minn. 

Majestic Co., Inc., Huntington, Ind. 

Major Oil Burner Co., Philadelphia 22, Pa. 

Malleable Iron Fittings Co., Branford, Conn. 

Manville Boiler Co., Inc., Hackettstown, 
N. J. 

Mar-Coil Heater Co., Union City, N. J. 

Marietta Metal Prods. Corp., Marietta, Pa. 

Marnis Oil Co., Ine., New York 51, N. Y. 

Master Automatic Oil Burner Co., Kansas 
City 3, Kan. 

McPherson Furnace & Egqpt. Co., Seattle, 
Wash. 

Mechanical Prods. Co., Seattle 4, Wash. 

Merit Oil Heating Corp., Mt. Vernon, N. Y. 

Messer Co., Inc., The. Newark 7, N. J. 

Metalmaster Corp., Newark, N. J. 

Metro Oil Burner Mfg. Co., Inc., Easthamp- 
ton, Mass. 

Metromatic Oil Burner Co., Everett, Mass. 

Meyer Furnace Co., Peoria 2, Ill. 

Middleton & Meads Co., Inc., Baltimore 2, 
Md. 

Montag, Inc., Portland 17, Ore. 

Mortemp Div.. Seattle, Wash. 

Mt. Hawley Mfg. Co., Peoria 4, Ill. 

Mueller Climatrol, Milwaukee 15, Wisc. 

National Airoil Burner Co., Inc., Philadel- 
phia 34, Pa. 

National Home Egqpt. Co., New York 7, 
WN. ¥, 

National Oil Corp., Richmond, Va. 

Nat’l-U. S. Radiator Corp., Johnstown, Pa. 

Niagara Furnace Div., Cleveland 13, Ohio 

Noble Fuel Oil Burner Co., Chicago 22, Ill. 

Nola Oil Burner Co., New Orleans 5, La. 

Northern New Jersey Oil Co., Newark, N. J. 

Norwalk Air Conditioning Corp., The, So. 
Norwalk, Conn. 

Northwest Fdry. & Furnace Co., Portland 
2, Ore. 

Nu-Way Corp., The, Rock Island, Ill. 

O’ Halloran Industries, Detroit 4, Mich. 

Oil-Elec-Tric Co., St. Paul 4, Minn. 

Oil Eqpt. Laboratories, Inc., Elizabeth, N. J. 

Oil Gas Generator Burner, Inc., New Castle, 
Pa. 

Oil Heating Economy Corp., East Boston, 
Mass. 

Olsen Mfg. Co., The C. A., Elyria, Ohio 


. .. - Oilburners, Domestic 


Olson & Co., Arthur A., Canfield, Ohio 

Omaha Supply Co., Omaha, Nebr. 

Overhead Heaters, Inc., Detroit, Mich. 

Pacific Automatic Htg. Co., Seattle, Wash. 

Paragon Oil Burner Corp., Mineola, N. Y. 

Park Oil Burner, Atlantic City, N. J. 

Pate Co., The, Darby, Pa. 

Patten Co., J. V., Sycamore, IIl. 

Peerless Fur. & Fdry., Inc., Indianapolis, 
Ind. 

Penn Boiler & Burner Mfg. Corp., Lancas- 
ter, Pa. : 

Perfection Industries Div., Cleveland, Ohio 

Petro, Cleveland 11, Ohio 

Pilgrim Oil Burner Co., Hartford, Conn. 

Portmar Boiler Co., Inc., Brooklyn 15, N. Y. 

Preferred Utilities Mfg. Corp., New York 
23,.N. ¥. 

Premier Furnace Co., Dowagiac, Mich. 


Quiet. Automatic Burner Corp., Newark 4, 
N. J 


Quiet Heet Mfg. Corp., Newark 5, N. J. 
Quiet May Div., Lancaster, Pa. 


Rackliffe Oil .Co., New Britain, Conn. 
Radiant-Aire Corp., Michigan City, Ind. 
Radiant Utilities Corp., Brooklyn 14, N. Y. 
Ray Oil Burner Co., San Francisco 12, Calif. 
Rayfield-Staffeco Burner Co., Chicago 8, Ill. 
Red Wing Oil Burner Co., Medford, Mass. 
Reif-Rexoil, Inc., Buffalo 3, N. Y. 

Remco, Inc., Baltimore, Md. 

Republic Products Co., Philadelphia, Pa. 
Ronci Machine Co., Centredale 11, R. I. 
Rossoe Mfg. Co., Inc., Seattle, Wash. 
Round Oak Co., Inc., Dowagiac, Mich. 
Russo Inc., Thomas D., Boston 31, Mass. 


S-Del Co., The, Berwyn, Pa. 

S. K. Co., Ine., The, Camden, N. J. 

Sandberg Mfg. Co., Portland 10, Ore. 

Seaife Co., Oakmont, Pa. 

Schurs Oil Burner Co., Los Angeles 1, Calif. 

Schwab Safe Co., Lafayette, Ind. 

Scott-Newcomb, Inc., St. Louis 19, Mo. 

Selectrol Eng. Co., Brooklyn 23, N. Y. 

Siemon Mfg. Co., Grandview, Mo. 

Sigwald Eng. Co., Minneapolis, Minn. 

Silent Flame Mfg. Co., Inc., New York 72, 
N. Y. 

Silent Glow Oil Corp., Hartford 6, Conn. 

Simplex Oil Heating Corp., Philadelphia 11, 
Pa. 

Smith Corp., A. O., Milwaukee 1, Wis. 

Sorenson-Vana Corp., Omaha, Nebr. 

Souther Iron Co., St. Louis 20, Mo. 

Southern Heater Co., Compton, Calif. 

Standard Automatic Burner Div., Newark, 
N. J. 

Steel Prods., Inc., West Haven, Conn. 

Sternaman Oil & Supply. Inc., Chicago, Ill. 

Stewart Oil Burner Co., Hanover, Pa. 

Stutzman Oil Burner Co., Clifton Heights, 
Pa. 

Sunbeam Air Conditioner Div., Elyria, O. 

Sunbeam Oil Burner Mfg. Corp., Bronx, 
N. Y. 

Sundstand Eng. Co., Rockford, Ill. 

Sunland Refining Corp., Fresno, Calif. 

Sun-Ray Burner Mfg. Corp., Jamaica, N. Y. 

Super Oil Heater Co., Hartford, Conn. 

Swirling Oil Burner Mfg. Corp., Long Island 
City 6, N. Y. 

Synchronous Flame, Inc., Walworth, Wisc. 

Syncromatic Corp., Watertown, Wisc. 

Thatcher Furnace Co., Garwood, N. J. 

Thermal Research Prods. Co., Sparks, Md. 

Thremo-Prods., Inc., No. Judson, Ind. 

Tjernlund Mfg. Co., St. Paul 8, Minn. 

Todd Shipyards Corp., Elmhurst, N. Y. 

Toridheet Div., Cleveland, Ohio 

Trenton Htg. Mfg. Co., Trenton, Mich. 

Tru-Heet Co., Trenton, N. J. 

Tubing Appliance Co., Inc., Los Angeles 45, 
Calif. 

Tur-Bin Corp., Baltimore 2, Md. 

Twin Control Burner Mfg. Co., New York 
67, N. Y. 

U. S. Machine Div., Lebanon, Ind. 

U. S. Petroleum Co., Clifton, N. J. 

V&E Products, Inc., Schuylkill Haven, Pa. 

Volcano Burner Corp., New York 61, N. Y. 

Waltham Oil Burner Co., E. Boston, Mass. 

Waterfilm Boilers, Inc., Jersey City, N. J. 

Waterman-Waterbury Co., Minneapolis, 
Minn. 

Wayne Home Egpt. Co., Inc., Ft. Wayne 4, 
Ind. 

Weatherall Eng. Inc.,. Providence, R. I. 

Westchester Home Eqpt. Co., New York, 
N. Y. 









































































. .. . Oilburners, Domestic 


West Coast Quiet Heet, Inc., Portland, Ore. 

White Fuel Corp., So. Boston, Mass, 

Will-Burt Co., The, Orrville, Ohio 

Williams Automatic, Inc., White Plains, 
he 

Williams Div., Bloomington, Ill. 

Williamson Co., The, Cincinnati, Ohio 

Winston Co., Inc., Newark, N. J. 

Winston Co. of Mass., Boston, Mass. 

Wisconsin Oil Burner Co., Madison, Wisc. 

York-Shipley, Inc., York, Pa. 


Horizontal Rotary Cup 


Ace Eng. Co., Chicago, Ill. 

Caloroil Burner Corp., Hartford, Conn. 

Eds-Wil Burner Corp., Chicago, Ill. 

Fano-Flame Oil Burner Co., Huntington 
Park, Calif. 

Johnson Co., S. T., Oakland, Calif. 

Lancaster Heat Transfer Co., Inc., Brook- 
lyn 1, N. Y. 

Macleod Co., Cincinnati 22, Ohio 

National Oil Burner Co. of New York, Inc., 
Brooklyn 17, N. Y. 

O’Halloran Industries, Detroit, Mich. 

Pacific Oil Co., Fall River, Mass. 

Petro, Cleveland, Ohio 

Preferred Utilities Mfg. Corp., New York 
23, N. Y. 

Rayfield-Staffco Burner Co., Chicago 8, Ill. 

Ray Oil Burner Co., San Francisco 12, Calif. 

Reif-Rexoil, Inc., Buffalo 3, N. Y. 

Silent Glow Oil Corp., Hartford 6, Conn. 

Simplex Oil Htg. Corp., Philadelphia 11, Pa. 

Sternaman Oil & Supply, Inc., Chicago, Ill. 

Todd Shipyards Corp., Elmhurst, N. Y. 


Low Pressure, Gun 


Armstrong Furnace Co., Columbus, Ohio 

Automatic Burner Corp., Chicago, Ill. 

Bague Electric Mfg. Co., Paterson, N. J. 

Cleaver-Brooks Co., Milwaukee 12, Wisc. 

Curtis Refrig. Machine Div., St. Louis 20, 
Mo 


Dowagiac Steel Furnace Co., Dowagiac, 
Mich. 

Engineer Co., The, New York 6, N. Y. 

Fano-Flame Oil Burner Co., Huntington 
Park, Calif. 

Flame-Master Co., Inc., Chicago 18, Ill. 

Heil Co., The, Milwaukee, Wisc. 

Herco Oil Burner Corp., Lancaster, Pa. 

Hy-Lo Burner Co., Eddington, Pa. 

Kresno-Stamm Mfg. Co., Ince., 
Park, N. J. 

Majestic Co., Inc., The, Huntington, Ind. 

Manville Boiler Co., Hackettstown, N. J. 

Mechanical Products Mfg. Co., Seattle 4, 
Wash. 

Mortemp Div., Seattle, Wash. 

O’Halloran Industries, Detroit 4, Mich. 

Park Oil Burner Mfg., Atlantic City, N. J. 

ay Automatic Burner Corp., Newark, 

yA 

Radiant Utilities Corp., Brooklyn, N. Y. 

Rayfield-Staffeo Burner Co., Chicago 8, IIl. 

Red Wing Oil Burner Co., Medford, Mass. 

Rossoe Mfg. Co., Seattle, Wash. 

Sandberg Mfg. Co., Portland 10, Ore. 

Scott-Newcomb, Inc., St. Louis 19, Mo. 

Smith Corp., A. O., Milwaukee, Wisc. 

Stutzman Oil Burner Co., Clinton Heights, 
Pa. 

U. S. Machine Div., Lebanon, Ind. 

Waterman-Waterbury Co., Minneapolis, 
Minn. 

Wayne Home Egpt. Co., Fort Wayne, Ind. 

Williams Div., Bloomington, IIl. 


Palisades 


Pot, Vaporizing 


Allen Mfg. Co., Nashville 1, Tenn. 

American Furnace Co., St. Louis 10, Mo. 

Barridon Oil Burner Corp., Hartford, Conn. 

Beyer Oil Burner Co., Rosamond, Calif. 

Boston Machine Works Co., Lynn, Mass. 

Brandenburg Industries, Inc., Baltimore 9, 
Md. 


Breese Burners, Inc., Santa Fe, N. M. 

Brown Oil Burning Eqpt. Co., Cambridge 
39, Mass. 

Cary Mfg. Co., Waupaca, Wisc. 

Century Eng. Corp., Cedar Rapids, Iowa 

Chandler Co., Cedar Rapids, Iowa 

Crane Co., Chicago 5, Ill. 

Delco Appliance Div., Rochester, N. Y. 

Domestic Mfg. Co., Seattle, Wash. 

<a Furnace & Fdry. Co., Cleveland 
8, Ohio 


... ~ Oilburners, 


ommercia 





Duo-Therm Div., Lansing 3, Mich. 

Fautless Oil Burner Co., St. Albans, L. I., 
N.Y. 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Ingersoll Conditioned Air Div., Kalamazoo, 
Mich. 

Iron Fireman Mfg. Co., Cleveland 11, Ohio 

Kleer Kleen Mfg. Co., Hayward, Calif. 

Kresky Mfg. Co., Inc., Petaluma, Calif. 

Kresno-Slamm Mfg. Co., Inc., Palisades 
Park, N. J. 

Little Burner Co., Inc., San Fafael, Calif. 

Lonergan Mfg. Co., McGraw Div., Albion, 
Mich. 

Mason Machine Co., Inc., York, Pa. 

Metromatic Oil Burner Co., Everett, Mass. 

Meyer Furnace Co., Peoria 2, Ill. 

Michigan Burner Co., Detroit 28, Mich. 

Miller Co., The, Meriden, Conn. 

Northwest Metal Mfg. Co., Mitchell, S. D. 

Northwest Metal Prods. Inc., Seattle, Wash. 

Prentiss Wabers Prods. Co., Brockton, Mass. 

Quaker Mfg. Co., Chicago 10, Ill. 

Quincy Stove Mfg. Co., Quincy, Ill. 

Reliance Prods. Corp., Portland 14, Ore. 

Safety Prods. Co., Brockton, Mass. 

Sam-Bee Oil Burner Co., Centralia, Tl. 

Siegler Enamel Range Co., Centralia, Til. 

Silent Sioux Corp., Orange City, Iowa 

Smith’s Htg., Inc., Kinston, N. C. 

Standard Automatic Div., Newark, N. J. 

Standard Utilities Corp., Newark 5, N. J. 

Sunland Refining Corp., Fresno, Calif. 

Super Oil Heater Co., Hartford, Conn. 

Sure Heat Stove Co., Plano, Texas 

Therm Gas Generator Co., Inc., Seattle, 
Wash. 

Trenton Htg. Mfg. Co., Trenton, Mich. 


Shell, Vaporizing 


Alasco Burner Co., Inc., 
Mass. 

Anchor Div., New Albany, Ind. 

Auburn Burner Co., Auburn, Ind. 

Automatic Burner Corp., Chicago 12, Ill. 

Barridon Oil Burner Corp., Hartford, Conn. 

Caloroil Burner Corp., Hartford, Conn. 

Carlton Oil Burner Co., Hartford 3, Conn. 

Florence Stove Co., Gardner, Mass. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hiller’s Oil Htg. Co., Lodi, Wisc. 

Jackson & Church Co., Saginaw, Mich. 

Kinsley Burner & Machine Co., Providence, 
R. I. 

Kresno-Stamm Mfg. Co., Palisades Park, 
N. J. 

Lynn Prods. Co., Lynn, Mass. 

Metromatic Oil Burner Co., Everett, Mass. 

Metro Oil Burner Mfg. Co., Inc., Easthamp- 
ton, Mass. 

Pacific Oil Co., Fall River, Mass. 

Pilgrim Oil Burner Co., Hartford, Conn. 

Red Wing Oil Burner Co., Inc., Medford, 
Mass. 

Safety Blue Flame Oil Burner Mfg. Co., 
Brockton, Mass. 

Silent Glow Oil Corp., Hartford 6, Conn. 

Smith’s Heating, Inc., Kinston, N. C. 

Super Oil Heater Co., Hartford, Conn. 

Victor Oil Burner Mfg. Co., Hartford, Conn. 

Winston Co., Inc., Newark, N. J. 

Wisconsin Oil Burner Co., Madison, Wisc. 


Wall—Flame Vertical Rotary 
Crown Petroleum Corp., Hartford, Conn. 
Fluid Heat Div., Baltimore 24, Md. 
Metromatic Oil Burner Co., Everett, Mass. 
Pacific Oil Co., Fall River, Mass. 
Safety Prods. Co., Brockton, Mass. 
Scaife Co., Oakmont, Pa. 
Toridheet Div., Cleveland, Ohio 


Oilburners, Commercial 


Atomizing Vertical Rotary 
Hayward Oil Burner Corp., Cambridge, 
Mass. 


Combination Oil-Gas Burners 
Ace Eng. Co., Chicago, Ill. 
Anthony Co., Long Island City, N. Y. 
Boiler Eng. & Supply Co., Inc., Phoenixville, 
Pa. 
Cleaver-Brooks Co., Milwaukee, Wisc. 
Columbus Combustion Co., Columbus, O. 


Wincehendon, ° 


Dewey-Shepard Boiler Co., Indianapolis 
Ind. . 
Eclipse Fuel Equipment Co., Rockford, 3) 
Enterprise Eng. & Machinery Co. ‘g. 
Francisco, Calif. aa 
Hauck Mfg. Co., Brooklyn, N. y. 
Iron Fireman Mfg. Co., Cleveland, Ohio 
Johnson Co., S. T., Oakland, Calif. 
Johnston Bros., Inc., Ferrysburg, Mich. 
Mettler Co., Inc., The, Los Angeles 63, Cajig 
North American Mfg. Co., Cleveland, Ohip | 
Northern Fuel Control, Minneapolis, Minn 
Orr & Sembower, Inc., Reading, Pa, 
Petro, Cleveland, Ohio 
Preferred Utilities Mfg. Corp., New York 
23, N. Y. 
Ray Oil Burner Co., San Francisco, Calif. 
Reif-Rexoil, Inc., Buffalo 3, N. Y. 
Schurs Oil Burner Co., Los Angeles, Calif 
Siemon Mfg. Co., Grandview, Mo. 
Simplex Oil Heating Corp., Philadelphia 
Pa. | 
Staples & Pfeiffer, San Francisco, Calif. 
Synchronous Flame, Inc., Walworth, Wise, 
Todd Shipyards Corp., Elmhurst, N, y, 
Vaporfier Corp., Chicago 4, Ill. 
Vapor Heating Corp., Chicago, Ill, 
Weatherall Eng., Inc., Providence, R. I. 
Wickes Boiler Co., Saginaw, Mich. 
Williams Bros. & Miller, Inc., East Chicago, 
Ind. 
Wisconsin Oil Burner Co., Madison, Wise. 
York-Shipley, Inc., York, Pa. 


High Pressure, Gun 


Acme Oil Burner Co., Inc., Cedar Rapids, 
Iowa 

Adelsman Boiler Co., Fengus Falls, Minn. 

Airflame, Inc., Waukegan, Ill. 

Aldrich Co., Wyoming, IIl. 

Allied Eng. Co., Allston 34, Mass. 

American Mohawk Co., Inc., New York 14, 
N.Y, 

Anchor Div., New Albany, Ind. 

Anthony Co., Long Island City 1, N. Y. 

Armstrong Furnace Co., Columbus 12, 0. 

Aston Prods. Inc., Hazel Park, Mich. 

Atlas Mfg. Corp., Brooklyn, N. Y. 

Auburn Burner Co., Auburn, Ind. 

Automatic Burner Corp., Chicago 12, Ill. 

Bascom Co., Inc., Geo. R., Boston 22, Mass. 

Beck Eng. Combustibles Ko., St. Louis 6, 
Mo. 

Beckett Corp., R. W., Elyria, Ohio 

Bethlehem Fdry. & Machine Co., Bethlehem, 
Pa. 

Bettendorf Oil Burner Co., Marshalltown, 
Iowa 
Blue Hill Oil Burner Mfg. Co.. Inc., Roslit- 
dale, Mass. : 
Boiler Eng. & Supply Co., Inc., Phoenbr 
ville, Pa. : z 
Bogue Electric Mfg. Co., Paterson 3, N. J, 
Branford Tank & Heating Prods., Inc., Sher 
ton, Conn. ; 
Brown Oil Burning Eqpt. Co., Cambridge 

39, Mass. 
Carlin Co., Wethersfield, Conn. 
Century Eng. Corp., Cedar Rapids, lowa ; 
Chalmers Oil Burner Co., Minneapolls, 
Minn. 
Chandler Co., Cedar Rapids, Iowa 
Cleaver-Brooks Co., Milwaukee, Wise. 
Columbia Boiler Co., Pottstown, Pa. 
Conco Eng. Works, Mendota, Til. 
Connelley Co., St. Louis 3, Mo. 
Crane Co., Chicago, IIl. gai 
Delco Appliance Div., Rochester, N. Y. 
Delta Htg. Corp., Trenton 8, N. J. is 
Dewey-Shepard Boiler Co., Indianapo: 
Ind. 
Diamond Iron Works, Inc., Minnea 
Minn. iat 
Dowagiac Steel Furnace Co., Dowagi2", 
Mich. te 
Eckhart Mfg. Co., Inc., Union, N. J. 
Eclipse Fuel Eng. Co., Rockford, Ill. * 
Electric Furnace-Man, Inc., epg shpat 
Electrol Burner Mfg. Co., Inc., Ruthe 
Ny J. 
Enico Prods., Detroit 35, Mich. 


polis 11, 


Ex Cel Co., Dowagiac, Mich. ich 

Fairfield Oil Htg. Co., Ine., Greenw' 
Conn. , 

Fano-Flame Oil Burner Co., Huntingt™ 
Park, Calif. 


Flame-Master Co., Inc., Ce 18, il 
Fluid Heat Div., Baltimore 24, Me. 
Fuel Savers, Inc., Harrisburg, P- 
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.... Oilburners, Residental 





General Automatic Prods. Corp., Baltimore, 


d. 
come Machine Co., Inc., Emmaus, Pa. 
General Oil Htg. Corp., W. New York, N. J. 
Gilbert & Barker Mfg. Co., W. Springfield, 


S, 
ond Star Oil Burner Mfg. Co., Inc., Yon- 
kers, N. Y. 
Green Colonial Furnace Co., Des Moines, Ia. 
Greene & Hodgson, Inc., Providence 5, R. I. 
Greenwood Eng. Co., Inc., Baltimore 30, Md. 
Hall-Neal Furnace Co., Indianapolis, Ind. 
Hammel Oil Burning Eqpt. Co., Providence, 
a 
Ba Inc., Sid, Valley Stream, N. Y. 
Hayward Mfg. Co., Inc., Brooklyn 31, N. Y. 
Hayward Oil Burner Corp., Cambridge 38, 
Mass. 
Heet-Master Prod. Co., Baltimore 18, Md. 
Henry Furnace Co., Medina, Ohio 
Herco Oil Burner Corp., Lancaster, Pa. 
Hershey Machine & Fdry. Co., Manheim, 
Pa. 
Heil Co., The, Milwaukee, Wisc. 
Ingersoll Conditioned Air Div., Kalamazoo, 
Mich. 
Iron Fireman Mfg. Co., Cleveland 11, Ohio 
Jackson & Church Co., Saginaw, Mich. 
Johnson Co., S. T., Oakland, Calif. 
Kinsley Burner & Machine Co., Providence, 
R. I 
Kleen Heet, Inc., Chicago 12, III. 
Kol-Master Corp., Oregon, Ill. 
Ko-Z-Aire Prods., Inc., Red Oak, Iowa 
Kresno-Stamm Co., Inc., Palisades Park, 
N. J. 
LaSalle Oil Burner Co., Inc., Seattle, Wash. 
Laco Oil Burner Co., Inc., Griswold, Iowa 
Lennox Industries, Inc., Marshalltown, Ia. 
Lynn Prods. Co., Lynn, Mass. 
Madsen Service, Minneapolis, Minn. 
Malleable Iron Fittings Co., Branford, 
Conn. 
MarCoil Heater Co., Union City, N. J. 
— Furnace & Egqpt. Co., Seattle, 
ash. 
Messer Co., Inc., The, Newark 7, N. J. 
Metromatic Oil Burner Co., Everett, Mass. 
= Oil Burner Mfg. Co., Easthampton, 
ass, 
Mettler Co., Inc., The, Los Angeles 63, Calif. 
Meyer Furnace Co., Peoria 2, Ill. 
Montag Inc., Portland 17, Ore. 
Mt. Hawley Mfg. Co., Peoria 4, Ill. 
Nat'l-U, 8. Radiator Corp., Johnstown, Pa. 
—_ American Mfg. Co., The, Cleveland 5, 
io 


Norwalk Airconditioning Corp., The, So. 
Norwalk, Conn. 

Nu-Way Corp., The, Rock Island, II. 

)Halloran Industries, Detroit 4, Mich. 

Oil Elee-Trie Co., St. Paul 4, Minn. 

Olt Eqpt. Laboratories, Inc., Elizabeth, N. J. 
verhead Heaters, Inc., Detroit, Mich. 

ees Mfg. Co., C. A., Elyria, Ohio 

— Oil Burner Corp., Brooklyn 22, 


Peabody Eng. Corp., New York 36, N. Y. 

“erfection Industries Div., Cleveland 4, Ohio 

“etro, Cleveland 11, Ohio 

‘et Oil Burner Mfg. Co., Inc., Malden 48, 
Mass, 


‘oe Utilities Mfg. Corp., New York 


p f 
oa Furnace Co., Dowagiac, Mich. 
Ny omatic Burner Corp., Newark 4, 


wa Heet Mfg. Corp., Newark 5, Ni: J; 
eae Utilities Corp., Brooklyn 14, N. Y. 
Ded katy aed Co., San Francisco 12, Calif. 
ReitR g Oil Burner Co., Medford, Mass. 
a €xoil, Inc., Buffalo 3, N. Y. 

ene & Sons Co., Edw., Baltimore 24, 


Rockwell Co., W. S Fairfield, Conn 
rot Machine Co., Centredale 11, R. I. 
Russo, In &. Co., Seattle, Wash. 
cf Mi €., Thomas D., Boston 31, Mass. 
Sctmps oo The, Camden, N. J. 
Sclectyor peumner Co., Los Angeles 1, Calif. 
Silent rma Co., Brooklyn, N. Y. 
ie Mfg. Co., Inc., New York 72, 
§ 
pre gi Oil Corp., Hartford 6, Conn. 
p, * Oll Heating Corp, Philadelphia, 
Stermama 
Stewary tO & Supply, Inc., Chicago, Ill. 


F Stout @ ag aaa Co., Hanover, Pa. 


David, St. Louis 17, Mo. 


Sun-Ray Burner Mfg. Corp., Jamaica, N. Y. 

Sunbeam Air Conditioner Div., Elyria, Ohio 

Sunstand Eng. Co., Rockford, Ill. 

Synchronous Flame, Inc., Walworth, Wisc. 

Thatcher Furnace Co., Garwood, N. J. 

Tjernlund Mfg. Co., St. Paul 14, Minn. 

Todd Shipyards Corp., Elmhurst, N. Y. 

Tru-Heet Co., Trenton, N. J. 

Twin Control Burner Mfg. Co., New York 
67, N.Y. 

U. S. Machine Div., Lebanon, Ind. 

Volcano Burner Corp., New York 61, N. Y. 

Waltham Oil Burner Co., E. Boston, Mass. 

Wayne Home Egpt. Co., Inc., Ft. Wayne 4, 
Ind. 

Weatherall Eng., Inc., Providence, R. I. 

Westchester Home Egqpt. Co., Inc., New 
York, N. Y. 

Will-Bert Co., The, Orrville, Ohio 

Williams Div., Bloomington, Ill. 

Winston Co., Inc., Newark, N. J. 

Wisconsin Oil Burner Co., Madison 5, Wisc. 

York-Shipley, Inc., York, Pa. 

Zink Co., John, Tulsa, Okla. 


Horizontal Rotary Cup 

Ace Eng. Co., Chicago 8, Ill. 

Chalmers Oil Burner Co., 
Minn. 

Enterprise Engine & Machine Co., San Fran- 
cisco 10, Calif. 

Federal Oil Burner Co., Inc., Philadelphia 4, 
Pa. 

Gilbert & Barker Mfg. Co., W. Springfield, 
Mass. 

Hasko Utilities Co., New York, N. Y. 

Iron Fireman Mfg. Co., Cleveland 11, Ohio 

Johnson Co., S. T., Oakland, Calif. 

Johnston Bros., Inc., Ferrysburg, Mich. 

Lancaster Heat Transfer Co., Inc., Brook- 
lyn, N. Y. 

National Airoil Burner Co., Philadelphia 34, 
Pa. 

National Oil Burner Co. of N. Y., Ince., 
Brooklyn, N. Y. 

O’ Halloran Industries, Detroit, Mich. 

Petro, Cleveland 11, Ohio 

Preferred Utilities Mfg. Corp., New York 
23, N. Y. 

Ray Oil Burner Co., San Francisco 12, Calif. 

Rayfield-Staffeco Burner Co., Chicago, Ill. 

Reif-Rexoil, Inc., Buffalo 3, N. Y. 

Simplex Oil Htg. Corp., Philadelphia 11, Pa. 

Sternaman Oil & Supply, Inc., Chicago, Ill. 

Superior Combustion Industries, Inc., New 
York, N. Y. 

Todd Shipyards Corp., Elmhurst, N. Y. 

Williams Bros. and Miller, Inc., E. Chicago, 
Ill. 

York-Shipley, Inc., York, Pa. 


Minneapolis, 


Low Pressure, Gun 


Airflame, Inc., Waukegan, Ill. 

Anthony Co., Long Island City 1, N. Y. 

Boiler Eng. & Supply Co., Inc., Phoenix- 
ville, Pa. 

Cleaver-Brooks Co., Milwaukee 12, Wisc. 

Fano-Flame Oil Burner Co., Huntington 
Park, Calif. 

Flame-Master Co., Inc., Chicago, Ill. 

Iron Fireman Mfg. Co., Cleveland, Ohio 

Johnson Co., S. T., Oakland, Calif. 

North American Mfg. Co., The, Cleveland, 
Ohio 

O’ Halloran Industries, Detroit, Mich. 

Orr & Sembower, Inc., Reading, Pa. 

Peabody Eng. Corp., New York 36, N. Y. 

Petro, Cleveland 11, Ohio 

Preferred Utilities Mfg. Corp., New York 
23; N.Y. 

Radiant Utilities Corp., Brooklyn, N. Y. 

Rayfield-Staffeo Burner Co., Chicago, Ill. 

Renneburg & Sons Co., Edw., Baltimore 24, 
Md. ° 

Rockwell Co., W. S., Fairfield, Conn. 

Schurs Oil Burner Co., Los Angeles, Calif. 

Simplex Oil Htg. Corp., Philadelphia 11, 
Pa. 

Todd Shipyards Corp., Elmhurst, N. Y. 

U. S. Machine Div., Lebanon, Ind. 

Williams Div., Bloomington, Ill. 

York-Shipley, Inc., York, Pa. 


Oilburners, Residual 
Combination Oil-Gasburners 


Ace Eng. Co., Chicago 8, Ill. 
Anthony Co., Long Island City, N. Y. 
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Boiler Eng. & Supply Co., Inc., Phoenix- 
ville, Pa. 

Cleaver-Brooks Co., Milwaukee, Wisc. 

Columbus Combustion Co., Columbus, Ohio 

Eclipse Fuel Eng. Co., Rockford 4, Ill. 

Enterprise Eng. & Mach. Co., San Fran- 
cisco, Calif. 

Hauck Mfg. Co., Brooklyn 15, N. Y. 

Iron Fireman Mfg. Co., Cleveland, Ohio 

Johnson Co., S. T., Oakland, Calif. 

Johnston Bros., Inc., Ferrysburg, Mich. 

Lund, Inec., Ernest, Little Falls, N. J. 

Mettler Co., Inc., Los Angeles, Calif. 

National Airoil Burner Corp., Philadelphia, 
Pa. 

North American Mfg. Co., The, Cleveland, 
Ohio 

Northern Fuel Control, Minneapolis, Minn. 

Orr & Sembower, Inc., Reading, Pa. 

Petro, Cleveland, Ohio 

Preferred Utilities Mfg. Corp., New York, 
ABS of 

Ray Oil Burner Co., San Francisco, Calif. 

Schurs Oil Burner Co., Los Angeles, Calif. 

Siemon Mfg., Grandview, Mo. 

Todd Shipyards Corp., Elmhurst, N. Y. 

Williams Bros. and Miller, Inc., East Chi- 
cago, Ill. 

York-Shipley, Inc., York, Pa. 


Horizontal Rotary Cup, Air-Driven 


Fano-Flame Oil Burner Co., 
Park, Calif. 

Johnston Bros., Inc., Ferrysburg, Mich. 

Lancaster Heat Transfer Co., Inc., Brook- 
lyn, N. Y. 

National Airoil Burner Co., Inc., Philadel- 
phia 34, Pa. 

Simplex Oil Htg. Corp., Philadelphia 11, Pa. 

Todd Shipyards Corp., Elmhurst, N. Y. 


Huntington 


Horizontal Rotary Cup, Motor-Driven 


Ace Eng. Co., Chicago 8, IIl. 

Best Combustion Eqpt. Co., Inc., W. N., 
Carlstadt, N. J. 

Eds-Wil Burner Corp., Chicago, Ill. 

Enterprise Engine & Machine Co., San 
Francisco 10, Calif. 

Esso Standard Oil Co., New York 19, N. Y. 

Fano-Flame Oil Burner Co., Huntington 
Park, Calif. 

Federal Oil Burner Co., Inc., Philadelphia 
4, Pa. 

Gilbert & Barker Mfg. Co., W. Springfield, 
Mass. 

Hasko Utilities Co., New York, N. Y. 

Iron Fireman Mfg. Co., Cleveland 11, Ohio 

Johnson Co., S. T., Oakland, Calif. 

Johnston Bros., Inc., Ferrysburg, Mich. 

Lancaster Heat Transfer Co., Inc., Brook- 
lyn, N. Y. 

National Airoil Burner Co., Inc., Philadel- 
phia 34, Pa. 

National Oil Burner Co. of N. Y., Ine., 
Brooklyn, N. Y. 

Petro, Cleveland 11, Ohio 

Preferred Utilities Mfg. Corp., New York 
23, Tt: ¥. 

Ray Oil Burner Co., San Francisco 12, Calif. 

Rayfield-Staffco Burner Co., Chicago 8, Ill. 

Reif-Rexoil, Inc., Buffalo 3, N. Y. 

Simplex Oil Htg. Corp., Philadelphia, Pa. 

Silver Heat Oil Burner Co., W. Philadel- 
phia 43, Pa. 

Steel Prods., Inc., W. Haven, Conn. 

Superior Combusion Industries, Inc., New 
York, N. Y. 

Thatcher Furnace Co., Garwood, N. J. 

Todd Shipyards Corp., Elmhurst, N. Y. 

Waterfilm Boilers, Inc., Jersey City, N. J. 

Williams Bros. & Miller, Inc., E. Chicago, 
Ind. 

York-Shipley, Inc., York, Pa. 


Horizontal Rotary Cup, Steam-Driven 


Best Combustion Eqpt. Co., Inc., W. N., 
Carlstadt, N. J. 


Fano-Flame Oil Burner Co., Huntington 
Park, Calif. 

Lancaster Heat Transfer Co., Inc., Brook- 
lyn, N. Y. 

National Airoil Burner Co., Inc., Philadel- 
phia 34, Pa. 


Ray Oil Burner Co., San Francisco 12, Calif. 
Sternaman Oil & Supply, Inc., Chicago, Ill. 
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...» Oilburners, Residental 


Steam or Air Atomizing 


Anthony Co., Long Island City 1, N. Y. 
Best Combustion Eqpt. Co., Inc., W. N. 
Carlstadt, N. J. 
Billow Corp., Chicago 6, Ill. 
Cleaver-Brooks Co., Milwaukee 12, Wisc. 
Columbus Combustion Co., Inc., Columbus, 
Ohio 
Coppus Eng. Corp, Worcester 2, Mass. 
Eclipse Fuel Eng. Co., Rockford, Ill. 
Engineer Co., The, New York 3, N. Y. 
Faber Eng. Co., Inc., Philadelphia, Pa. 
Fano-Flame Oil Burner Co., Huntington 
Park, Calif. ‘ 
Federal Oil Burner Co., Inc., Philadelphia 4, 
Pa. 
Hammel Oil Burning Eqpt. Co., Providence, 
mf, 
Hauck Mfg. Co., Brooklyn 15, N. Y. 
Johnson Co., S. T., Oakland, Calif. 
Lammert & Mann Co., Chicago 12, Ill. 
Leahy Mfg. Co., Los Angeles 21, Calif. 
Lientz & Co., B. P., Kansas City 42, Mo. 
Maxon Premix Burner Co., Muncie, Ind. 


Mettler Co., Inc., The, Los Angeles 63, 
Calif. 

National Airoil Burner Co., Inc., Philadel- 
phia 34, Pa. 


North American Mfg. Co., The, Cleveland 
5, Ohio 

Orr & Sembower, Inc., Reading. Pa. 

Peabody Eng. Corp., New York 36, N. Y. 

Renneburg & Sons Co., Edw., Baltimore 
24, Md. 

Rockwell Co., W. S., Fairfield, Conn. 

Schurs Oil Burner Co., Los Angeles, Calif. 

Simplex Oil Htg. Corp., Philadelphia, Pa. 

Staples & Pfeiffer, San Francisco 7, Calif. 

Stout & Sons, David, St. Louis 17, Mo. 

Todd Shipyards Corp., Elmhurst, N. Y. 

Webster Eng. Co., Tulsa, Okla. 

Wilgus Mfg. Co., Los Angeles 21. Calif. 

Woolley Co., E. L., Pawtucket, R. I. 

York-Shipley, Inc., York, Pa. 

Zink Co., John, Tulsa, Okla. 


Vaporizing (Gas Generator) 
Vapofier Corp., Chicago 43, Ill. 


Ranges, Oilfired 


Commercial, Mechanical Oilburners 


Malleable Steel Range Mfg. Corp., South 
Bend 21, Ind. 

Preferred Utilities Mfg. Corp., New York 
23; N.Y. 

Ray Oil Burner Co., San Francisco 12, Calif. 

Washington Stove Works, Everett, Wash. 


Commercial Pot Burner 


Brown Oil Burning Eqpt. Co., Cambridge 
39, Mass. 

Kresky Mfg. Co., Inc., Petaluma, Calif. 

Kresno-Stamm Co., Inc., Palisades Park, 
N. J. 

Malleable Steel Range Mfg. Corp., South 
Bend 21, Ind. 

Metromatic Oil Burner Co., Everett, Mass. 

Viking Mfg. Corp., Cleveland, Ohio 

Washington Stove Works, Everett, Wash. 


Domestic, Mechanical Oilburner 


Knox Stove Works, Inc., Knoxville, Tenn. 

Kresky Mfg. Co., Inc., Petaluma, Calif 

Monarch Range Co., Beaver Dam, Wisc. 

Preferred Utilities Mfg. Corp., New York 
23, N. Y. 

Ray Oil Burner Co., San Francisco 12, Calif. 

Washington Stove Works, Everett, Wash. 


Domestic, Pot Burner 


Barridon Oil Burner Corp, Hartford, Conn. 

Knox Stove Works, Inc., Knoxville, Tenn. 

Kresky Mfg. Co., Inc., Petaluma, Calif. 

Kresno-Stamm Co., Inc., Palisades Park, 
N. J. 

Metromatic Oil Burner Co., Everett, Mass. 

Monarch Range Co., Beaver Dam, Wisc. 

Montag Inc., Portland 17, Ore. 

Northwest Mfg. Co., Mitchell, S. D. 

Siegler Enamel Range Co., Centralia, III. 

Therm Gas Generator Co., Inc., Seattle , 
Wash. 

Washington Stove Works, Everett, Wash. 
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Domestic, Shell Burner 


Automatic Burner Corp., Chicago 12, IIl. 

Barridon Oil Burner Corp., Hartford, Conn. 

Dortch Stove Works, Inc., The, Franklin, 
Tenn. 

Florence Stove Co., Gardner, Mass. 

Magic Chef, Inc., St. Louis 10, Mo. 


Space Heaters, Oilfired 


Circulating, Pot Burner, Forced Circulation 


Allen Mfg. Co., Nashville 1, Tenn. 

American Gas Machine Co., Albert Lea, 
Minn. 

Barridon Oil Burner Corp., Hartford, Conn. 

Coleman Co., Inc., Wichita, Kans. 

Columbus Combustion Co., Inc., 
bus, Ohio 

Duo-Therm Div., Lansing 3, Mich. 

Florence Stove Co., Gardner, Mass. 

Gray & Dudley Co., Nashville, Tenn. 

Htg. Eqpt. Mfg. Co., San Francisco, Calif. 

International Oil Burner Co., St. Louis 10, 
Mo. 

Knox Stove Works, Inc., Knoxville, Tenn. 

Kresky Mfg. Co., Inc., Petaluma, Calif. 

Laco Oil Burner Co., Inc., Griswold, Iowa. 

Little Burner Co., Inc., H. C., San Rafael, 
Calif. 

Lonergan Mfg. Div., McGraw Electric Co., 
Albion, Mich. 

Makomb Steel Prods. Co., Div., Macomb, 
Ill. 

Monarch Range Co., Beaver Dam, Wisc. 

Motor Wheel Corp., Lansing 3, Mich. 


Colum- 


Perfection Industries Div., Cleveland, Ohio 


Preway, Inc., Wisconsin Rapids, Wisc. 

Queen Stove Works, Inc., Albert Lea, Minn. 

Quincy Stove Mfg. Co., The, Quincy, Ill. 

Siegler Corp., The, Centralia, Ill. 

Silent Sioux Corp., Orange City, Iowa 

Therm Gas Generator Co., Inc., Seattle, 
Wash. 

U. S. Machine Div., Lebanon, Ind. 

United Stove Co., Ypsilanti, Mich. 

Vann Industries, Inc., Henry, Clinton, N. C. 

Viking Mfg. Corp., Cleveland, Ohio 

Washington Stove Works, Everett, Wash. 


Circulating, Pot Burner, Gravity Circulation 


Allen Mfg. Co., Nashville 1, Tenn. 

American Gas Machine Co., Albert Lea, 
Minn. 

Barridon Oil Burner Corp., Hartford, Conn. 

Beyer Oil Burner Co., Rosamond, Calif. 

Carlton Oil Burner Co., Hartford 3, Conn. 

Coleman Co., Inc., Wichita, Kans. 


Columbus Combustion Co., Inc., Colum- 
bus, Ohio 

Dortch Stove Works, Inc., The, Franklin, 
Tenn. 


Duo-Therm Div., Lansing 3, Mich. 

Florence Stove Co., Gardner, Mass. 

Gray & Dudley Co., Nashville, Tenn. 

Htg. Eqpt. Mfg. Co., San Francisco, Calif. 

International Oil Burner Co., St. Louis 10, 
Mo. 

Knox Stove Works, Inc., Knoxville, Tenn. 

Kresky Mfg. Co., Inc., Petaluma, Calif. 

Laco Oil Burner Co., Inc., Griswold. Iowa 

Little Burner Co., Inc., H. C., San Rafael, 
Calif. 

Lonergan Mfg. Div., McGraw Electric Co., 
Albion, Mich. 

Magic Chef, Inc., St. Louis 10, Mo. 

Makomb Steel Prods. Co., Div., Macomb, 
Til. 

Motor Wheel Corp., Lansing 3, Mich. 

Oakland Fdry. Co., Belleville, Ill. 

Prefection Industries Div., Cleveland, Ohio 

Preway, Inc., Wisconsin Rapids, Wis. 

Queen Stove Works, Inc., Albert Lea, Minn. 

Quincy Stove Mfg. Co., The, Quincy, Ill. 

Siegler Corp., Centralia, Ill. 

Silent Sioux Corp., Orange City, Iowa 

Spark Stove Co., Inc., Oakland 1, Calif. 

Therm Gas Generator Co., Inc., Seattle, 
Wash. 

United Stove Co., Ypsilanti, Mich. 

Vann Industries, Inc., Henry, Clinton, N. C. 

Viking Mfg. Co., Cleveland, Ohio 

Washington Stove Works, Everett, Wash. 


. ++. Space Heaters, Oilfired 


Circulating, Shell Burner, Forced Circulation 


American Gas Machine Co. 

Minn. Tits: ln 
Areweld Mfg. Co., Inc., Seattle 9 Wash 
Barridon Oil Burner Corp.., Hartford Con 
Campbell Heating Co., Des Moines 17 To : 
Carlton Oil Burner Co., Hartford 3 _— 
Dravo Corp., Pittsburgh 22. Pa.) ™ 
Florence Stove Co., Gardner, Mass, 
Mammoth Furnace Co., St. Paul, Minn 
Pratt-Daniel Corp., So. Norwalk. Conn, 
Queen Stove Works, Inc., Albert Lea, Minn 


Circulating, Shell Burner, Gravity Circulation 


American Gas Machine Co., Albert Lea 
Minn. 

Barridon Oil Burner Corp., Hartford, Cony 
Carlton Oil Burner Co., Hartford 3, Conn, 
Florence Stove Co., Gardner, Mass, ; 
Jungers Stove & Range Co., Grafton, Wise 
Motor Wheel Corp., Lansing 3, Mich. 
Oakland Fdry. Co., Belleville, Tl, 
Queen Stove Works, Inc., Albert Lea, Minn 
Smith’s Heating, Inc., Kinston, N, ¢, 


Floor Furnaces 


Airtemp Div., Chrysler Corp., Dayton, Ohip 

American Gas Machine Co., Albert Lea 
Minn. 

American Ideal-Aire Corp., Garden City. 
Bt. : 

American Rad. & Std. Sanitary Corp., Pitts 
burgh 30, Pa. 

Anchor Div., New Albany, Ind. 

Avery Farm Mach’y Co., Hart Heat Diy. 
Peoria, IIl. 

Beyer Oil Burner Co., Rosamond, Calif. 

Brown Fintube Co., Elyria, Ohio 

Bryant Heater Div., Cleveland, Ohio 

Campbell Co., E. K., Kansas City 26, Mo. 

Campbell Heating Co., Des Moines, Iowa 

Chicago Steel Furnace Co., Chicago 17, Ill, 

Coleman Co., Inc., Wichita, Kan. 

Columbia Boiler Co., Pottstown, Pa. 

Columbus Combustion Co., Columbus, Ohio 

Conn. State Furnace Co., Inc., Bridgeport 
Conn. 

Cox Mfg. Co., Ridgefield, Ind. 

Curtis Refrigerating Machine Div., St. Louis 
20, Mo. 

Crane Co., Chicago, IIl. 

Delta Htg. Corp., Trenton 8, N. J. 

Domestic Mfg. Co., Seattle, Wash. 

Draco Furnace Co., Inc., Charlotte, N. C. 

Dravo Corp., Pittsburgh, Pa. 

Electrol Burner Mfg. Co., Rutherford, N. J 

Electro-Watt Industries, Inc., Salem, Or 

Evans Prods., Plymouth, Mich. 

Florence Stove Co., Gardner, Mass. ; 

General Automatic Products Corp., Balt 
more 3, Md. 

Gilbert & Barker Mfg. Co., West Sprint 
field, Mass. 

Gillen Co., J. L., Detroit 28. Mich. 

Heil Co., The, Milwaukee, Wisc. 

Holly Mfg. Co., Pasadena, Calif. : 

Iron Fireman Mfg. Co., Cleveland 11, Ohio 


’ Kleer-Kleen Mfg. Co., Hayward, Calif. 


Klug & Sons, F. H., St. Joseph, Mich. 
Kresky Mfg. Co., Inc., Petaluma, Calif. 
Kresno-Stamm Co., Inc., Palisades Path 
NJ 
La Salle Oil Burner Co., Inc., Seattle, Was! 
Lawson Mfg. Co., Pittsburgh 8, Pa. 
Lennox Industries, Inc., Marshalltow!. 
Iowa : 
Little Burner Co., Inc., H. C., San Rafa 
Calif. 
Magic Chef, Inc., St. Louis 10, Mo. 
Mammoth Furnace Co., St. Paul, Minn. 
Meyer Furnace Co., Peoria 2, Ill. call 
Mission Appliance Corp., Hawthorne, 
Montag Stove & Furnace Works, Po 
17, Ore. yim. 
National Heater Co., Inc., St. Paul - 
O'Halloran Industries, Detroit 4, Mic 
Olson & Co., Arthur A., Canfield, 
Oran Co., Inc., Columbus, Ohio Mich 
Overhead Heaters, Inc., Detroit, 
Pennsylvania Furnace & Iron Co., 
Pa. 
Petro, Cleveland, Ohio 
Preway, Inc., Wisconsin Rapids, Wise 
Queen Stove Works, Inc., Albert vent | 
Quiet Automatic Burner Corp., 
N. J. 
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ad wo 
sone 


peif-Rexoil, Ine., Buffalo 3, N. Y. 
Reliance Prods. Corp., Portland 14, Ore. 
possoe Mfg. Co., Ine., Seattle, Wash. 

Mfg. Co., Inc., Chicago, II. 
sjebring Mfg. Co., George, Iowa 
surface Combustion Corp., Toledo, Ohio 
Therm Gas Generator Co., Inc., Seattle, 


h. 
nemo Prods, Inec., No. Judson, Ind. 


Utica Structural Steel, Inc., Utica, N. Y. 
yoleano Burner Corp., New York 61, N. Y. 
Wayne Home Eqpt. Co., Inc., Ft. Wayne 4, 


Ind. 
Williams Div., Bloomington, Il. 


wisconsin Oil Burner Co., Madison, Wisc. 
York-Shipley, Inc., York, Pa. 


Radiant, Pot Burner 


american Gas Machine Co., Albert Lea, 


Minn. 

R... 8 Oil Burner Corp., Hartford, Conn. 
Beyer Oil Burner Co., Rosamond, Calif. 
Breese Burners, Inc., Santa Fe, N. M. 
(ariton Oil Burner Co., Hartford 3, Conn. 


Coleman Co., Inc., Wichita, Kan. 

Columbus Combustion Co., Columbus, Ohio 
Due-Therm Div., Lansing 3, Mich. 

Evans Prods., Plymouth, Mich. 

Florence Stove Co., Gardner, Mass. 

Kresky Mfg. Co., Inc., Petaluma, Calif. 
Little Burner Co., Inc., H. C., San Rafael, 
Calif. 


Lonergan Div., 
Albion, Mich. 


Magic Chef, Inc., St. Louis 10, Mo. 

Makomb Steel Prods. Co. Div., Macomb, II. 
Motor Wheel Corp., Lansing 3, Mich. 
Perfection Industries Div., Cleveland, Ohio 
Preway, Inc., Wisconsin Rapids, Wisc. 
Queen Stove Works, Inc., Albert Lea, Minn. 
Quincy Stove Mfg. Co., The, Quincy, IIl. 
Silent Sioux Corp., Orange City, Iowa 

United Stove Co., Ypsilanti, Mich. 

Vann Industries, Inc., Henry, Clinton, N. C. 


McGraw Electric Co., 


Radiant, Shell Burner 
American Gas Machine Co., Albert Lea, 
Minn, 

Barridon Oil Burner Corp., Hartford, Conn. 
Carlton Oil Burner Co., Hartford 3, Conn. 
Florence Stove Co., Gardner, Mass. 

Motor Wheel Corp., Lansing 3, Mich. 

Queen Stove Works, Inc., Albert Lea, Minn. 


Wall Furnaces 


— Gas Machine Co., Albert Lea, 


Beyer Oil Burner Co., Rosamond, Calif. 
Bryant Heater Div., Cleveland, Ohio 
Coleman Co., Inc., Wichita, Kan. 

Crane Co., Chicago, Ill. 

Delta Htg. Corp., Trenton 8, N. J. 

Domestic Mfg. Co., Seattle, Wash. 
Hectro-Watt Industries, Inc., Salem, Ore. 
Flectro-Watt, Inc., Seattle 1, Wash. 

J, L. Gillen Co., Detroit, Mich. 

Holly Mtg. Co., Pasadena, Calif. 

inmational Oil Burner Co., St. Louis 10, 


ton Fireman Mfg. Co., Cleveland 11, Ohio 

Kleer-Kleen Mfg. Co., Hayward, Calif. 
Mfg. Co., Inc., Petaluma, Calif. 

laSalle Oil Burner Co., Inc., Seattle, Wash. 

lawson Mtg. Co., Pittsburgh 18, Pa. 

lennox Furnace Co., Marshalltown, Iowa 


Mave Burner Co., Inc., H. C., San Rafael, 


Magle Chet, Inc., St. Louis 10, Mo. 
vernon Furnace Egpt. Co., Seattle, 


oe Steel Prods., Inc., Buffalo, N. Y. 


iy Prods. Co., Columbus, Ohio 


Want Metal Prods., Inc., Seattle, 


BUYER'S GUIDE & INDUSTRY DIRECTORY 


Olson & Co., Arthur A., Canfield, Ohio 
Perfection Industries Div., Cleveland, Ohio 
Quincy Stove Mfg. Co., The, Quincy, IIil. 
Reliance Prods. Corp., Portland 14, Ore. 
Siebring Mfg. Co., George, Iowa 

Siegler Corp., The, Centralia, Ill. 

Silent Sioux Corp., Orange City, Iowa 


Therm Gas Generator Co., Inc., Seattle, 
Wash. 


U. S. Machine Div., Lebanon, Ind. 
Wisconsin Oil Burner Co., Madison, Wisc. 


Water Heaters, Oilfired 


Direct Oilfired, Side Arm 


Carlton Supply Co., Hartford, Conn. 


Dewey-Shepard Boiler Co., Indianapolis 2, 
Ind. 


Hanson-Gates Oil Fired Div., Reading, Mass. 
Hotstream Heater Co., Cleveland, Ohio 
Kresky Mfg. Co., Petaluma, Calif. 


Little Burner Co., Inc., H. C., San Rafael, 
Calif. 


Major Oil Burner Co., Philadelphia 22, Pa. 
Metromatic Oil Burner Co., Everett, Mass. 
Perfection Industries Div., Cleveland, Ohio 
Portmar Boiler Co., Brooklyn 15, N. Y. 
Ray Oil Burner Co., San Francisco 12, Calif. 
Safety Prods. Co., Brockton, Mass. 


Therm Gas Generator Co., Inc., Seattle, 
Wash. 


Werner Fdry. & Machine Co., Lansdale, Pa. 


Storage, Direct, Atomizing, Vertical, 
Rotary Burner 
Kresno-Stamm Co., Inc., Palisades Park, 

Ned. 
Mission Appliance Corp., Hawthorne, Calif. 


Storage, Direct, Pot Burner 


Allen Mfg. Co., Nashville 1, Tenn. 


American Gas Machine Co., Albert Lea, 
Minn. 


Bastian-Morley Co., Inc., La Porte, Ind. 


Brown Oil Burning Egqpt. Co., Cambridge 
39, Mass. 


Brown Products Corp., A., Forest Hills, 


Clayton & Lambert Mfg. Co., Louisville, Ky. 
Day & Night Div., Monrovia, Calif. 

Delco Appliance Div., Rochester, N. Y. 
DeSoto Oil Burner Co., York, Pa. 


Dewey-Shepard Boiler Co., Indianapolis 2, 
Ind. 


Dowagiac Steel Furnace Co., Dowagiac, 
Mich. 


Duo-Therm Div., Lansing 3, Mich. 
Evans Prods. Co., Plymouth, Mich. 
Ex Cel Co., Dowagiac, Mich. 

Gillen Co., J. L., Detroit 28, Mich. 


Hanson-Gates Mfg. Co., Inc., Reading, 
Mass. 


Hotstream Heater Co., Cleveland, Ohio 
Iron Fireman Mfg. Co., Cleveland, Ohio 


Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y. 


Kresky Mfg. Co., Inc., Petaluma, Calif. 
Ladow Bros., Wallingford, Conn. 


Little Burner Co., H. C., Inc., San Rafael, 
Calif. 


Metromatic Oil Burner Co., Everett, Mass. 
Michigan Burner Co., Detroit 28, Mich. 


Michigan Tank & Heater Corp., Dearborn, 
Mich. 


Perfection Industries, Cleveland 4, Ohio 
Platt Prods. Corp., Lansing 4, Mich. 
Queen Stove Works, Inc., Albert Lea, Minn. 
Rheem Mfg. Co., Chicago 29, Ill. 
Thermo-Prods., Inc., No. Judson, Ind. 
Viking Mfg. Corp., Cleveland, Ohio 
Waterfilm Boilers, Inc., Jersey City, N. J. 


.... Water Heaters 


Storage, Direct, Oilfired, Pressure Burner 


Aldrich Co., Wyoming, Ill. 

Auburn Burner Co., Auburn, Ind. 

Bascom Co., Inc., Geo. R., Boston 22, Mass. 
Bastian-Morley Co., Inc., La Porte, Ind. 
Bock Corp., Madison 4, Wisc. 
ee Industries, Inc., Baltimore 9, 


Brown Oil Burning Equip Co., Cambridge 
39, Mass. 

Brown Prods., Inc., Forest Hills 75, N. Y. 

Burn-Rite Products Co., Yonkers 2, N. Y. 

Century Eng. Corp., Cedar Rapids, Iowa 

Continental Water Heater Co., Los Angeles 
3, Calif. 

Crane Co., Chicago 5, Ill. 


Dewey-Shepard Boiler Co., Indianapolis 2, 
Ind. 


Electrol Burner Mfg. Co., Inc., Rutherford, 
N. J 


Fano-Flame Oil Burner Co., Huntington 
Park, Calif. 


General Heating Products Co., Philadelphia, 
Pa, 


Hansen Tool & Die Co., Milwaukee 4, Wisc. 
Harvey, Inc., Sid, Valley Stream, N. Y. 
Herco Oil Burner Corp., Lancaster, Pa. 
Hotstream Heater Co., Cleveland, Ohio 
Johnson Co., S. T., Oakland, Calif. 

ae ig Burner & Machine Co., Providence, 


Kresno-Stamm Mfg. Co., Palisades Park, 


Macleod Co., Cincinnati 22, Ohio 
Major Oil Burner Co., Philadelphia 22, Pa. 


Mansville Boiler Co., Inc., Hackettstown, 
N. J 


Metromatic Oil Burner Co., Everett, Mass. 


Michigan Tank & Heater Corp., Dearborn, 
Mich, 


Mt. Hawley Mfg. Co., Peoria 4, IIl. 

Mund Boilers, Inc., Los Angeles 63, Calif. 

National Home Egqpt. Co., New York 7, 
N. Y. 


National Steel Construction Co., Inc., of 
Indiana, Loganport, Ind. 


National Steel Construction Co., Seattle 8, 
Wash. 


Ontario Iron Works, Pulaski, N. Y. 

Pacific Oil Co., Fall River, Mass. 

Patco Mfg. Co., Philadelphia, Pa. 

Petro, Cleveland 11, Ohio 

Portmar Boiler Co., Inc., Brooklyn 15, N. Y. 


Preferred Utilities Mfg. Corp., New York 
23, N. Y. 


Quiet Automatic Burner Corp., Newark, 
N...d. 


Radiant Utilities Corp., Brooklyn 14, N. Y. 
Ray Oil Burner Co., San Francisco 12, Calif. 
Reif-Rexoil, Inc., Buffalo 3, N. Y. 
Republic Products Co., Philadelphia, Pa. 
Rheem Mfg. Co., Chicago, Ill. 
Scott-Newcomb, Inc., St. Louis 19, Mo. 
Sigwald Eng. Co., Minneapolis, Minn. 
Shepard Heater Co., Inc., Terre Haute, Ind. 
Spi-Rol-Fin Corp., Pequannock, N. J. 
Standard Automatic Burner Div., Newark, 


Stout & Sons, David, St. Louis 17, Mo. 
Toledo Heater Co., Toledo 4, Ohio 
True-Heet Co., Trenton, N. J. 

Weatherall Eng. Inc., Providence, R. I. 
Wisconsin Oilburner Co., Madison 5, Wisc. 


Storage, Direct, Range Burner 


Queen Stove Works, Inc., Albert Lea, Minn. 
Safety Prods. Co., Brockton, Mass. 

Smith Corp., A. O., Milwaukee 1, Wisc. 
Tower Mfg. Co., Boston, Mass. 

Victor Oil Burner Mfg. Co., Hartford, Conn. 


Storage, Direct Wall-Flame, Rotary Burner 


Scaife Co., Oakmont, Pa. 
Toridheet Div., Cleveland 2, Ohio 














MANUFACTURERS OF 





Oilburner and Heating Accessories, Equipment 


(Part Il. Listed by types of equipment) 


Accounting Machines 


Burrough Corp., Detroit, Mich. 

National Cash Register Co., Dayton, Ohio 
Remington-Rand, Inc., New York, N. Y. 
Underwood Corp., New York, N. Y. 


Accounts Receivable 


Lexington Corp., Boston 8, Mass. 


Air Conditioning 


Central Cooling Unit 


Addison Products Co., Addison, Mich. 
Air Conditioning Eng. Co., Cambridge, 
Mass. 
Airtemp Div., Dayton, Ohio 
Airtron Corp., Holland, Ohio 
Air Products Co., St. Louis, Mo. 
Amana Refrigeration Inc., Amana, Ia. 
American Coils Co., Newark, N. J. 
American Furnace Co., St. Louis, Mo. 
Anchor Div., New Albany, Ind. 
Armstrong Furnace Corp., Columbus, Ohio 
Auburn Burner Co., Auburn, Ind. 
Automatic Firing Corp., St. Louis, Mo. 
Bal-Air, Ine., Nashville, Tenn. 
Bard Mfg. Co., Bryan, Ohio 
Barkow Mfg. Co., Inc., A. G., Milwaukee, 
Wisc. 
Berger Furnace Corp., Belle Vernon, Pa. 
Besser Metal Products Corp., Charlotte, 
nC. 
Bishop & Babcock Mfg. Co., Cleveland, Ohio 
Blissfield Mfg. Co., Blissfield, Mich. 
Bonair Prods., Inc., Darby, Pa. 
Brandes Co., Madison, Wisc. 
A. Brown Products Corp., Forest Hills, 
2 
Brucker, Inc., M., Chicago, Ill. 
Brunner Mfg. Co., Utica, N. Y. 
Bryant Div., Indianapolis 4, Ind. 
Bush Mfg. Co., W. Hartford, Conn. 
Carrier Corp., Syracuse, N. Y. 
nt States Mfg. Co., Arkansas City, 
an. 
Chicago Steel Furnace Co., Chicago, Ill. 
Circle Air Industries, Inc., Brooklyn, N. Y. 
Clarage Fan Co., Kalamazoo, Mich. 
Clime-Matie Corp., South Norwalk, Conn. 
Coleman Co., Inc., Wichita, Kan. 
Conco Eng. Works, Mendota, Ill. 
Cool-ette Inc., Detroit, Mich. 
Crane Co., Chicago 5, Ill. 
Curtis Mfg. Co., St. Louis, Mo. 
Dalzen Mfg. Co., St. Clair, Mich. 
Day & Night Div., Monrovia, Calif. 
ae Air Conditioning Co., Cincinnati, 
to) 
Delta Heating Corp., Trenton, N. J. 
Dowagiac Steel Furnace Co., Dowagiac, 
Mich. 
Drayer-Hanson Inc., Los Angeles, Calif. 
Ex-Cel Co., Dowagiac, Mich. 
Farquhar Furnace Co., Wilmington, Ohio 
Floral City Heating Div., Monroe, Mich. 
Fluid Heat Div., Baltimore, Md. 
Forston Co., Houston, Tex. 
Fresh’nd-Aire Co., Chicago, Il. 
Friederich Refrigerators, San Antonio, Tex. 
Frigidaire Div., Dayton, Ohio 
Front Rank Mfg. Co., St. Louis, Mo. 
General Air Conditioning Corp., Los Ange- 
les, Calif. 
General Automatic Products Corp., Balti- 
more, Md. 
General Electric Co., Bloomfield, N. J. 
Gibson Refrigerator Co., Greenville, Mich. 
Gilbert & Barker Mfg. Co., West Spring- 
field, Mass. 


12 


Governair Corp., Oklahoma City, Okla. 

Great Northern Mfg. Corp., Chicago, IIl. 

Green Colonial Furnace Co., Des Moines, 
Iowa 

Gross Aire Mfg. Co., Inc., St. Louis, Mo. 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Harvey-Hill, Inc., St. Louis, Mo. 

Hastings Air Conditioning Co., Inc., Hast- 
ings, Neb. 

Hastings Air Control, Inc., Omaha, Neb. 

Heat Controller, Inc., Jackson, Mich. 

Heating Eqpt. Mfg. Co., San Francisco, 
Calif. 

Heating Specialties, Inc., Baltimore 29, Md. 

Heil Co., The, Milwaukee, Wisc. 

Henry Furnace Co., Medina, Ohio 

Hess Co., Chicago, Ill. 

Hupp Corp., Cleveland, Ohio 

Hydraline Products, Detroit, Mich. 

Illinois Iron & Bolt Co., Chieago 5, Ill. 

Ingersoll Conditioned Air Div., Kalamazoo, 
Mich. 

International Heater Co., Utica, N. Y. 

Iron Fireman Mfg. Co., Cleveland, Ohio 

Jackson & Church Co., Saginaw, Mich. 

Janitrol Heating & Air Conditioning Div., 
Columbus, Ohio 

Jettronaire, Incorp., Pittsburgh, Pa. 

Keith Furnace Co., Des Moines, Iowa 

Kennard Corp., St. Louis, Mo. 

King Refrigerator Co., Glendale, N. Y. 

Larkin Coils, Inc., Atlanta, Ga. 

Lennox Industries, Inc., Marshalltown, Ia. 

Lincoln Furnace Co., Inc., Hawthorne, N. J. 

Lipman Refrig. Div., Beloit, Wisc. 

Made-Rite Co., Inc., Newport, Ky. 

Majestic Co., Huntington, Ind. 

Marlo Coils, Inc., St. Louis, Mo. 

Mayflower Air-Conditioners, Inc., St. Paul 
6. Minn. 

McGraw Electric Co., Albion, Mich. 

McQuay, Inc., Minneapolis, Minn. 

Meyer Furnace Co.. Peoria, III. 

Midwest Automatic Control Co., Des Moines, 
Ta. 

Mitchell Mfg. Co., Chicago, IIl. 

Morrison Steel Products, Inc., Buffalo, N. Y. 

Mueller Climatrol, Milwaukee, Wisc. 

——— Radiator Corp., Johnstown, 


a. 

Niagara Furnace Div., Cleveland, Ohio 

Norman Products Co., Inc., Columbus, Ohio 

Olsen Mfg. Co., C. A. Elyria, Ohio 

Patten Co., J. V., Sycamore, Ill. 

Payne Div., Monrovia, Calif. 

Peerless Furnace & Fdry. Co., Indianapolis, 
Ind. 

Penguin Corp., Livonia, Mich. 

Penn Boiler & Mfg. Corp., Lancaster, Pa. 

Pennsylvania Furnace & Iron Co., Warren, 
Pa. 

Perfection Industries, Cleveland, Ohio 

Petro, Cleveland, Ohio 

Phileo Corp., Philadelphia, Pa. 

Premier Furnace Co., Dowagiac, Mich. 

Primor Products Div., Adrian, Mich. 

Quiet Heet Mfg. Corp., Newark 5, N. J. 

Quiet May Div., Lancaster, Pa. 

Radiation Furnace Corp., Benton Harbor, 
Mich. 

Refrigeration Appliances, Inc., Chicago, Ill. 

Refrigeration Economics Co., Canton, Ohio 

Refrigeration Engineering, Inc., Los Ange- 
les, Calif. 

Remington Corp., Auburn, N. Y. 

Rheem Mfg. Co., Chicago, Ill. 

Richmond Radiator Co., Metuchen, N. J. 

Round Oak Co., Dowagiac, Mich. 

Rybolt Heater Co., The, Ashland, Ohio 

Scaife Company, Oakmont, Pa. 

Schnacke, Inc., Evansville, Ind. 

Sequoia Mfg. Co., San Carlos, Calif. 

Servel, Inc., Evansville, Ind. 

Shana Mfg. Co., Inc., Chicago, Ill. 


Smith Corp., A. O., Milwaukee, Wise. 


Sterling Air Conditioning Corp., Gastonia 
5 pi 


Sunbeam Air Conditioning Div., Elyria, 0, 
Superior Furnace & Mfg. Co., Plymouth, 


Mich, 
Surface Combustion Corp., Toledo, Ohio 
Sutton Corp., O. A., Wichita, Kan. 
Thatcher Furnace Co., Garwood, N, J. 
Trane Co., LaCrosse, Wisc. 


Typhoon Air Conditioning Co., Inc., Brook- 


lyn, N. Y. 
Ultrasonic Corp., Cambridge, Mass. 


Union Asbestos & Rubber Co., Chicago, Ili, 


U. S. Air Conditioning Corp., Minneapolis, 
Minn. 

U. S. Machine Div., Lebanon, Ind. 

Utility Appliance Corp., Los Angeles, Calif. 

Viking Mfg. Corp., Cleveland, Ohio 


Waterman - Waterbury Co., Minneapolis, 
Minn. 

Weatherall Engineers, Inc., Providence, 
p 5 am 


Westinghouse Electric Corp., Sturtevant 
Div., Boston, Mass. 
Williams Div., Bloomington, III. 
Williamson Co., The, Cincinnati, Ohio 
Worthington Corp., Harrison, N. J. 
Yates-American Machine Co., Beloit, Wise. 
York Corp., York, Pa. 
York-Shipley, Inc., York, Pa. 
Yorktowne Machine Co., York, Pa. 
Young Radiator Co., Racine, Wisc. 
Yula Water Heaters, Inc., New York, N.Y 


Combination Heating-Cooling Units 


Air Conditioning Engineering Co., Cam 
bridge, Mass. 

Airtemp Div., Dayton, Ohio 

American Furnace Co., St. Louis, Mo. 

American Ideal-aire Corp., Garden City 
ja OR M38 } 

American Rad. & Std. Sanitary Corp., Pitts 
burgh, Pa. 

Anchor Div., New Albany, Ind. 

Armstrong Furnace Corp., Columbus, Ohio 

Automatic Firing Corp., St. Louis, Mo. 

Bard Mfg. Co., Bryan, Ohio 

Beck Eng. Co., St. Louis 6, Mo. 

Berger Furnace Corp., Belle Vernon, Pa. 

Besser Metal Products Corp., Charlotte, 
N.C. 

Bonair Prods., Inc., Darby, Pa. 

A. Brown Products Corp., Forest Hills 
MN, fy: 

Bryant Heater Div., Indianapolis 4, Ind. 

Bush Mfg. Co., West Hartford, Conn. _ 

Campbell Heating Co., Des Moines 17, Iowa 

Carrier Corp., Syracuse, N. Y. 

Century Eng. Corp., Cedar Rapids, Towa 

Chicago Steel Furnace, Chicago, Ill. 1 

Circle Air Industries Inc., Brooklyn, N: * 

Coleman Co., Wichita, Kan. 

Conco Eng. Works, Mendota, Til. 

Cool-ette, Inc., Detroit, Mich. 

Crane Co., Chicago 5, IIl. 

Curtis Mfg. Co., St. Louis, Mo. y 

Delco Appliance Div., Rochester, N, tf. 

Delta Htg. Corp., Trenton, N. J. = 

Dowagiac Steel Furnace Co., Dowag 
Mich. 

Dualtron Co., Pittsburgh, Pa. 

Dunham Co., C. A., Chicago, Il. 

Ex-Cel Co., Dowagiac, Mich. ohio 

Farquhar Furnace Co., Wilmington, 

Floral City Heating Div., Monroe, 

Frigidaire Div., Dayton, Ohio Mo 

Front Rank Furnace Co., St. Lotte at 

General Automatic Prod. CorD., 


Md. 
General Electric Co., Bloomfield, N- J. 
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gilbert & Barker Mfg. Co., West Spring- 
field, Mass. 

Green Colonial Furnace Co., Des Moines, Ia. 
Hall-Neal Furnace Co., Chicago, Ill. 

Heat Controller, Inc., Jackson, Mich. 

yenry Furnace Co., Medina, Ohio 

Hess Co., Chicago, Tl. 

qydraline Products, Detroit, Mich. 

flinois Iron & Bolt Co., Chicago 5, Ill. 
Ingersoll Conditioned Air Div., Kalamazoo, 

i 


samepiions! Heater Co., Utica, N. Y. 
International Oil Burner Co., St. Louis, Mo. 
jon Fireman Mfg. Co., Cleveland, Ohio 
Jackson & Church Co., Saginaw, Mich. 
jnitrol Heating & Air Conditioning Div., 
Columbus, Ohio 

Johnson Co., S. T., Oakland, Calif. 

Keith Furnace Co., Des Moines, Iowa 

Lennox Furnace Co., Marshalltown, Iowa 
Majestic Co., Huntington, Ind. 

Mayflower Air-Conditioner Inc., St. Paul 6, 
Minn. 

Meyer Furnace Co., Peoria, Ill. 

Mitchell Mfg. Co., Chicago, Ill. 

Modine Mfg. Co., Racine, Wisc. 

Mueller Climatrol, Milwaukee 15, Wisc. 
National-U.S. Radiator Corp., Johnstown, 


viagara Blower Co., New York, N. Y. 
Norwalk Air Conditioning Corp., South 
Norwalk, Conn. 

Olsen Mfg. Co., C. A., Elyria, Ohio 

Paragon Oil Burner Corp., Brooklyn, N. Y. 
Patten Co., J. V., Sycamore, III. 

Peerless Furnace & Fdry Corp., Indian- 
apolis, Ind. 

Penn Boiler & Burner Mfg. Corp., Lan- 
caster, Pa. 

Perfection Industries, Inc., Cleveland, Ohio 
Petro, Cleveland, Ohio 

Premier Furnace Co., Dowagiac, Mich. 
Remington Corp., Auburn, N. Y. 

Rheem Mfg. Co., Chicago, Il. 

Richmond Radiator Co., Metuchen, N. J. 
Rittling Corp., The, Buffalo, N. Y. 

Round Oak Co., Dowagiac, Mich. 

Rybolt, Heater Co., The, Ashland, Ohio 
Scaife Company, Oakmont, Pa. 

Servel, Inc., Evansville 20, Ind. 

Shana Mfg. Co., Ine., Chicago, III. 

Skinner Heating & Ventilating Co., St. 
Louis, Mo. 

Smith, A. O., Milwaukee, Wisc. 

ae Air Conditioning Corp., Gastonia, 


Sunbeam Air Conditioner Div., Elyria, Ohio 

— Furnace & Mfg. Co., Plymouth, 
Mich, 

Surface Combustion Corp., Toledo, Ohio 

Syncromatiec Corp., Milwaukee, Wisc. 

Thatcher Furnace Co., Garwood, N. J. 

Typhoon Air Conditioning Co., Inc., Brook- 
lyn, N. Y, 

Union Asbestos & Rubber Co., Chicago, Il. 


"2 Air Conditioning Corp., Minneapolis, 
inn. 


_ U.S. Machine Div., Lebanon, Ind. 


Viking Mfg. Co., Cleveland, Ohio 

Vulean Radiator Co., Hartford, Conn, 

Nalerman - Waterbury Co., Minneapolis, 
inn. 


be Home Eqpt. Co., Inc., Fort Wayne, 
Weatherall Engineers, Inc., Providence, 


Westinghouse Electric Co., Sturtevant Div., 
vw n, Mass. 

von Co., The, Cincinnati, Ohio 
orthington Corp., Harrison, N. J. 

He Corp., York, Pa. 

ee Shipley, Inc., York, Pa. 

oung Radiator Corp., Racine, Wisc. 


Room Unit 
‘ittemp Div., Dayton, Ohio 
= Products Corp., Forest Hills, 
ae, Inc., Nashville, Tenn. 
“ Porcelain Steel Corp., Baltimore, 
Ba 
tkow Mfg. Co., Inc., August G., Mil- 


Buttalo Forge Co 
Burnh rge Co., Buffalo, N. Y. 


| Bush Corp., Irvington, N. Y, 


Carrie Co., West Hartford, Conn. 
Continens ore Syracuse, NY. 
Mfg. Co., Phoenix, Ariz. 


Curtis Mfg. Co., St. Louis, Mo. 

Drayer-Hanson, Inc., Los Angeles, Calif. 

Emerson Electric Mfg. Co., St. Louis 21, Mo. 

Fedders-Quigan Corp., Trenton, N. J. 

Floral City Heating Div., Monroe, Mich. 

Hastings Air Conditioning Co., Inc., Hast- 
ings, Neb. 

Henry Furnace Co., Medina, Ohio 

Hotpoint, Inc., Chicago, Ill. 

Hydraline Products, Detroit, Mich. 

International Mfg. Co., Oklahoma City, 
Okla. 

— Air Conditioning Corp., St. Louis, 
Mo. 

Kennard Corp., St. Louis, Mo. 

Made-Rite Co., Ine., Newport, Ky. 

Marlo Coil Co., St. Louis, Mo. 

McGraw Electric Co., Albion, Mich. 

McQuay, Ine., Minneapolis, Minn. 

Mitchell Mfg. Co., Chicago, Ill. 

Modine Mfg. Co., Racine, Wisc. 

Mueller Climatrol, Milwaukee, Wis. 

Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 

Olsen Mfg. Co., The C. A., Elyria, Ohio 

Patten Co., J. V., Sycamore, Ill. 

Refrigeration Economics Co., Inc., Canton, 
Ohio 

Remington Air Conditioning Div., Auburn, 

Round Oak Co., Dowagiac, Mich. 

Shana Mfg., Ine., Chicago, Ill. 

Superior Furnace & Mfg. Co., Plymouth, 
Mich, 

Typhoon Air Conditioning Co., Inc., Brook- 
lyn, N. Y. 

Union Asbestos & Rubber Co., Chicago, Ill. 

U. S. Air Conditioning Corp., Minneapolis, 
Minn. 

U. S. Machine Div., Lebanon, Ind. 

Weatherall Engineers. Inc., Providence, 
E:T. 

Worthington Corp., Harrison, N. J. 

York Corp., York, Pa. 

Young Radiator Co.. Racine, Wisc. 


Benches, Work 


Fold-Away Type 
Handi-Egpt. Co., Racine, Wisc. 


Blenders, Fueloil 


Proportioneers, Inc., Providence, R. I. 


Boiler Accessories 


Automatic Door Closer 
Falz Mfg., St. Paul 4, Minn. 
Leisure-Maid Mfg. Corp., Grand Rapids, 
Mich. 


Boiler Amplifier 
Crotty Mfg. Corp., Flushing, N. Y. 


Fittings 

Barco Mfg. Co., Barrington, Ill. 

Bell & Gossett Co., Morton Grove, Ill. 

Buckeye Iron & Brass Works, Dayton 1, 
Ohio 

Chase Brass & Copper Co., Waterbury 20, 
Conn. 

Consolidated Brass Co., Charlotte, N. C. 

Crane Co., Chicago 40, Ill. 

Elmira Steel Co., Brooklyn, N. Y. 

Ernst Water Column & Gage Co., Living- 
ton, N. J. 

Grinnel Co., Inc., Providence 1, R. I. 

Keeler Co., E., Williamsport, Pa. 

Lincoln Brass, Detroit, Mich. 

Madden Brass Prods. Co., Aurora, Ill. 

Oil Equipment Mfg. Corp., New Haven, 
Conn. 

Span Brass Mfg. Co., Inc., Otsego, Mich. 


Insulation 


Armstrong Cork Co., Lancaster, Pa. 
Carey Mfg. Co., The Philip, Cincinnati, Ohio 


WYER'S GUIDE & INDUSTRY DIRECTORY 


Dow Chemical Co., Midland, Mich. 

Eagle-Picher Co., The, Cincinnati 1, Ohio 

Federal Boiler Co., Inc., Midland Park, N. J. 

Gem Clay Forming Co., The, Sebring, Ohio 

Grant Wilson, Inc., Chicago, Ill. 

Haydon Products Corp., New York, N. Y. 

Insulating Refractories Co., San Rafael, 
Calif. 

Johns-Manville Corp., New York 16, N. Y. 

Keeler Co., E., Williamsport, Pa. 

L-O-F. Glass Fibers Co., Toledo, Ohio 

La Salle Oil Burner Co., Inc., Seattle, Wash. 

Mexico Refractories Co., Mexico, Mo. 

Nock Fire Brick Co., The, Cleveland 3, Ohio 

Refractory & Insulation Corp., New York 5, 
NY: 

Sall Mountain Co., Chicago 3, Ill. 

Zonolite Co., Chicago 3, Il. 


Jackets 


Atlas Mfg. Co., St. Paul 14, Minn. 

American Rad. & Std. Sanitary Corp., Pitts- 
burgh 30, Pa. 

Berger Furnace Mfg. Co., Belle Vernon, Pa. 

Carey Mfg. Co., The Philip, Cincinnati, Ohio 

ee Furnace & Fdry. Co., Cleveland, 

io 

Dunkirk Radiator Corp., Dunkirk, N. Y. 

Elmira Steel Co., Brooklyn, N. Y. 

Federal Boiler Co., Ine., Midland Park, 
N. J. 

Fitzgibbons Boiler Co., Inc., New York 17, 
N. Y 


— Heating Products Co., Philadelphia, 
a. 

General Machine Co., Inc., Emmaus, Pa. 
Haydon Prods. Corp., Brooklyn 15, N. Y. 
Johns-Manville Corp., New York 16, N. Y. 
Mt. Hawley Mfg. Co., Peoria 4, IIl. 

Oil Eqpt. Mfg. Corp., New Haven, Conn. 
Republic Prods. Co., Philadelphia, Pa. 
Robot Auto Heat Corp., Middletown, Conn. 
U. S. Radiator Corp., Detroit 26, Mich. 
Valley Forge Metals Div., Lansdale, Pa. 
Weil-McLain Co., Michigan City, Ind. 


Protective Anodes 


Dow Chemical Co., Midland, Mich. 

McRay Prods. of Calif., Los Angeles 38, 
Calif. 

San Gabriel Boiler Mfg. Co., San Gabriel, 
Calif. 


Seam Protectors 
National Boiler Co., Dayton 2, Ohio 


Trim 
Federal Boiler Co., Inc., Midland Park, 
N. J 


Fitzgibbons Boiler Co., Inc., New York 17, 
N. Y. 


New York Air Valve Corp., Brooklyn, N. Y. 
Wright-Austin Co., Detroit 7, Mich. 


Water Feeders 


(See listings ‘‘Controls, water level & 


feeder’’) 


Boilers, Commercial 


Aldrich Co., Wyoming, Il. 

Ames Iron Works, Inc., Oswego, N. Y. 

Auburn Burner Co., Auburn, Ind. 

Babcock & Wilcox Co., New York, N. Y. 

Birchfield Boiler, Inc., Tacoma, Wash. 

Boiler Eng. & Supply Co., Phoenixville, Pa. 

Bros Boiler & Mfg. Co., Wm., Minneapolis, 
Minn. 

Bryan Steam Corp., Peru, Ind. 

Burnham Corp., Irvington, N. Y. 

Central States Steel Boiler Co., Chicago, Ill. 

Columbia Boiler Co., Pottstown, Pa. 

Combustion Eng. Inc., New York, N. Y. 

Consolidated Boiler Corp, Boston, Mass. 

Crane Co., Chicago 5, Il. 

Crotty Mfg. Corp., Flushing, N. Y. 

Dewey-Shepard Boiler Co., Indianapolis, 
Ind. 

Dillon Steam Boiler Wks., Inc., D. M., 
Fitchburg, Mass. 

Dutton Boiler Div., Kalamazoo, Mich. 
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Edge Moor Iron Wks., Inc., Edge Moor, Del. 

Erie City Iron Wks., Erie, Pa. 

Federal Boiler Co., Inc., Midland Park, 
N, d. 

Fitzgibbons Boiler Co., Inc., New York, 
N. Y 


Hodge Boiler Wks., East Boston, Mass. 

International Boiler Works Co., The, East 
Stroudsburg, Pa. 

Johnston Bros., Inc., Ferrysburg, Mich. 

Keeler Co., E. Wiliamsport, Pa. 

Kewanee-Ross Corp., Kewanee, III. 

Koven & Bro., L. O., Inc., Jersey City, N. J. 

Kresno-Stamm Mfg. Co., Palisades Park, 
Tasca 

Leffel & Co., James, Springfield, Ohio 

Lattner Mfg. Co., Cedar Rapids, Iowa 

Lookout Boiler & Mfg. Co., Chattanooga, 
Tenn. 

Morheat Corp, Lansing, Mich. 

Mt. Hawley Mfg. Co., Inc., Peoria, Ill. 

Mund Boilers, Inc., Los Angeles, Calif. 

Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 

Orr & Sembower, Inc., Reading, Pa. 

Parker Boiler Mfg. Co., Sid E., Los Angeles, 
Calif. 

Portmar Boiler Co., Inc., Brooklyn, N. Y. 

Reif-Rexoil, Inc., Buffalo, N. Y. 

Republic Boiler Corp.. New York, N. Y. 

San Gabriel Boiler Mfg. Co., San Gabriel, 
Calif. 

Scaife Co., Oakmont, Pa. 

Smith Co., H. B., The, Westfield, Mass. 

Smith Twin Tubular Boiler Co., Inc., Phila- 
delphia, Pa. 

Spencer Heater, Williamsport, Pa. 

Terre-Haute Boiler Works Co., Terre Haute, 
Ind. 

Titusville Iron Wks. Co., Titusville, Pa. 

Vapor Heating Corp., Chicago, Ill. 

V & E Products, Inc., Schuylkill Haven, Pa. 

Waterfilm Boilers, Inc., Jersey City, N. J. 

Watertube Boiler & Tank Co., Chicago, Ill. 

Weatherall Engineers, Inc., Providence, 
| ea 

Weil-McLain Co., Michigan City, Ind. 

Wickes Boiler Co., Saginaw, Mich. 

York-Shipley, Inec., York, Pa. 

Zambelli Boiler & Tank Works, Philadel- 
phia, Pa. 


Boilers, Domestic 


Coal (to 2,000 sq. ft. steam) 


American Rad. & Std. Sanitary Corp., Pitts- 
burgh 30, Pa. 

Axeman-Anderson Co., 

A. Brown Products Corp., 
ae a 

Burnham Corp., Irvington, N. J. 

Columbia Boiler Co., Pottstown, Pa. 

Crane Co., Chicago, Ill. 

Dunkirk Radiator Corp., Dunkirk, N. Y. 

Fitzgibbons Boiler Co., Inc., New York 17, 
Mi 


Williamsport, Pa. 
Forest Hills, 


General Heating Prods. Co., Philadelphia, 


Pa. 
General Machine Co., Inc., Emmaus, Pa. 
Hasko Utilities Co., New York, N. Y. 


International Boiler Works Co., The, East 


Stroudsburg, Pa. 
International Heater Co., Utica, N. Y. 


K. G. Mfg. Corp., Center Valley, Pa. 
Kewanee-Ross Corp., Kewanee, Ill. 


Leffel & Co., The James, Springfield, Ohio 
Loline Steel Boiler Co., Allentown, Pa. 
Lycoming-Spencer Div., Williamsport, Pa. 
Nat’L.-U. S. Radiator Corp., Johnstown, Pa. 
Ontario Iron Works, Pulaski, N. Y. 
Peerless Heater Co., Boyerstown, Pa. 
Petrol Oil Burner Mfg. Co., Inc., Malden 
48, Mass. 
Portmar Boiler Co., Inc., Brooklyn 15, N. Y. 
Smith Co., The H. B., Westerfield, Mass. 
Standard Arcoil Corp., Newark 8, N. J. 
Stewart Oil Burner Co., Hanover, Pa. 
Terre Haute Boiler Works Co., Terre Haute, 
Ind. 

Thatcher Furnace Co., Garwood, N. J. 
Titusville Iron Works Co., The, Titusville, 
Pa. ' 
U. S. Machine Div., Lebanon, Ind. 
Wtica Radiator Corp., Utica, N. Y. 
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.... Boilers, Domestic 


V&E Prods., Inc., Schuylkill Haven, Pa. 
Weil-McLain Co., Michigan City, Ind. 
Wise Furnace Co., The, Newark, Ohio 


Gas (to 2,000 sq. ft. steam) 


Acme Heating Div., W. Hartford, Conn. 

Airflame, Inc., Waukegan, IIl. 

Aldrich Co., Wyoming, Ill. 

Alert Boiler & Mfg. Co., Detroit 27, Mich. 

American Rad. & Std. Sanitary Corp., Pitts- 
burgh 30, Pa. 

Anchor Div., New Albany, Ind. 

Atlantic Steel Boiler Co., Philadelphia 6, Pa. 

Auburn Burner Co., Auburn, Ind. 

Axeman-Anderson Co., Wiliamsport, Pa. 

Barber Gas Burner Co., The, Cleveland 14, 
Ohio 

Brandenburg Industries, Inc., Baltimore, 
Md. 

A. Brown Products Corp., Forest Hills, 
N.Y. 

Brown Fintube Co., Elyria, Ohio 

Bryan Steam Heat Corp., Peru, Ind. 

Bryant Heater Div., Indianapolis 4, Ind. 

Burkhart Eng. Assoc., Boston, Mass. 

Cleaver-Brooks Co., Milwaukee 12, Wisc. 

Columbia Boiler Co., Pottstown, Pa. 

Crane Co., Chicago 5. Ill. 

Crotty Mfg. Corp., Flushing, N. Y. 

Delco Appliance Div., Rochester, N. Y. 

Delta Heating Corp., Trenton, N. J. 

Dewey-Shepard Boiler Co., Indianapolis 2, 
Ind. . 

Dunkirk Radiator Corp., Dunkirk, N. Y. 

Eckhart Mfg. Co., Union. N. J. 

Federal Boiler Co., Ine., Midland Park, N. J. 

Fitzgibbons Boiler Co., Inc., New York 17, 
. Sap oe 


General Automatic Prods. Corp., Baltimore, 
Gibraltar Corp. of America, Inc., Brooklyn, 
Y 


mY, 
Hasko Utilities Co., New York. N. Y. 
Heil Co,, The, Milwaukee 1, Wisc. 
International Boiler Works Co., The, East 
Stroudsburg, Pa. 
Iron Fireman Mfg. Co., Cleveland 11, Ohio 
Janitrol Heating & Air Conditioning Div., 
Columbus, Ohio 
Kewanee-Ross Corp., Kewanee, Ill. 
Lycoming-Spencer Div., Williamsport, Pa. 
Manville Boiler Co., Inc., New York 17, 
DN. 
Morheat Corp., Lansing 12, Mich. 
Mt. Hawley Mfg. Co., Peoria 4, Ill. 
Mund Boilers, Inc., Los Angeles, Calif. 
Mueller Climatrol, Milwaukee 15, Wisc. 
Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 
New Yorker Steel Boiler Co., Inc., Colman, 
Pa. 
Norge Heat Div., Kalamazoo, Mich. 
Ontario Iron Works, Pulaski, N. Y. 
Peerless Heater Co., Boyertown, Pa. 
Penn Boiler & Burner Mfg. Corp., Lan- 
caster, Pa. 
Pennsylvania Furnace & Iron Co., Warren, 
Pa. 
Petro, Cleveland, Ohio 
Petrol Oil Burner Mfg. Co., Inc., Malden 
48, Mass. 
Portmar Boiler Co., Inc., Brooklyn, N. Y. 
Republic & General Heating Prods. Co., 
Philadelphia, Pa. 
Richmond Rad. Co., Metuchen, N. J. 
Smith Corp., A. O., Milwaukee, Wisc. 
Smith Co., The H. B., Westfield, Mass. 
Springfield Boiler Co., Springfield, Ill. 
Standard Arcoil Corp., Newark 8, N. J. 
Stewart Oil Burner Co., Hanover, Pa. 
Struther Wells Corp., Titusville, Pa. 
Surface Combustion Corp., Toledo 1, Ohio 
Synchronous Flame, Inc., Chicago 4, Ill. 
Terre Haute Boiler Works Co., Terre Haute, 
Ind. 
Thatcher Furnace Co., Garwood, N. J. 
Timken Silent Automatic Div., Jackson, 
Mich. 
Triad Products Corp., Chicago, Ill. 
U. S. Machine Div., Lebanon, Ind. 
Utica Radiator Corp., Utica, N. Y. 
Utica Structural Steel, Inc., Utica 2, N. Y. 
V&E Prods., Inc., Schuylkill Haven, Pa. 
Viking Mfg. Corp., Cleveland, Ohio 
Viking Oii Co., Milwaukee, Wisc. 
Waterfilm Boilers, Inc., Jersey City 7, N. J. 
Wayne Home Egqpt. Co., Inc., Ft. Wayne 4, 
Ind. 








Weil-McLain Co., Michigan City, Ind, 
Wescott-Alexander, Inc., Madison, N, J, 
ee Automatic, Inc., White Plaing 
Williams & Davis Boiler & Welding Co 
Dallas, Texas d 
Williams Div., Bloomington, Ill. 
Wise Furnace Co., The, Newark, Ohio 
York-Shipley, Inc., York, Pa. 






Oil (to 2,000 sq. ft. steam) 








Acme Heating Div., W. Hartford 10, Cony 

Airflame, Inc., Waukegan, III. 

Airtemp Div., Dayton 1, Ohio 

Aldrich Co., Wyoming, IIl. 

Alert Boiler & Mfg. Co., Detroit 27, Mich 

American Rad. & Std. Sanitary Corp., Pitts. 
burgh 30,. Pa. 

Anchor Div., New Albany, Ind. 

Atlantic Steel Boiler Co., Inc., Philadelphia 
46, Pa. 

Auburn Burner Co., Auburn, Ind, 

Axeman-Anderson Co., Williamsport, Pa, 

Barber Gas Burner Co., The, Cleveland 14 
Ohio 

Baseline Mfg. Corp., Minneapolis, Minn, 

Boggs Boiler Co., Akron, Ohio 

Brandenburg Industries, Inc., Baltimore 9, 
Md 




















Brown Fintube Co., Elyria, Ohio 

Brown Products Co., Forest Hills, N. Y. 

Bryan Steam Corp., Peru, Ind. 

Bryant Air Conditioning Corp., Philadel 
phia 23, Pa. 

Bryant Heater Div., Indianapolis 4, Ind. 

Burkhart Eng. Asso., Boston, Mass. 

Burnham Corp., Irvington, N. Y. 

Burn-Rite Products Co., Yonkers 2, N. Y. 

Chalmers Oil Burner Co., Minneapolis, 
Minn. 

Cleaver-Brooks Co., Milwaukee 12, Wisc, 

Columbia Boiler Co., Pottstown, Pa. 

Combination Boiler Co., Benton Harbor, 
Mich. 

Crane Co., Chicago, Ill. 

Crotty Mfg. Co., Inc., Flushing, N. Y. 

Delco Appliance Div., Rochester, N. Y. 

DeSoto Oil Burner Co., York, Pa. 

Dewey-Shepard Boiler Co., Indianapolis 2, 
Ind. 

Dunkirk Radiator Corp., Dunkirk, N. Y. 

Eastern Boiler Co., Hartford, Conn. 

Eckhart Mfg. Co., Inc., Union 

Electric Furnace-man, Inc., Emmaus, Pa. 

Electrol Burner Mfg. Co., Inc., Rutherford, 
N,.J- 

Federal Boiler Co., Inc., Midland Park, N. J. 

Fitzgibbons Boiler Co., Inc., New York 1, 
N. Y 






























General Automatic Prods. Corp., Baltimore, 
Md. 

General Electric Co., Bloomfield, N. J. 

General Heating Products Co., Philadel 
phia, Pa. 

General Machine Co., Inc., Emmaus, Pa. 

General Thriftmaster Products, Philadel 
phia, Pa. 

Gibraltar Corp. of America, Inc., Brooklyt. 
N. Y 










Gilbert & Barker Mfg. Co., W. Springfield 
Mass. 

Harner Boiler Corp., Brooklyn 12, N. ¥. 

Hasko Utilities Co., New York, N. Y. 

Hayward Mfg. Co., Inc., Brooklyn 31, N. !: 

Hayward Oil Burner Corp., Cambridge 
Mass. 

Heil Co., The, Milwaukee 1, Wise. 

International Boiler Works Co., The, 24 
Stroudsburg, Pa. 

International Heater Co., Utica, N. ¥. 

Iron Fireman Mfg. Co., Cleveland 11, 0 

Johnson, S. T., Co., Oakland, Calif. 

K. G. Mfg. Corp., Center Valley, Pa. 

Kewanee-Ross Corp., Kewanee, Ill ma 

King Boiler & Furnace Co., Shade Gap, " 

Kinsley Burner & Machine Co., Providen 

I 



















RL 
Kohler Co., Kohler, Wisc. 
Kresno-Stamm Mfg. Co., 
N..'ds 
Lolino Steel Boiler Co., Allentown, ~ 
Lycoming-Spencer Div., Williamsport, 
Manville Boiler Co., Inc., Hack 





Palisades Path 









ae & 
Marietta Metal Prods. Corp., Marietta, P* 
Morheat Corp., Lansing 12, <« 
Mt. Hawley Mfg. Co., Peoria 4, 
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Boilers, UVomestic 





Mund Boilers, Ine., Los Angeles, Calif. 
Mueller Climatrol, Milwaukee 15, Wisc. 
National Oil Company, Richmond, Va. 
Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 
New Yorker Steel Boiler Co., Inc., Colmar, 


a. 

Biot Heat Div., Kalamazoo, Mich. 

Oil Eqpt. Laboratories, Inc., Elizabeth, N.J. 

Ontario Iron Works, Pulaski, N. Y. 

Otto Boiler Co., Inc., Springfield, Ill. 
paragon Oil Burner Corp., Mineola, N. Y. 
Peerless Heater Co., Boyertown, Pa. 

Penn Boiler & Burner Mfg. Corp., Lan- 
caster, Pa. 

Petro, Cleveland, Ohio 

Petrol Oil Burner Mfg., Inc., 
Mass. 

Porcupine Boiler, N. Adams, Mass. 

Portmar Boiler Co., Inc., Brooklyn, N. Y. 

Preferred Utilities Mfg. Corp., New York 
oN. Y. 

Quiet Automatic Burner Corp., Newark 4, 
N. J. 

Quiet May Div., Lancaster, Pa. 

Red Wing Oil Burner Co., Inc., Medford, 
Mass. 

Reif-Rexoil, Inc., Buffalo, N. Y. 

Republic Prods. Co., Philadelphia, Pa. 

Riley Stoker Corp., Worcester, Mass. 

Schemenauer Mfg. Co., Holland, Ohio 

Seidelhuber Iron & Brass Works, Inc., 
Seattle 4, Wash. 

Selectrol Eng. Co., Brooklyn 23, N. Y. 

Shepard Heater Co., Inc., Terre Haute, Ind. 

Siebring Mfg. Co., George, Iowa 

Smith Co., The H. B., Westfield, Mass. 

Smith Twin Tubular Boiler Co., Inc., Phila- 
delphia 35, Pa. 

Spi-Rol-Fin Corp., Pequannock, N. J. 

Springfield Boiler Co., Springfield, Mass. 

Standard Arcoil Corp., Newark 8, N. J. 

Standard Automatic Burner Div., Newark, 
N. J. 

Stewart Oil Burner Co., Hanover, Pa. 

Struthers Wells Corp., Titusville, Pa. 

Surface Combustion Corp., Toledo 1, Ohio 

Synchronous Flame, Inc., Chicago 4, Ill. 

Terre Haute Boiler Works Co., Terre Haute, 
Ind. 

Thatcher Furnace Co., Garwood, N. J. 

Timken Silent Automatic Div., Jackson, 
Mich. 

Toridheet Div., Cleveland 2, Ohio 

Triad Products Corp., Chicago, Ill. 

Tru-Heet Co., Trenton, N. J. 

U. S. Machine Div., Lebanon, Ind. 

Utica Radiator Corp., Utica, N. Y. 

Utica Structural Steel, Inc., Utica 2, N. Y. 

V&E Prods. Inc., Schuylkill Haven, Pa. 

Vapor Heating Corp., Chicago 23. IIl. 

Viking Mfg. Corp., Cleveland, Ohio 

Waterfilm Boilers, Inc., Jersey City 7, N. J. 

— Home Egpt. Co., Inc., Ft. Wayne 4, 
nd. 

Weatherall Eng., Inc., Providence, R. I. 

Weil-McLain Co., Michigan City, Ind. 

Westcott-Alexander, Inc., Madison, N. J. 

i -a Automatic, Inc., White Plains, 

Williams & Davis Boiler & Welding Co., 
Dallas, Texas 

Williams Div., Bloomington, Ill. 

Winston Co., Inc., Newark, N. J. 

uae Furnace Co., The, Newark, Ohio 
ork-Shipley, Inc., York, Pa. 

Zambelli Boiler Works, Philadelphia 25, Pa. 


Malden 48, 


Bulk Plant Eng. 


ig Associates, Roy M., New York 6, 


Burner Parts, Misc. 


Air Cones & Diffusers 


Airflame, Inc Wauke 
A i gan, Ill. 

a Electric Mfg. Co., Paterson, N. J. 
Pte Burners, Inc., Santa Fe, N. M. 
—— Prods. Co., Yonkers 2; Ni: Y. 

Pa gton Metal Specialty Co., Eddington, 


Flame-Master Co 
-» Inc., Chicago, Ill. 
Future Prods. Co., Portland, Ore. 
sen Service, Minneapolis, Minn. 


.... Burner Parts 


Mechanical Prod. Mfg. Co., Seattle, Wash. 

Monarch Mfg. Works, Inc., Philadelphia, 
‘ Pa, 

Nu-Way Corp., Rock Island, IIl. 

Red Wing Oil Burner Co., Inc., Medford, 
Mass. 

Standard Automatic Burner Div., Newark, 
N. J. 


Combustion Heads 


Airflame, Inc., Waukegan, Ill. 

Allied Eng. Co., Allston 34, Mass. 

Bogue Electric Mfg. Co., Paterson, N. J. 

Boston Machine Works Co., Lynn, Mass. 

Burn-Rite Products Co., Yonkers, N. Y. 

Columbus Combusion Co., Inc., Columbus, 
Ohio 

Eddington Metal Specialty Co., Eddington, 
Pa. 

Flame-Master Co., Inc., Chicago, Ill. 

Fuel Econ-O-Mizer Co., Providence 5, R. I. 

Madsen Service, Minneapolis. Minn. 

Metalmaster Corp., Newark, N. J. 

Modern Die & Machine Co., Boston 25. Mass. 

Monarch Mfg. Works, Inc., Philadelphia, 
Pa. 

National Fuel Conservation Co., Inc., White 
Plains, N. Y. 

Oil Heating Economy Corp, East Boston, 
Mass. 

Robot Auto-Heat Corp., Middletown, Conn. 

Standard Automatic Burner Div., Newark, 
N;. J. 

Voleano Burner Corp., New York 61, N. Y. 


Electrodes, Ignition 


Auburn Spark Plug Co., Inc., Auburn, N. Y. 

Bogue Electric Mfg. Co., Paterson, N. J. 

Burn-Rite Products Co., Yonkers, N. Y. 

Crown Eng. Corp., Keyport, N. J. 

Dielectric Prods. Co., Inc., Jersey City 5, 
N. J. 

Electrical Components Co., Newark 3, N. J. 

Hydrovalve Co., Brooklyn 3, N. Y. 

Kinsley Burner & Machine Co., Providence, 
i st 

Metalmaster Corp., Newark, N. J. 

Redwing Oil Burner Co., Inc., Medford 
Mass. 

Standard Automatic Burner Div., Newark 
Ne he 

Steinen Mfg. Co., Wm., Newark, N. J. 

U. S. Igniter Corp., Philadelphia, Pa. 

Wheelco Div., Rockford, Ill. 

Barclay, Inc., Robert, Chicago, Ill. 

Eddington Metal Specialty Co., Eddington, 
Pa. 

Monarch Mfg. Wks., Inc., Philadelphia, Pa. 

Preferred Utilities Mfg. Corp., New York, 
NM: %, 

Steinen Mfg. Co., Wm., Newark 5, N. J. 


Fuses 


Bussmann Mfg. Co., St. Louis 7, Mo. 
Jefferson Ilectric Co., Bellwood, Ill. 


Ignition Assemblies 


Bogue Electric Mfg. Co., Paterson, N. J. 

Breese Burners, Inc., Santa Fe, N. M. 

Burn-Rite Products Co., Yonkers, N. Y. 

Crown Eng. Corp., Keyport, N. J. 

Dielectric Prods. Co., Inc., Jersey City 5, 
WN. dd: 

Electrical Components Co., Newark 3, N. J. 

Enterprise Eng. & Machine Co., San Fran- 
cisco, Calif. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hydrovalve Co., Brooklyn 3, N. Y. 

Kinsley Burner & Machine Co., Providence, 
} , ae 2 

Red Wing Oil Burner Co., Inc., Medford, 
Mass. 

Soreng Prods. Corp., Schillen Pk., Ill. 

Steinen Mfg. Co., Wm., Newark, N. J. 

Union Spring & Mfg. Co., Jersey City, N. J. 

Westinghouse Industrial Heating Dept., 
Meadville, Pa. 


Ignition Terminals 


Aircraft-Marine. Prods., Inc., Harrisburg, 
Pa. 

Bogue Electric Mfg. Co., Paterson, N. J. 

Hydrovalve Co., Brooklyn, N. Y. 

Rajah Co., The, Newark 4, N. J. 

Red Wing Oil Burner Co., Inc., Medford, 
Mass. 


BUYER'S GUIDE & INDUSTRY DIRECTORY 


.... Cable and Chimneys 


Insulators, Ignition Ceramic 


American Lava Corp., Chattanooga 5, Tenn. 
Crown Eng. Corp., Keyport, N. J. 

Auburn Spark Plug Co., Inc., Auburn, N. Y¥. 
Dielectric Prods. Co., Jersey City 5, N. J. 
Harvey, Inc., Sid, Valley Stream, N. Y. 
Hydrovalve Co., Brooklyn 3, N. Y. 


Moto-Flanges 


General Bearing Cleaning Co., The, Central 
Valley, N. Y. 


Radio—Interference Eliminators 


Dewey-Shepard Boiler Co., Indianapolis, 
Ind. 

Sprague Electric Co., N. Adams, Mass. 

Union Electric & Mfg. Co., Jersey City, N. J. 

Union Spring & Mfg. Co., Jersey City, N. J. 

Webster Electric Co., Racine, Wisc. 


Cable 


High Tension 


Chase Brass & Copper Co., Waterbury 20, 
Conn. 

Chester Cable Corp., Chester, N. Y. 

Dielectric Prods. Co., Jersey City 5, N. J. 

Packard Electric Div., Warren, Ohio 

KR Utilities Mfg. Corp., New York, 

er 
Seeger-Williams, Inc., Bridgeport 5, Conn. 


Armored, Three-Wire 


Chester Cable Corp., Chester, N. Y. 

Preferred Utilities Mfg. Corp., New York 
23, N. Y. 

Seeger-Williams, Inc., Bridgeport 5, Conn. 
(Not armored). 

U. S. Rubber Co., New York 20, N. Y. 


Armored, Five-Wire 
Chester Cable Corp., Chester, N. Y. 
Preferred Utilities Mfg. Corp., New York 
23, N.. Y. 
U. S. Rubber Co., New York 20, N. Y. 


BX 
Chester Cable Corp., Chester, N. Y. 


Fittings 
American Mfg. Co., Inc., Hartford, Conn 
Hydrovalve Co., Brooklyn, N. Y. 
Unimatic Corp., Caldwell Township, N. J. 


Terminals 


Crown Eng. Corp., Keyport, N. J. 
Dielectric Prods. Co., Inc., Jersey City 5, 
1 P 


Calculators 


Heat Loss 


Calculator Specialties Co., Chicago, Ill. 
Climatemaker Slide Rule, Bloomington, III. 


Chimney 


Liners 


Condensation Eng. Corp., Chicago 51, IIl. 

Conn-State Furnace Co., Bridgeport, Conn. 

The Excelsior Steel Furnace Co., Chicago 6, 
Til. 

Gary Steel Prods. Co., Gary, Ind. 

Graven Tank & Mfg. Co., East Chicago, Ind. 
(Steel stack). 

Helman Chimney Sales Co., Fredericks- 
burg, Va. 

Hy-C Company, St. Louis 12, Mo. 

Insulating Refractories Co., San Rafael, 
Calif. 

Refractory & Insulation Corp, New York, 
N. Y 


Specialty Sheet Metal Mfg. Co., Chicago, Tl. 

Straightsville Brick Co., New Straights- 
ville, Ohio 

Van-Packer Corp., Bettendorf, Iowa 
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.. +» Chimneys 


Cleaning Tools 

Ace Wire Brush Co., Brooklyn, N. Y. 
Breuer Electric Mfg. Co., Chicago 49, Ill. 
Ideal Industries, Inc., Sycamore, Ill. 
Kent Co., Inc., The, Rome, N. Y. 
Master Supply Co., Inc., Haverstraw, N. Y. 
National Super Service Co., Inc., Toledo, 

Ohio 
Premier Co., St. Paul, Minn. 
Schaefer Brush Mfg. Co., Milwaukee 4, 

Wisc. 

Extensions 


Artis Metals Co., Inc., Boise, Idaho 

Conn. State Furnace Co., Inc., Bridgeport, 
Conn. 

Excelsior Steel Furnace Co., The, Chicago, 
Ill. 

Hy-C Company, St. Louis, Mo. 

Therm Gas Generator Co., Inc., Seattle, 
Wash. 

Venturi Ghimney Cap Co., Cleveland 9, Ohio 


Hoods 


Accurate Sheet Metal & Mfg. Works, Chi- 
cago 47, Ill. 

Aeme Mfg. Co., Philadelphia, Pa. 

Adelta Mfg. Co., Inc., Philadelphia 46, Pa. 

Artis Metals Co., Inc., Boise, Idaho 

Conn. State Furnace Co., Inc., Bridgeport, 
Conn. 

Excelsior Steel Furnace Co., The, Chicago, 
Til. 

Gary Steel Prods. Co., Gary, Ind. 

Hy-C Company, St. Louis, Mo. 

Therm Gas Generator Co., Inc., Seattle, 
Wash. 

Keith Furnace Co., Des Moines, Iowa 

Van Packer Corp., Bettendorf, Iowa 

Venturi Chimney Cap Co., Cleveland 9, Ohio 

Walker Mfg. & Sales Corp., St. Joseph, Mo. 


Prefabricated Chimneys 


Aire-Flo Furnace Pipe Co., Brighton, Mich. 
Chimney Sales Corp., Washington, D. C. 
Condensation Eng. Corp., Chicago 51, Ill. 
General Prods. Inc., Fredericksburg, Va. 
Majestie Co., Inc., The Huntington, Ind. 
Overhead Heaters N. Y. Inc., New York, 
WN, Y. 
Prefabricated Sales Corp., Fredericksburg, 


Va. 
Robot Auto-Heat Corp., The, Middletown, 
Conn. 
Quickdraft Co., Canton, Ohio 
Van Packer Corp., Bettendorf, Ia. 
York-Shipley, Ine., York, Pa. 


Caps 
Accurate Sheet Metal & Mfg. Works, Chi- 
cago 47, Ill. 
Acme Mfg. Co., Philadelphia, Pa. 
Adelta Mfg. Co., Inc., Philadelphia, Pa. 
Aire-Flo Furnace Pipe Co., Brighton, Mich. 
Boston Machine Works Co., Lynn, Mass. 
Coleman Co., Inc., Wichita, Kan. 
Excelsior Steel Co., Chicago 6, IIl. 
Heat Reclaimer Mfg. Div., Dolin Metal 
Sales Corp., Brooklyn, N. Y. 
Hy-C Company, St. Louis, Mo. 
Keith Furnace Co., Des Moines, Iowa 
Little Burner Co., Inc., H. C., San Rafael, 
Calif. 
Specialty Sheet Metal Co., Chicago, Ill. 
Therm Gas Generator Co., Seattle, Wash. 
Venturi Chimney Cap Co., Cleveland 9, Ohio 
Walker Mfg. & Sales Corp., St. Joseph, Mo. 
Wood Mfg. Co., A. R., Luverne, Minn. 


Stack Heat Exchanger 


Hoskinson Free Heater, Inc., Bellerose, 
N. Y. 

Lepick Heater Co., Seattle, Wash. 

MP Research Corp., Seaford, N. Y. 

Ro-An Mfg. Co., Farmingdale, N. Y. 


Compounds & Chemicals 


Boiler Sealing 
Ampion Corp., Long Island City 1, N. Y. 
Atlantic Research Labs. Corp., Long Island 
City, N. Y. 
Brooks, B. M., Dover, N. J. 
Brown Products Co., Andover, Mass. 
Eagle Picher Co., Cincinnati, Ohio 
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. » » » Compounds, Chemicals 


Harvey Chemical Co., New York, N. Y. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hasko Utilities Co., New York, N. Y. 

Hercules Chemical Co., Inc., New York 13, 
N.Y. 

Johns-Manville Corp., New York, N. Y. 

Kalmide Chemicals, Inc., New York 17, N. Y. 

Kenite Laboratory, Madison, N. J. 

Kerner Chemical Co., Inc., Cedarhurst, 
N. Y. 

King Chemical Co., Mt. Vernon, N. Y. 

Metallizing Co. of America, Chicago, IIl. 

Park-Hill Chemical Corp., Mt. Vernon, N. Y. 

Radiator Specialty Co., Charlotte, N. C. 

8.0.8. Products Co., Inc., Brooklyn 22, N. Y. 

Stewart-Hall Chemical Corp., Mt. Vernon, 
NN. x. 

Sunshine Chemical Co., Inc., John, Chicago 
6, Ill. 

‘*X’’ Laboratories, Inc., New York, N. Y. 


Boiler Water Treatment 


American Sand-Banum Co., Inc., Freeport, 
MX. 

Ampion Corp., Long Island City 1, N. Y. 

Atlantic Research Laboratories Corp., Long 
Island City 1, N. Y. 

Beck Co., A. C., Minneapolis 11, Minn. 

Brooks, B. M., Dover, N. J. 

Brown Products Co., Andover, Mass. 

Cannon Chemical Co., Inc., Cambridge 41, 
Mass. 

Dominion Chemical Co., Inc., New York 

Dow Chemical Co., The, Midland, Mich. 

Economy Lubricating Co., Charlestown 29, 
Mass. 

Evis Mfg. Co., San Francisco, Calif. 

Gamlen Chemical Co., E. Paterson, N. J. 

Harvey Chemical Co., New York, N. Y. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hasko Utilities Co., New York, N. Y. 

Hercules Chemical Co., Inc., New York 13, 
Ne 

Kalmide Chemicals, Inc., New York 17, N. Y. 

Kenite Laboratory, Madison, N. J. 

Kerner Chemical Co., Inec., Cedarhurst, 
ss Poe. 

King Chemical Co., Mt. Vernon, N. Y. 

Kisco Boiler & Engineering Co., St. Louis, 
Mo. 

Kleenit Chemical Co., Medford, Mass. 

Lindy Heaters, Inc., New York, N. Y. 

Monsanto Chemical Co., St. Louis 4, Mo. 

National Aluminate Corp., Chicago 38, IIl. 

National Oil Burner Co., Brooklyn, N. Y. 

Norman Chemical Co., St. Paul 4, Minn. 


Parke-Hill Chemical Corp., Mt. Vernon, 
i 


Radiator Specialty Co., Charlotte, N. C. 

Red Wing Oil Burner Co., Inc., Medford, 
Mass. 

S.0.S. Products Co., Inec., Brooklyn 22 

Saginaw Salt Prods. Co., Saginaw, Mich. 

Scientific Boiler Water Cond. Co., Linden, 
2 Ree 

Sterling Water Treatment Co., The, Cleve- 
land 2, Ohio 

Steweart-Hall Chemical Corp., Mt. Vernon, 
N. ¥. 

Strong, Carlisle & Hammond Co., Cleveland 
13, Ohio 

Sunshine Chemical Co., Inc., John, Chicago 
6, TIL 

Tankit Co., The, Newark, N. J. 

Water Conditioning Co., Linden, N. J. 

Water Treatment Co. of America, Pitts- 
burgh 12, Pa. 

Wright Chemical Corp., Chicago, Ill. 


Fueloil Deoderant 


Ampion Corp., Long Island City 1, N. Y. 

Brooks, B. M., Dover, N. J. 

King Chemical Co., Mount Vernon, N. Y. 

Stewart-Hall Chemical Corp., Mt. Vernon, 
Na Y; 

Tankit Co., The, Newark, N. J. 


Fueloil Treatment 


Allen Co., Robert, Mechanicsville, N. Y. 

American Research Laboratories Corp., 
Long Island City, N. Y. 

American Sand-Banum Co., Inc., Freeport, 
ee 

Amionic Chemical Co., Taunton, Mass. 

Ampion Corp., Long Island City 1, N. Y. 

Androc Chemical Co., Minneapolis, Minn. 





Armour & Co., Chemical Div., Chicago Ill, 
Atlantic Research Laboratories Corp., Lon 
Island City 1, N. Y. . 
Beck Co., A. C., Minneapolis 11, Minn. 
Brooks, B. M. Dover, N. J. 
Brown Products Co., Andover, Mass, 
Cannon Chemical Co., Inc., Cambridge 4 
Mass. 
Carlisle Chemical Works, Inc., Reading, 9 
Coughlan Co., C. N., W. Orange, N. J. 
Cristy Specialty Corp., Worcester, Mass. 
Delavan Mfg. Co., W. Des Moines, Iowa 
Dominion Chemical Co., Inc., New York, 


DuPont de Nemours & Co., E. I., Wilming. 
ton, Del. 

Economy Lubricating Co., Charlestown 99 
Mass. j 

Eds-Will Engineering, Chicago 47, Il, 

Elmira Steel Co., Brooklyn, N. Y. 

Enterprise Heat & Power Co., Chicago 2 
Ill. 

Evis Mfg. Co., San Francisco, Calif. 

Federal Oil Burner Co., Inc., Philadelphia 
4, Pa. 

Gamlen Chemical Co., E. Paterson, N. J, 

Harvey Chemical Co., New York, N. Y. 

Harvey, Inc., Sid, Valley Stream, N. Y, 

Hasko Utilities Co., New York, N. Y. 

Hercules Chemical Co., Inc., New York 13, 
ee 

Kalmide Chemicals, Inc., New York 17, 
N. Y 


Kam Water Heater Mfg. Co., Inc., Brook- 
17n; IN, 2. 

Kemix Laboratories, W. Springfield, Pa. 

Kerner Chemical Co., Inc., Cedarhurst, 
Mm: 


_ King Chemical Co., Mt. Vernon, N. Y. 


Kleenit Chemical Co., Medford, Mass. 

Kleer Products Co., Brooklyn, N. Y. 

Kor Corp, Gary, Ind. 

Marine Electrolysis Eliminator Co., Seattle, 
Wash. 

Monsanto Chemical Co., St. Louis 4, Mo. 

National Aluminate Corp., Chicago 38, Ill. 

National Oil Burner Co., Brooklyn, N. Y. 

Nock Fire Brick Co., The, Cleveland 3, Ohio 

Norman Chemical Co., St. Paul 4, Minn. 

Oil Heating Economy Corp., East Boston, 
Mass. 

Oronite Chemical Co., San Francisco 4, 
Calif. 

Oxi Corp., Gary, Ind. 

OX’O Gas Co., New York 16, N. Y. 

Parke-Hill Chemical Corp., Mt. Vernon, 
NM: %; 

Radiator Specialty Co., Charlotte, N. C. 

Red Wing Oil Burner Co., Inc., Medford, 
Mass. 

S.0.S. Products Co., Inc., Brooklyn 22, N. . 

Saginaw Salt Products Co., Saginaw, Mich. 

Sanders Chemical Co., Philadelphia, Pa. 

Scientific Boiler Water Cond. Co., Linden, 
N. J. 

Shell Chemical Corp., New York, N. Y. 

Sherb, Inc., Warner J., New York 17, N. ¥. 

Sterling Water Treatment Co., The, Cleve 
land 2, Ohio 

Sternaman Oil & Supply, Inc., Chicago, Il. 

Stewart-Hall Chemical Corp., Mt. Vernon, 
Ni... 3 

Sudbury Lab., S. Sudbury, Mass. 

U.S. Petroleum Co., Clifton, N. J. 

Wright Chemical Corp., Chicago 6, Ill. 


Furnace Cement 


Armstrong Co., Chicago 28, Ill. 
Brooks, B. M., Dover, N. J. ; 
Carolina Refractories Co., Hartsville, 5. © 
Clinton Paint Co., Clinton, N. Y. 
Eagle-Picher Co., The, Cincinnati 1, Obl0 
France Refractories Co., J. H., Snow Shoe, 
Pa. 
Gamlen Chemical Co., E. Paterson, N. J: 
Grant Wilson Inc., Chicago, Ill. 
Hasko Utilities Co., New York, N. Y. PA 
Hercules Chemical Co., Inc., New York 
WN; -X, 
Insul-Lyte Corp., River Rouge, Ee y 
Johns-Manville Corp., New York 16, whe 
National Fuel Conservation Co., Inc., 
Plains, N. Y. ohio 
Nock Fire Brick Co., The, Cleveland &, 
Pecora Paint Co., Inc., Philadelphia 7 ot 
Preferred Utilities Mfg. Corp., New 
N. Y. 
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Refractory & Insulation Corp., New York, 
Y 


S OS. Products Co., Inc., Brooklyn 22, N. Y. 
Sail Mountain Co., Hamilton, Ohio 


Walsh Refractories Corp., St. Louis 7, Mo. 


Grease Removing 


allen Co., Robert, Mechanicville, N. Y. 

Amber-Rose Industries, Chicago, Ill. 

Ampion Corp., Long Island City, N; ¥. 

Atlantic Research Laboratories Corp., Long 
Island City 1, N. Y. 

Brooks, B. M., Dover, N. J. 

Cannon Chemical Co., Inc., Cambridge 41, 
Mass. 

Dow Chemical Co., The, Midland, Mich. 


Gamlen Chemical Co., E. Paterson, N. J. 


Harvey Chemical Co., New York, N. Y. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hasko Utilities Co., New York, N. ¥. 

Homestead Valve Mfg. Co., Coraopolis, Pa. 

Kerner Chemical Co., Inc., Cedarhurst, 
N. Y. 

King Chemical Co., Mt. Vernon, Ls a 

Kor Corp., Gary, Ind. 

Norman Chemical Co., St. Paul 4, Minn. 

Parke-Hille Chemical Corp., Mt. Vernon, 
82% 

S.0.S. Products Co., Inc., Brooklyn 22, N. Y. 

Stewart-Hall Chemical Corp., Mt. Vernon, 
NY. 

Sunshine Chemical Co., John, The, Chicago 
6, Tl. 


Hand Cleaning 


Ampion Corp., Long Island City 1, N. Y. 

Atlantic Research Laboratories Corp., Long 
Island City 1, N. Y. 

Carbola Chemical Co., Inc., Natural Bridge, 
N. Y 


Gamlen Chemical Co., E. Paterson, N. J. 

Harvey Chemical Co., New York, N. Y. 

Hasko Utilities Co., New York, N. Y. 

Kerner Chemical Co., Inc., Cedarhurst, 
mY. 

King Chemical Co., Mt. Vernon, N. Y. 

"oa Laboratories, Inc., The, St. Louis 
, Mo. 


Norman Chemical Co., St. Paul 4, Minn. 
Parke-Hill Chemical Corp., Mt. Vernon, 
N. Y. 


Pecora Paint Co., Inc., Philadelphia 40, Pa. 

Radiator Specialty Co., Charlotte, N. C. 

$.0.S. Products, Inc., Brooklyn 22, N. Y. 

shee Chemical Corp., Mt. Vernon, 
N. Y. 


Heat Exchanger Cleaning 


Ampion Corp., Long Island City 1, N. Y. 

Brooks, B. M., Dover, N. J. 

Dow Chemical Co., Midland, Mich. 

Gamlen Chemical Co., E. Paterson, N. J. 

Hasko Utilities Co., New York, N. Y. 

Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y. 

Kor Corp., Gary, Ind. 

Lindy Heaters, Inc., New York, N. Y. 

— Chemical Corp., Mt. Vernon, 


Scientific Boiler Water Cond. Co., Linden, 
8.0.8, Products, Inc., Brooklyn 22, N. Y. 
Wright Chemical Corp., Chicago, III. 


Oil Absorbent 


Ampion Corp., Long Island City, N. Y. 


Atlantic Research Labs., Inc., Long Island 
City, N. Y. 


Brooks, B. M., Dover, N. J. 

Eagle-Picher Co., Cincinnati, Ohio 

si Chemical Co., New York, N. Y. 
Ivey, Inc., Sid, Valley Stream, N. Y. 

Hasko Utilities Co., New York, N. Y. 

Ee Chemical Co., Inc., Cedarhurst, 


King Chemical Co., Mt. Vernon, N. Y. 

Kor Corp., Gary, Ind. 

a Kling, Inc., Boston, Mass. 

8.0.8 mica Co., St. Paul, Minn. 

Stewart oducts, Inc., Brooklyn, N. Y. 
N a Chemical Corp., Mt. Vernon, 


Tankit Co., Newark, N. J. 


Pipe Joint, Oil 


Brooks, B. M., Dover, N. J. 

Buckeye Iron & Brass Works, Dayton 1, 
Ohio 

Crane Packing Co., Morton Grove, Ill. 

Gasoilair Eqpt Co., New Haven, Conn. 

Gilbert & Barker Mfg. Co., W. Springfield, 
Mass. 


Harbinson & Co., Inc., James K., Buffalo 2, 
N. X& 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hasko Utilities Co., New York, N. Y. 

Hercules Chemical Co., Inc., New York 13, 
N. = 


Kenite Laboratory, Madison, N. J. 

Kerner Chemical Co., Inc., Cedarhurst, 
Ni -Y. 

Key Co., E. St. Louis, Il. 

King Chemical Co., Mt. Vernon, N. Y. 


Lake Chemical Co., Chicago 12, Ill. 

Leggitt Co., S. H., Marshall, Mich. 

Moore & Kling, Inc., Boston, Mass. 

Pecora Paint Co., Inc., Philadelphia 40, Pa. 

Preferred Utilities Mfg. Corp., New York 
23... ¥. 

Radiator Specialty Co., Charlotte, N. C. 

Rector Well Equipment Co., Inc., Houston 
2, Tex. 

S.O.S. Products, Inc., Brooklyn 22, N. Y. 

Sunshine Chemical Co., Inc., John, Chicago 
6, Ill. 

Whitlam Mfg. Co., J. C., Wadsworth, Ohio 


Pipe Joint, Steam 


Brooks, B. M., Dover, N. J. 

Cantleek Products Corp., Flushing 54, N. Y. 

Crane Packing Co., Morton Grove, IIl. 

Grinnell Co., Inec., Providence 1, R. I. 

Harbinson & Co., Inc., James K., Buffalo 
y Ms. pF , 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hasko Utilities Co., New York, N. Y. 

Hercules Chemical Co., Inc., New York 13, 
NY. 

Kenite Laboratory, Madison, N. J. 

Kerner Chemical Co., Inec., Cedarhurst, 
): ep. 

Key Co., E. St. Louis, Tl. 

King Chemical Co., Mt. Vernon, N. Y. 

Lake Chemical Co., Chicago 12. Ill. 

Leggitt Co., S. H., Marshall, Mich. 

Preferred Utilities Mfg. Corp., New York 
23: WW, ¥: 

Radiator Specialty Co., Charlotte, N. C. 

Recton Well Eqpt. Co., Inc., Houston, Texas 

S.O.S. Products Co., Inc., Brooklyn 22, N. Y. 

Sunshine Chemical Co., Ine., John, Chicago 
6, Ill. 

Whitlam Mfg. Co., J. C., Wadsworth, Ohio 

‘*X’’ Laboratories, Inc., New York, N. Y. 


Rust Preventing 


American Sand Banum Co., Inc., Freeport, 
MY. 

Ampion Corp., Long Island City 1, N. Y. 

Armour & Co., Chemical Div., Chicago, Il. 

Atlantic Research Laboratories Corp., Long 
Island City 1, N. Y. 

Brooks, B. M., Dover, N. J. 

Brown Products Co., Andover, Mass. 

Cannon Chemical Co., Inc., Cambridge 41, 
Mass. 

Dominion Chemical Co., Inc., New York, 
M.: 


Gamlen Chemical Co., E. Paterson, N. J. 

Harbinson & Co., Inc., James K., Buffalo 
2.:8..x. 

Harvey Chemical Co., New York, N. Y. 

Harvey, Inc., Sid, Valley Stream, L. I., 
N=; 

Hasko Utilities Co., New York, N. Y. 

Hercules Chemical Co., Inc., New York 13, 
N. Y. 

Kalmide Chemicals, Inc., New York 17, 
1 ae 

Kemix Laboratories, West Springfield, Pa. 

Kenite Laboratory, Madison, N. J. 

Kerner Chemical Co., Inc., Cedarhurst, 
NN, 3: 

King Chemical Co., Mt. Vernon, N. Y. 

Kleenit Chemical Co., Medford, Mass. 

Kleer Products Co., Brooklyn, N. Y. 

Monsanto Chemical Co., St. Louis 4, Mo. 

Oronite Chemical Co., San Francisco, Cal. 

Parke-Hill Chemical Corp., Mt. Vernon, 
Ni Sy 


BUYER'S GUIDE & INDUSTRY DIRECTORY 


. »« » Compounds, Chemicals 


S.0.S. Products Co., Inc., Brooklyn 22, N. Y. 

Stewart-Hall Chemical Corp., Mt. Vernon, 
N. Y. 

Sudbury Laboratories, So. Sudbury, Mass. 

Sunshine Chemical Co., Inc., John, Chicago 
6, Ill. 

Wright Chemical Corp., Chicago, Ill. 

‘*X’’ Laboratories, Inc., New York, N. Y. 


Soot Destroyer 


Allen Co., Robert C. Mechanicville, N. Y. 

Amber-Rose Industries, Chicago, Ill. 

Amionic Chemical Co., Taunton, Mass. 

Ampion Corp., Long Island City 1, N. Y. 

Atlantic Research Laboratories Corp., Long 
Island City 1, N. Y. 


Beck Co., A. C., Minneapolis 11, Minn. 
Brooks, B. M., Dover, N. J. 
Brown Products Co., Andover, Mass. 


Clean Sweep Co., So. Lansing 9, Mich. 
Coughlan Co., C. N., West Orange, N. J. 


Dominton Chemical Co., Inc., New York, 


Elmira Steel Co., Brooklyn, N. Y. 


Far West Chemical Prods., Inc., Spokane, 
Wash. 
Flame-Master Co., Inc., Chicago, Ill. 


Gamlen Chemical Co., E. Paterson, N. J. 
General Filters, Inc., Novi, Mich. 


Harvey Chemical Co., New York, N. Y. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hasko Utilities Co., New York, N. Y. 

Healy-Ruff Co., St. Paul 14, Minn. 

—— Chemical Co., Inc., New York 13, 
a. '- 


Kalmide Chemicals, Inc., New York 17, 
AE, y! 

Kemir Laboratories, West Springfield, Pa. 

Kenite Laboratory, Madison, N. J. 

= Chemical Co., Inc., Cedarhurst, 

King Chemical Co., Mt. Vernon, N. Y. 

Kleenit Chemical Co., Medford, Mass. 

Kleer Products Co., Brooklyn, N. Y. 

Kor Corps., Gary, Ind. 

Marine Electrolysis Elinmiator Co., Seattle, 
Wash. 

Miller Prods. Co., Lansing, Mich. 

National Aluminate Corp., Chicago 38, III. 

Norman Chemical Co., St. Paul 4, Minn. 

Oxi Corps., Gary, Ind. 

OXO’-Gas Co., New York 16, N. Y. 

Parke-Hill Chemical Corp., Mt. Vernon, 
WN. Y: 

Preferred Utilities Mfg. Corp., New York 
23, N. Y. 

Rad. Specialty Co., Charlotte, N. C. 

Red Wing Oil Burner Co., Inc., Medford, 
Mass. 

S.0O.S. Products Co., Inc., Brooklyn 22, N. Y. 

Saginaw Salt Prods. Co., Saginaw, Mich. 

Scientific Boiler Water Cond. Co., Linden, 
N. J. 

Sherb, Inc., Warner J., New York 17, N. Y. 

Simplex Heater Control Co., St. Paul, Minn. 

Standard Railway Fusee Corp., Needham 
Heights 94, Mass. 

Sterling Water Treatment Co., The, Cleve- 
land 2, Ohio 

Stewart-Hall Chemical Corp., Mt. Vernon, 
N. Y. 

Sunshine Chemical Co., Inc., John, Chicago 
6. Ill. 

Water Treatment Co. of America, Pitts- 
burgh 12, Pa. 


Water Indicator 


Brooks, B. M., Dover, N. J. 

Gasoilair Eqpt. Co., New Haven, Conn. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hasko Utilities Co., New York, N. Y. 

Kol-Master Corp., Oregon, II. 

Oil Eqpt. Mfg. Corp., New Haven, Conn. 

Stewart-Hall Chemical Corp., Mt. Vernon, 
N. Y. 

Tankit Co., The, Newark 8, N. J. 


Controls 


Air Flow Switch 


Barksdale Valves, Los Angeles, Calif. 
Cleveland Fuel Eqpt. Co., Cleveland, Ohio 
Crise Controls Div., Columbus, Ohio 
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.... Controis 


Dietz Co., Henry, Long Island City 2, N. Y. 
Dewey Gas Furnace Co., Detroit, Mich. 
Drying Systems, Inc., Chicago, Ill. 
General Controls Co., Glendale, Calif. 
Mercoid Corp., The, Chicago, Ill. 
Minneapolis-Honeywell Regulator Co., Min- 
neapolis, Minn. 
Soreng Div., Schiller Park, Ill. 
Westinghouse Industrial Dept., Meadville, 
Pa. 


Air Pressure 


Askania Regulator Co., Chicago 11, Ill. 

Barksdale Valves, Los Angeles, Calif. 

Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 

Cleveland Fuel Equip. Co., Cleveland, Ohio 

Cutler-Hammer, Inc., Milwaukee, Wisc. 

Damp-Vent Co., Bettendorf, Iowa 

Defender Instrument & Regulator Co., St. 
Louis, Mo. 

Detroit Controls Corp., Detroit, Mich. 

Dietz Co., Henry, Long Island City 2. N. Y. 

Dewey Gas Furnace Co., Detroit 2. Mich. 

Eclipse Fuel Eng. Co., Rockford, IIl. 

General Controls Co., Glendale, Calif. 

Hammel Oil Burning Eqpt. Co., Providence, 

a 

Hays Corps., The, Michigan City 7, Ind. 

Mercoid Corp., The, Chicago, Ill. 

Perfex Corp., The, Milwaukee, Wisc. 

W. S. Rockwell Co., Fairfield, Conn. 

Rockwell Mfg. Co., Pittsburgh, Pa. 

Square D Co., Milwaukee 12. Wisc. 

Strong, Carlisle & Hammond Co., Cleveland 
13, Ohio 

Watts Regulator Co., Lawrence, Mass. 


Combination Fan & Limit 


A-P Controls Div., Milwaukee, Wisc. 

Ace Instrument Co., Inc., Brooklyn 2, N. Y. 

ACRO Mfg. Co., Columbus, Ohio 

Automatic Devices Co., Inc., Western 
Springs, Ill. 

Cam-Stat Div., Los Angeles 64. Calif. 

Combustion Control Div., Cambridge, Mass. 

Crise Controls Div., Columbus, Ohio 

Cutler-Hammer, Inc., Milwaukee, Wisc. 

Detroit Controls Corp., Detroit 8, Mich. 

General Controls Co., Glendale 1, Calif. 

General Electric Co., Morrison, Ill. 

General Electric Co., Schenectady 8, N. Y. 

Hays Corp., The. Michigan City 7, Ind. 

Iron Fireman Electronics Div., Portland, 
Ore. 

Iron Fireman Mfg. Co., Cleveland, Ohio 

Mercoid Corp., The, Chicago 41, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

North American Mfg. Co., The, Cleveland 
5, Ohio 

Penn Controls, Inc., Goshen, Ind. 

Soreng Div., Schiller Park, Il. 

Westinghouse Industrial Heating Dept., 
Meadville, Pa. 

White-Rodgers Electric Co., St. Louis, Mo. 


Damper Regulating 


A-P Controls Div., Milwaukee, Wisc. 

Ace Instrument Co., Inc., Brooklyn 2, N. Y. 

ACRO Mfg. Co., Columbus, Ohio 

Askania Regulator Co., Chicago 11, Ill. 

Barber-Colman Co., Rockford, Ill. 

Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. - 

Cleveland Fuel Eqpt. Co., Cleveland 9, Ohio 

Cole Sewell Eng. Co., St. Paul 14, Minn. 

Crise Controls Div., Columbus, Ohio 

Damp-Vent Co., Bettendorf, Iowa 

Defender Instrument & Regulator Co., St. 
Louis, Mo. 

Fuel Reduction Corp., Chicago 7, Ill. 

General Controls Co., Glendale 1, Calif. 

General Power Plant Corp., Ossining, N. Y. 

Gerett Corp., M. A., Milwaukee, Wisc. 

Hammel Oil Burning Eqpt. Co., Providence, 
ei. 

Hart & Cooley Mfg. Co., Holland, Mich. 

Hays Corp., The, Michigan City 7, Ind. 

Heat Timer Corp., New York 12, N. Y. 

Iron Fireman Mfg. Co., Cleveland 11, Ohio 

Kol-Master Corp., Oregon, IIl. 

Mercoid Corp., The, Chicago 41, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 
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Northern Fuel Control, Minneapolis, Minn. 
Parker-Kalon Corp., New York 14, N. Y. 
Penn Controls, Inc., Goshen, Ind. 

Perfex Corp., Milwaukee 7, Wisc. 

Soreng Div., Schiller Park, IIl. 

Wilgus Mfg. Co., Los Angeles 21, Calif. 
Young Regulator Co., Cleveland, Ohio 


Draft 


Ace Instrument Co., Inc., Brooklyn 22, N. Y. 
Askania Regulator Co., Chicago 11, Ill. 
Bailey Meter Co., Cleveland 10, Ohio 
Bearlee Prods. Co., Green Bay, Wisc. 
Boston Machine Works Co., Lynn, Mass. 
Blessler Eng. Service, Oregon 1, IIl. 
Breese Burners. Inc., Santa Fe, N. M. 
Cleveland Fuel Eqpt. Co., Cleveland 9, Ohio 
Cole Sewell Eng. Co., St. Paui 14, Minn. 
Coleman Co., Inc., Wichita, Kan. 
Defender Instrument & Regulator Co., St. 
Louis, Mo. 
Field Control Div., Mendota, IIl. 
Fuel Econ-o-Mizer, Providence, R. I. (Stack 
Baffle) 
Fuel Reduction Corp., Chicago 7, IIl. 
General Controls Co., Glendale 1, Calif. 
General Power Plant Corp., Ossining. N. Y. 
Hammel Oil Burning Equt. Co., Providence, 
rae 
Harvey, Inc., Sid, Valley Stream, N. Y. 
Hays Corp., The, Michigan City 7, Ind. 
Heat Timer Corp., New York 12, N. Y. 
Hotstream Heater Co., Cleveland, Ohio 
Iron Fireman Mfg. Co.. Cleveland 11, Ohio 
Jordon Eng. Co., Hartford, Wisc. 
Kol-Master Corp., Oregon, IIl. 
Krueger Sentry Gauge Co., Inc., Green Bay, 
Wise. 
Mechanical Prods. Co.. Seattle 4, Wash. 
Miller Co., The, Meriden, Conn. 
National Fuel Conservation Co., Inc., White 
Plains, N. Y. 
Northern Fuel Control, Minneapolis, Minn. 
Preferred Utilities Mfg. Corp., New York 
23, IN. Xe 
Salina Metal Prods., Salina, Kans. 
Simplex Mfg. Co., Fond du Lac, Wisc. 
Steinen Mfg. Co., Wm., Newark, N. J. 
Therm Gas Generator Co., Inc., Seattle, 
Wash. 
Walker Mfg. & Sales Corp., St. Joseph, Mo. 
Whitty Co., Ine., Boston 34,. Mass. 
Windmaster Co., Columbus 8, Ohio 


Electric Valve 


ACRO Mfg. Co., Columbus, Ohio 

Automatic Switch Co., Orange, N. J. 

Barber-Colman Co., Rockford, Ill. 

Barksdale Valves. Los Angeles, Calif. 

Bryant Heater Div., Cleveland, Ohio 

Cary Mfg. Co., Waupaca, Wisc. 

Combustion Control Div., Cambridge, Mass. 

Cooper Co., Clark, Palmyra, N. J. 

Detroit Controls Corp., Detroit 8, Mich. 

Dunham Co., C. A., Chicago 6, IIl. 

General Controls Co., Glendale 1, Calif. 

McCorkle Co., D. H., Berkeley, Calif. 

McDonnel & Miller, Inc., Chicago 18, Ill. 

Magnetrol, Inc., Chicago 23, Ill. 

Mercoid Corp., The, Chicago, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Sarco Co.. Inc., New York 1, N. Y. 

Soreng Div., Schiller Park, Ill. 

Specialty Prods. Co., Inc., Minneapolis, 
Minn. 

Square D Co., Milwaukee 12, Wisc. 

Union Electric & Mfg. Co., Jersey City, N. J. 

Union Spring & Mfg. Co., Jersey City, N. J. 

Webster Electric Co., Racine, Wisc. 

White-Rodgers Electric Co., St. Louis, Mo. 


Humidity 


Barber-Colman Co., Rockford, Ill. 

Cary Mfg. Co., Waupaca, Wisc. 

Combustion Control Div., Cambridge, Mass. 

Dayton Elec. Mfg. Co., Chicago, Il. 

Friez Inst. Div., Baltimore, Md. 

General Controls Co., Glendale 1, Calif. 

McDonnell & Miller, Inc., Chicago 18, Il. 

Minneapolis-Honéywell Regulator Co., Min- 
neapolis 8, Minn. 

Penn Controls, Ine., Goshen, Ind. 

Sarco Co., Inc., New York 1, N. Y. 

Walton Laboratories, Inc., Irvington, N. J. 


Limit, Air Temperature 


ACRO Mfg. Co., Columbus, Ohio 
Barber-Colman Co., Rockford, II]. 
Cam-Stat Div., Los Angeles 64, Calif 
Crise Controls Div., Columbus 16, Ohio 


Combustion Control Div., Cambridge, Mass 


Cutler-Hammer, Inc., Milwaukee Wise 
Detroit Controls Corp., Detroit 8, Mich. 
General Electric Co., Schenectady. N y. 
General Controls Co., Glendale i, Calif’ 
General Electric Co., Morrison, Ill. 


Iron Fireman Electronics Diy., Portland 


Ore. 
Iron Fireman Mfg. Co., Cleveland, Ohio 
McClarty Systems, Battle Creek, Mich 
Mercoid Corp., The, Chicago 41, Ill bei 
Miller Co., The, Meriden, Conn. 


Minneapolis-Honeywell Regulator Co., Min- 


neapolis 8, Minn. 
Penn Controls, Ine., Goshen, Ind. 


Ray Oil Burner Co., San Francisco 12, Calif 
Round Oak Co., Inc. of Indiana, Dowagiae 


Mich. 


ps Time Control, Inc., Spring Valley. 


Sarco Co., Ine., New York 1, N. Y. 
Soreng Div., Schiller Park, Ill. 
Spencer Thermostat Div., Attleboro, Mags. 


Westinghouse Electric Co., Industrial Heat- 


ing Div., Meadville, Pa. 
White-Rodgers Electric Co., St. Louis 6, Mo, 
Wiegand Co., E. L., Pittsburgh 8, Pa. 


Limit, Steam Pressure 
Automatic Devices Co., Inc., 
Springs, III. 
Bailey Meter Co., Cleveland 10, Ohio 
Barber-Colman Co., Rockford, Il. 
— Sivalls & Bryson, Inc., Kansas City, 
Oo. 


Western 


‘ Combustion Control Div., Cambridge, Mass. 


Crise Controls Div., Columbus 16, Ohio 

Defender Instrument & Equipment Co., St. 
Louis, Mo. 

Detroit Controls Corp., Detroit 8, Mich. 

Fitzgibbons Boiler Co., Inc., New York 17, 
N. 


General Controls Co., Glendale 1, Calif. 

General Electric Co., Morrison, Ill. 

General Electric Co., Schenectady, N. Y. 

Hoffman Specialty Mfg. Corp., Indianapolis 
7, Ind. 

Iron Fireman Electronics Div., Portland, 
Ore. 

Iron Fireman Mfg. Co., Cleveland. Ohio 

Mercoid Corp., The, Chicago 41, IIl. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Newark Controls Co., Bloomfield, N. J. 

Penn Controls, Inc., Goshen, Ind. 

— Utilities Mfg. Corp., New York, 

x 


Ray Oil Burner Co., San Francisco 12, Calif. 

Sampsel Time Control, Inc., Spring Valley, 
Til. 

Soreng Div., Schiller Park, IIl. 

Strong Carlisle & Hammond Co., Cleveland 
13, Ohio 

Vapor Heating Corp., Chicago, IIl. 

White-Rodgers Electric Co., St. Louis 6, 
Mo. 

Wilgus Mfg. Co., Los Angeles 21, Calif. 

Wright-Austin Co., Detroit 27, Mich. 


Limit, Water Temperature 


Automatic Devices Co., Inc., Wester 
Springs, IIl. 
Barber-Colman Co., Rockford, IIl. 
Cam-Stat Div., Los Angeles, Calif. 
Combustion Controls Div., Cambridge. Mass. 
Crise Controls Div., Columbus 16, Ohio 
Cutler-Hammer, Inc., Milwaukee, Wise. 
Detroit Controls Corp., Detroit 8, Mich. 
General Controls Co., Glendale 1, Calif. 
General Electric Co., Morrison, IIl. 
General Electric Co., Schenectady, N. ¥: 
Globe Controls Co., Newark, N. J. ‘ 
Hoffman Specialty Mfg. Corp., Indianapolis 
7, Ind. 
Iron Fireman Electronics Div., Portland 
Ore. 
Iron Fireman Mfg. Co., Cleveland, Ohio 
Mercoid Corp., The, Chicago 41, Ill. . 
Minneapolis-Honeywell Regulator Co., 
neapolis 8, Minn. 
Penn Controls, Inc., Goshen, Ind. vate 
Preferred Utilities Mfg. Corp., New 
NX. 
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Ray Oil Burner Co., San Francisco 12, Calif. 
Sampsel Time Control, Inc., Spring Valley, 


Pea Co., Inc., New York 1, N. Y. 

Soreng Div., Schiller Park, Ill. 

Thrush & Co., H. A., Peru, Ind. 

Westinghouse Electric Corp., Industrial 
Heating Div., Meadville, Pa. 

White-Rodgers Electric Co., St. Louis 6, 


Mo. 
Wiegand Co., E. L., Pittsburgh 8, Pa. 


Low Water 


Auburn Spark Plug Co., Inc., Auburn, N. Y. 

Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 

Cutler-Hammer, Inc., Milwaukee, Wisc. 

Diamond Power Specialty Corp., Lancaster, 
Ohio 

Eclipse Fuel Eng. Co., Rockford, Til. 

Econo Prods. Co., Inc., East Hadram, Conn. 

General Controls Co., Glendale 1, Calif. 

Globe Controls Co., Newark, N. J. 

Johnson Corp., The, Three Rivers, Mich. 

McDonnell & Miller, Inc., Chicago 18, IIl. 

Magnetrol, Inc., Chicago 23, Ill. 

Maid-O-Mist, Inc., Chicago 41, Ill. 

Mercoid Corp., The, Chicago 41, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Morse-Smith-Morse Co., Watertown, Mass. 

Newark Controls Co., Bloomfield, N. J. 

Preferred Utilities Mfg. Corp., New York, 
N. Y. 

Schaub Eng. Co., Fred H., Chicago 23, Ill. 

Techniflex Mfg. Co., Port Jervis, N. Y. 

Triplex Heating Specialty Co., Inc., Peru, 
Ind. 

Warren, Webster & Co., Camden, N. J. 

Warrick Co., Charles F., Berkley, Mich. 

Watts Regulator Co., Lawrence, Mass. 

Winston Co. of Mass., Boston, Mass. 

Wright-Austin Co., Detroit 7, Mich. 


Oilburner Primary 


Combustion Control Div., Cambridge, Mass. 

Crise Controls Div., Columbus 16, Ohio 

Detroit Controls Corp., Detroit 8, Mich. 

General Controls Co., Glendale 1, Calif. 

General Electric Co., Morrison, Ill. 

General Electric Co., Schenectady, N. Y. 

Hammel Oil Burning Eqpt. Co., Providence, 
2 F 

= Fireman Electronics Div., Portland, 
re. 

Iron Fireman Mfg. Co., Cleveland, Ohio 

Mechanical Prods. Co., Seattle 4, Wash. 

Mercoid Corp., The, Chicago 41, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Penn Controls, Inc., Goshen, Ind. 

a Utilities Mfg. Corp., New York, 


Ray Oil Burner Co., San Francisco 12, Calif. 
— Time Control, Inc., Spring Valley, 


Soreng Div., Schiller Park, Ill. 
Wheelco Div., Rockford, Ill. (Panel) 
White-Rodgers Electric Co., St. Louis 6, Mo. 


Panel Heating 

Automatic Devices Co., Inc., Western 

Springs, Ill. 
Cutler-Hammer, Inc., Milwaukee, Wisc. 
Detroit Controls Corp., Detroit 8, Mich. 
Mercoid Corp., The, Chicago, Ill. 
Milwaukee Valve Corp., Milwaukee, Wisc. 
Penn Controls, Inc., Goshen, Ind. 
Soreng Div., Schiller Park, Ill. 
Taco Heaters, Inc., Cranston, R. I. 
White-Rodgers Electric Co., St. Louis, Mo. 


Pneumatic Valve 


Automatic Switch Co., Orange, N. J. 


ee e Valves, Los Angeles, Calif. 
per Co., Clark, Palmyra, N. J. 


General Controls Co., Glendale 1, Calif. 
— Oil Burning Eqpt. Co., Providence, 


Minneapolis-Honeywell Regulator Co., Min- 
heapolis 8, Minn. 


Ameri 
5 can Mfg. Co., The, Cleveland 


mower Controls Co., Bloomfield, N. J. 
y Oil Burner Co., San Francisco 12, Calif. 


Pressure Gauge 


Combustion Control Div., Cambridge 42, 
Mass. 


General Controls Co., Glendale, Calif. 


Marsh Corp., Jas. P., Skokie, Ill. 
Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 


Newark Controls Co., Bloomfield, N. J. 
Preferred Utilities Mfg. Corp., New York, 


Ray Oil Burner Co., San Francisco 12, Calif. 
Rochester Mfg. Co., Inc., Rochester 10, N. Y. 


Wright-Austin Co., Detroit 7, Ill. 


Relays, Plain 


Automatic Switch Co., Orange, N. J. 

Barber-Colman Co., Rockford, IIl. 

Burke Eng. Co., Los Angeles 7, Calif. 

Cutler-Hammer, Inc., Milwaukee 1, Wisc. 

Detroit Controls Corp., Detroit 8, Mich. 

General Controls Co., Glendale 1, Calif. 

General Electric Co., Schenectady, N. Y. 

Iron Fireman Electronics Div., Portland, 
Ore. 

Iron Fireman Mfg. Co., Cleveland, Ohio 

Mercoid Corp., The, Chicago 41, IIl. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Penn Controls, Inc., Goshen, Ind. 

Preferred Utilities Mfg. Corp., New York, 
i, ae 

Ray Oil Burner Co., San Francisco 12, Calif. 

Soreng Div., Schiller Park, III. 

Spencer Thermostat Div., Attleboro, Mass, 

Square D Co., Milwaukee 12, Wisc. 

Thrush & Co., H. A., Peru, Ind. 

Warrick Co., Charles F., Berkley, Mich. 

Westinghouse Electric Corp., Pittsburgh, 
Pa. 

White-Rodgers Electric Co., St. Louis, Mo. 

Weigand Co., E. L., Pittsburgh 8, Pa. 


Room Temperature 


A-P Controls Div., Milwaukee, Wisc. 
ACRO Mfg. Co., Columbus, Ohio 
Automatic Devices Co., Ine., Western 
Springs, Ill. 
Barber-Colman Co., Rockford, IIl. 
Cam-Stat Div., Los Angeles 64, Calif. 
Combustion Control Div., Cambridge, Mass. 
Crise Controls Div., Columbus 16, Ohio 
Cutler-Hammer, Inc., Milwaukee, Wisc. 
Detroit Controls Corp., Detroit 8, Mich. 
Dole Valve Co., Chicago 10, Ill. 
Dunham Co., C. A., Chicago 6, Ill. 
Fitzgibbons Boiler Co., Inc., New York 17, 
N. Y 


Fulton Sylphon Div., Knoxville, Tenn. 

General Controls Co., Glendale 1, Calif. 

General Electric Co., Morrison, Ill. 

Heat-Timer Corp., New York, N. Y. 

Iron Fireman Electronics Div., Portland, 
Ore. 

Iron Fireman Mfg. Co., Cleveland, Ohio 

McCorkle Co., D. H., Berkeley, Calif. 

McClarty Systems, Battle Creek, Mich. 

Makomb Steel Prods. Co. Div., Macomb, Ill. 

Mercoid Corp., The, Chicago 41, Ill. 

Miller Co., The, Meriden, Conn. 

Miller-Harris Inst. Co., Milwaukee, Wisc. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Penn Controls, Inc., Goshen, Ind. 

Preferred Utilities Mfg. Corp., New York, 
N. Y. 

Round Oak Co., Inc. of Indiana, Dowagiac, 
Mich. 

Sampsel Time Control, Inc., Spring Valley, 
Ind. 

Sarco Co., Inc., New York 1, N. Y. 

Seifert Mfg. Co., Highland Park, Mich. 

Soreng Div., Schiller Park, Il. 

Spencer Thermostat Div., Attleboro, Mass. 

Sterling, Inc., Milwaukee 12, Wisc. 

Thrush & Co., H. A., Peru, Ind. 

U. S. Rad. Corp., Detroit 26, Mich. 

Westinghouse Electric Corp., Industrial 
Heating Div., Meadville, Pa. 

White-Rodgers Electric Co., St. Louis 6, Mo. 

Weigand Co., E. L. Pittsburgh 8, Pa. 


Safety, Combustion 


Bailey Meter Co., Cleveland 10, Ohio 
Barber-Colman Co., Rockford, Ill. 


BUYER'S GUIDE & INDUSTRY DIRECTORY 


. + Controls 


Bearlee Prods. Co., Green Bay, Wisc. 
Breese Burners, Inc., Santa Fe, N. M. 
Combustion Control Div., Cambridge, Mass. 
Defender Instrument & Regulator Co., St. 
Louis, Mo. 
Drying Systems, Inc., Chicago 40, Ill. 
Eclipse Fuel Eng. Co., Rockford, Ill. 
General Controls Co., Glendale 1, Calif. 
General Electric Co., Schenectady, N: Y. 
Hays Corp., The, Michigan City 7, Ind. 
Leahy Mfg. Co., Los Angeles 21, Calif. 
Mercoid Corp., The, Chicago 41, Ill. 
Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 
North American Mfg. Co., The, Cleveland 
5, Ohio 
Penn Controls, Inc., Goshen, Ind. 
Preferred Utilities Mfg. Corp., New York, 
Ni ®, 
Ray Oil Burner Co., San Francisco 12, Calif. 
Stout & Sons, David, St. Louis, Mo. 
White-Rodgers Electric Co., St. Louis 6, Mo. 


Systems, Individual Room Temperature 


ACRO Mfg. Co., Columbus, Ohio 

Barber-Colman Co., Rockford, Ill. 

Crise Controls Div., Columbus 16, Ohio 

Detroit Controls Corp., Detroit 8, Mich. 

Dunham Co., C. A., Chicago, Ill. 

Fulton Sylphon Div., Knoxville, Tenn. 

General Controls Co., Glendale 1, Calif. 

General Electric Co., Morrison, Ill. 

General Electric Co., Schenectady, N. Y. 

Heat Timer Corp., New York 12, N. Y. 

Hoffman Specialty Mfg. Corp., Indianapolis 
7, Ind. 

Iron Fireman Mfg. Co., Cleveland 11, Ohio 

Mercoid Corp., The, Chicago 41, IIl. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Penn Controls, Inc., Goshen, Ind. 

Seifert Mfg. Co., Highland Park, Mich. 

White-Rodgers Electric Co., St. Louis, Mo. 


Systems, Large Building Heating 


Automatic Devices Co., Inc., Western 
Springs, Ill. 

Bailey Meter Co., Cleveland 10, Ohio 

Barber-Colman Co., Rockford, Ill. 

Barnes & Jones, Boston 30, Mass. 

Cutler-Hammer, Inc., Milwaukee, Wisc. 

Dunham Co., C. A., Chicago 6, III. 

General Controls Co., Glendale, Calif. 

Hays Corp., The, Michigan City 7, Ind. 

Heat Timer Corp., New York 12, N. Y. 

Hoffman Specialty Mfg. Corp., Indianapolis 
7, Ind. 

Johnson Service Co., Milwaukee, Wisc. 

Mercoid Corp., The, Chicago, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Seifert Mfg. Co., Highland Park, Mich. 

Warren Webster & Co., Camden 5, N. J. 


Systems, Power Plant Boiler 


Ace Instrument Co., Inc., Brooklyn 2, N. Y. 
Automatic Devices Co., Inc., Western 
Springs, Ill. 
Bailey Meter Co., Cleveland 10, Ohio 
General Controls Co., Glendale 1, Calif. 
General Power Plant Corp., Ossining, N. Y. 
Hammel Oil Burning Eqpt. Co., Providence, 
) ae 8 
Hays Corp., The, Michigan City 7, Ind. 
Heat Timer Corp., New York 12, N. Y. 
Leahy Mfg. Co., Los Angeles 21, Calif. 
Lientz & Co., B. P., Kansas City 42, Mo. 
Mercoid Corp., The, Chicago, Ill. 
Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 
Perfex Corp., The, Milwaukee, Wisc. 
Preferred Utilities Mfg. Corp., New York, 
N. Y. 


Temperature Modulating 


A-P Controls Div., Milwaukee, Wisc. 

Automatic Devices Co., Ine., Western 
Springs, Ill. 

Barber-Colman Co., Rockford, Ill. 


Defender Instrument & Regulator Co., St. 
Louis, Mo. 

Detroit Controls Corp., Detroit 8, Mich. 

Dunham Co., C. A., Chicago, Ill. 

Fulton Sylphon Div., Knoxville, Tenn. 

General Controls Co., Glendale 1, Calif. 

Heat Timer Corp., New York 12, N. Y. 
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...~- Controls 


Iron Fireman Mfg. Co., Cleveland 11, Ohio 

Mercoid Corp., The, Chicago, III. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

National Modulating Co., St. Paul 9, Minn. 

Preferred Utilities Mfg. Corp., New York, 
NX. 

Sarco Co., Inec., New York 1, N. Y. 

Seifert Mfg. Co., Highland Park, Mich. 

Smith Corp., A. O., Milwaukee, Wisc. 

Sterling, Inc., Milwaukee 12, Wisc. 

Vapor Heating Corp., Chicago, Ill. 

Westinghouse Industrial Heating Dept., 
Meadville, Pa. 

White-Rodgers Electric Co., St. Louis, Mo. 


Thermometers, Airconditioning Systems 


Bacharach Industrial Inst. Co., Pittsburgh 
8, Pa. 

Barber-Colman Co., Rockford, Ill. 

Defender Instrument & Regulator Co., St. 
Louis, Mo. 

General Controls Co., Glendale 1, Calif. 

Marsh Corp., Jas. P., Skokie, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Pacific Transducer O H Corp., Los Angeles 
64, Calif. 

Rochester Mfg. Co., Inc., Rochester 10, N. Y. 

Sarco Co.. Inc., New York 1, N. Y. 

Soreng Div., Schiller Park, III. 

Weston Electrical Instrument 
Newark 5, N. J. 


Corp., 


Thermometers, Heating Boilers 


Bailey Meter Co., Cleveland 10, Ohio 

Defender Instrument & Regulator Co., St. 
Louis, Mo. 

General Controls Co., Glendale, Calif. 

Marsh Corp., Jas. P., Skokie, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis, Minn. 

New York Air Valve Corp., Brooklyn, N. Y. 

Pacific Transducer O H Corp., Los Angeles 
64, Calif. 

Preferred Utilities Mfg. Corp., New York, 
N; Y. 

Rochester Mfg. Co., Inc., Rochester 10, N. Y. 

Weston Electric Instrument Corp., Newark 
5, N. J. 


Thermometers, Hot Water Storage Tanks 


Barber-Colman Co., Rockford, Ill. 

Defender Instrument & Regulator Co., St. 
Louis, Mo. 

General Controls Co., Glendale 1, Calif. 

Marsh Corp., Jas. P., Skokie, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis, Minn. 

New York Air Valve Corp., Brooklyn, N. Y. 

O’Brien Steam Specialty Co., Inc., Syracuse 
<a ee a 

Pacific Transducer O H Corp., Los Angeles 
64, Calif. , 

Preferred Utilities Mfg. Corp., New York 
N.Y 


Perfex Corp., Milwaukee, Wisc. 

Rochester Mfg. Co., Inc., Rochester 10, N. Y. 

Sarco Co., Inc., New York 1, N. Y. 

Weston’ Electrical Instrument 
Newark 5, N. J. 


Corp., 


Thermometers, Warm Air Furnaces 


A-P Controls Div., Milwaukee, Wisc. 

Bacharach Industrial Instr. Co., Pittsburgh 
8, Pa. 

Bailey Meter Co., Cleveland 10, Ohio 

Defender Instrument & Regulator Co., St. 
Louis, Mo. 

General Controls Co., Glendale 1, Calif. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis, Minn. 

Pacific Transducer O. H. Corp., Los Angeles 
64, Calif. 

Rochester Mfg. Co., Inc., Rochester 10, N. Y. 

Weston’ Electrical Instrument Corp., 
Newark 5, N. J. 


Thermostatic Lock Boxes 
General Controls Co., Glendale, Calif. 


Harvey, Inc., Sid, Valley Stream, N. Y. 
Thermolok Mfg. Co., Brooklyn2.5, N. Y. 
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Thermostats, Locking Devices 


Detroit Controls Corp., Detroit, Mich. 

General Controls Co., Glendale, Calif. 

General Electric Co., Morrison, Ill. 

Iron Fireman Mfg. Co., Portland, Ore. 

Mercoid Corp., The, Chicago, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis, Minn. 

White-Rodgers Electric Co., St. Louis, Mo. 


Time Switches 


Automatic Controls Corp., Ann Arbor, Mich. 

Automatic Devices Co., Inc., Western 
Springs, Ill. 

Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 

Cutler-Hammer, Inc., Milwaukee, Wisc. 

Dayton Elec. Mfg. Co., Chicago, IIl. 

Detroit Controls Corp., Detroit, Mich. 

General Controls Co., Glendale, Calif. 

General Electric Co., Morrison, Ill. 

General Electric Co., Schenectady, N. Y. 

Heat-Timer Corp., New York, N. Y. 

International Register Co., Chicago, Ill. 

Iron Fireman Electronics Div., Portland, 
Ore. 

Iron Fireman Mfg. Co., Cleveland, Ohio 

Miller-Harris Inst. Co., Milwaukee, Wisc. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis, Minn. 

Paragon Electric Co., Two Rivers, Wisc. 

Preferred Utilities Mfg. Corp., New York, 
N. Y. 

Reliance Automatic Lighting Co., Racine, 
Wisc. 

Seifert Mfg. Co., Highland Park, Mich. 

Soreng Div., Schiller Park, Ill. 

Tork Clock Co., Inec., Mt. Vernon, N. Y. 

White-Rodgers Electric Co., St. Louis 6, Mo. 


Variable Speed, Fan 


Breese Burners, Inc., Santa Fe, N. M. 
Cutler-Hammer, Inc., Milwaukee, Wisc. 
General Controls Co., Glendale, Calif. 
National Modulation Co., St. Paul, Minn. 
Perfex Corp., Milwaukee, Wisc. 

Soreng Div., Schiller Park, IIl. 

Volu-Trol Co., St. Paul 9, Minn. 
White-Rodgers Electric Co., St. Louis 6, Mo. 


Water Flow Switch 
Pate Co., The, Darby, Penna. 


Water Level & Feeder 


Askania Regulator Co., Chicago 11, IIl. 

Bailey Meter Co., Cleveland 10, Ohio 

Bell & Gossett Co., Morton Grove, Ill. 

Black, Sivalls & Bryson, Inc., ,.Kansas City, 
Mo. 

Cutler-Hammer, Inc., Milwaukee 1, Wisc. 

Defender Instrument & Regulator Co., St. 
Louis, Mo. 

Eclipse Fuel Eng. Co., Rockford, Ill. 

General Controls Co., Glendale 1, Calif. 

Hays Corp., The, Michigan City 7, Ind. 

Heat-Timer Corp., New York, N. Y. 

Johnson Corp., The, Three Rivers, Mich. 

Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y. 

Kisco Boiler & Engineering Co., St. Louis, 
Mo. 

McDonnell & Miller, Inc., Chicago 18, Ill. 

Magnetrol, Inc., Chicago 23, Ill. 

Maid-O-Mist, Inc., Chicago 41, Il. 

Mercoid Corp., The, Chicago 41, IIl. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Newark Controls Co., Bloomfield, N. J. 

Preferred Utilities Mfg. Corp., New York, 
N. Y. 

Sarco Co., Inc., New York 1, N. Y. 

Schaub, Fred H., Engineering Co., Inc., 
Chicago 23, Ill. 

Soreng Div., Schiller Park, Il. 

Square D Co., Milwaukee 12, Wisc. 

Thrush & Co., H. A., Peru, Ind. 

Warrick Co., Charles L., Berkley, Mich. 

Watts Regulator Co., Lawrence, Mass. 

Wright-Austin Co., Detroit 7, Mich. 


Weather Compensated 
Automatic Devices Co., Inc., Western 
Springs, Ill. 
Barber-Colman Co., Rockford, Ill. 





...« Couplings 


Bell & Gossett Co., Morton Grove 
Damp-Vent Co., Bettendorf, Iowa 
Detroit Controls Corp., Detroit 8, Mich 
Dunham Co., C. A., Chicago, Ill. 
General Controls Co., Glendale, Calif. 
Heat Timer Corp., New York 12, N. y. 
Hoffman Specialty Mfg. Corp., Indianapo}j 
7, Ind. 
Minneapolis-Honeywell Regulator Co., Min. 
neapolis 8, Minn. 
Sarco Co., Inc., New York 1, N. Y¥ 
Seifert Mfg. Co., Highland Park, Mich. 
White-Rodgers Electric Co., St. Louis 6, Mo, 


§ 


Couplings 
Flexible, Shaft 


Burn-Rite Products Co., Yonkers 2, N. y, 

Climax Flexible Coupling Co., Clevelang 
10, Ohio 

Damp-Vent Co., Bettendorf, Iowa 

De Laval Steam Turbine Co., Trenton 2 
N. J. 

Flexible Couplings Mfg. Co., Chicago 19, Jj]. 

General Machine Co., Inc., Emmaus, Pa. 

Guardian Prods. Corp., Michigan City, Ind. 

Harvey, Inc., Sid, Valley Stream, N., Y. 

Hydrovalve Co., Brooklyn 3, N. Y. 

Kraissl Co., The, Hackensack, N. J. 

Lord Mfg. Co., Erie, Pa. 

Lovejoy Flexible Coupling Co., Chicago 44, 
Tl. 

Preferred Utilities Mfg. Corp., New York, 
Ni S: 

Simplex Oil Heating Corp., Philadelphia, 
Pa. 

Standard Automatic Burner Div., Newark, 


‘Stow Mfg. Co., Binghamton, N. Y 


Thrush & Co., Peru, Ind. 
Voleano Burner Corp., New York 61, N., Y. 


Pipe 


Barco Mfg. Co., Barrington, IIl. 
Beanlee Prods. Co., Green Bay, Wisc. 
Capitol Mfg. & Supply Co., Columbus, Ohio 
Crane Co., Chicago 5, Ill. 
Ever-Tite Coupling Co., New York 19, N. Y. 
General Automatic Prod. Corp., Baltimore, 
Md. 
Grinnell Co., Ine., Providence 1, R. I. 
Guardian Prod. Corp., Michigan City, Ind. 
Imperial Brass Mfg. Co., The, Chicago, Ill. 
Johns-Manville Corp., New York 16, N. Y. 
Leggitt Co., S. H., Marshall, Mich. 
McDonald Mfg. Co., A. Y., Dubuque, Iowa 
Madden Brass Prod. Co., Chicago, Iil. 
OPW Corp., Cincinnati, Ohio 
Reliance Tubular Prod. Co., Cleveland, Ohio 
Spann Brass Mfg. Co., Inc., Otsego, Mich. 
Weatherhead Co., The, Cleveland 8, Ohio 
Wheaton Brass Works, Union, N. J 


Ducts 
Aluminum 


Acme Mfg. Co., Philadelphia 36, Pa. 
Berger Furnace Mfg. Co., Belle Vernon, Pa, 
Char-Gale Mfg. Co., Anoka, Minn. 
Conn. State Furnace Co., Inc., Bridgeport, 
Conn. j 
Corbman Bros., Inc., Philadelphia, Pa. 
Damp-Vent Co., Bettendorf, Iowa 
Duc-Pac, Inc., East Longmeadow, Mass. 
Norwalk Airconditioning Corp., The, % 
Norwalk, Conn. 
Ohio Valley Hardware & Roofing ©. 
Evansville 2, Ind. 
Specialty Sheet Metal Mfg. Co., Chicago, Il. 
Swett Bros., Springfield, Mass. 
U. S. Register Co., Battle Creek, Mich. 
Viking Mfg. Corp., Cleveland, Ohio 
Williamson Co., The, Cincinnati, Ohio 


Asbestos 


Carey Mfg. Co., Philip, Cincinnati 15, Ohio 


Corbman Bros. Co., Inc., Philadelphia 2 
Pa. 


Grant Wilson, Inc., Chicago, Il. “4 
Gustin-Bacon Mfg. Co., Kansas City 6, = 
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ee Ducts 
Johns-Man ville Corp., New York 16, N. Y. 
gall Mountain Co., Hamilton, Ohio 

Sweet Bros., Springfield, Mass. 


Coated Fabric 


Corbman Bros., Inc., Philadelphia, Pa. 

Flexible Tubing Corp., Guilford, Conn. 

Grand Island Furnace & Supply Co., Grand 
Island, Nebr. 


Dampers 


Acme Mfg. Co., Philadelpheia 36, Pa. 

Adelta Mfg. Co., Inc., Philadelphia 46, Pa. 
Air Controls Prods., Inc., Coopersville, 

ich. 

Aire Flo Furnace Pipe Co., Brighton, Mich. 
Ajax Furnace Fitting Co., Cincinnati 2, Ohio 
Armstrong Furnace Co., Columbus 12, Ohio 
Barber-Colman Co., Rockford, Ill. 

Berger Furnace Mfg. Co., Pittsburgh 6, Pa. 
Chandler Co., Cedar Rapids, Iowa. 

Char-Gale Mfg. Co., Anoka, Minn. 

Clayton & Lamber Mfg. Co., Louisville 10, 


Ky. 

Chan: State Furnace Co., Inc., Bridgeport, 
Conn. 

Corbman Bros. Co., Inc., Philadelphia 32, 
Pa. 

Crane Co., Chicago, Ill. 

Due-Pac, Inc., East Longmeadow, Mass. 

Duo-Dyne Corp., New Hyde Park, N. Y. 

Excelsior Steel Furnace Co., The, Chicago 
6, Ill. 

Grand Island Furnace & Supply Co., Grand 
Island, Nebr. 

Hart & Cooley Mfg. Co., Holland, Mich. 

Heat Controller, Inc., Manitou Beach, Mich. 

Keeler Co., E., Williamsport, Pa. 

Keith Furnace Co., Des Moines, Iowa 

Lennox Furnace Co., Marshalltown, Iowa 

Majestic Co., Inc., The, Huntington, Ind. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Mueller Furnace Co., L. J., Milwaukee 15, 
Wisc. 

Norwalk Airconditioning Corp., So. Nor- 
walk, Conn. 

Peerless Furnace & Fdry., Inc., Indianap- 
olis, Ind. 

Round Oak Co., Inc., Dowagiac, Mich. 

Snappy, Inc., Detroit Lakes, Minn. 

Swett Bros., Inc., Springfield, Mass. 

Williamson Co., The, Cincinnati, Ohio 


Fiber 


Anchor Div., New Albany, Ind. 

Armstrong Furnace Co., Columbus 12, Ohio 

Berger Furnace Mfg. Co., Pittsburgh 6, Pa. 

Chandler Co., Cedar Rapids, Iowa 

Char-Gale Mfg. Co., Anoka, Minn. 

Se aa & Lambert Mfg. Co., Louisville 10, 

y. 

Conn, State Furnace Co., Inc., Bridgeport, 
Conn, 

Connelley Co., St. Louis 3, Mo. 

Corbman Bros., Inc., Philadelphia, Pa. 

—— Steel Furnace Co., The, Chicago 


oe Furnace Co., The, Wilmington, 
0 
Grand Island Furnace & Supply Co., Grand 
Island, Nebr. 
Gray Metal Prod., Inc., Rochester 3, N. Y. 
Green Colonial Furnace Co., Des Moines, 
lowa 
Home Furnace Co., Holland, Mich. 
International Heater Co., Utica, N. Y. 
Jettronaire, Inc., Springdale, Pa. 
Johns-Manville Corp., New York 16, N. Y. 
Keith Furnace Co., Des Moines, Iowa 
Lennox Furnace Co., Marshalltown, Iowa 
Majestic Co., Inc., The, Huntington, Ind. 
— Furnace Co., L. J., Milwaukee 15, 


Ohio Valley Hardware & Roofing Co., Evans- 
ville 2, Ind. 


Peerless Furnace & Fdry., Inc., Indianap- 
olis, Ind. 

Schecter Bros, Co., Philadelphia 22, Pa. 

Steel’? Prods. Co., Hartsville, S. C. 

Swet City Furnace Corp., Springdale, Pa. 

v - Bros., Inc., Springfield, Mass. 

Witten ester Co., Battle Creek, Mich. 
one Heater Co., The, Cincinnati 9, 


York-Shipley, Inc., York, Pa. 


Fittings 


Acme Mfg., Philadelphia, Pa. 

Adelta Mfg. Co., Inc., Philadelphia 46, Pa. 

Aire-Flo Furnace Pipe Co., Brighton, Mich. 

Ajax Furn. Fitting Co., Cincinnati 2, Ohio 

American Mfg. Co., Ine., Hartford, Conn. 

Berger Furnace Mfg. Co., Belle Vernon, Pa. 

Chandler Co., Cedar Rapids, Iowa 

Char-Gale Mfg. Co., Anoka, Minn. 

Clayton & Lambert Mfg., Lamneck Div., 
Middletown, Ohio 

Coleman Co., Inc., The, Wichita, Kan. 

Conn. State Furnace Co., Bridgeport, Conn. 

Corbman Bros. Co., Inc., Philadelphia, Pa. 

Crane Co., Chicago 5, Ill. 

Duc-Pac, Inc., East Longmeadow, Mass. 

Excelsior Steel Furnace Co., The, Chicago, 
Til. 

Farquhar Furnace Co., The, Wilmington, 
Ohio 

Fox, Inc., Chris, Trenton 10, N. J. 

Gary Steel Products Corp., Gary, Ind. 

Green Colonial Furnace Co., Des Moines, 
Towa 

Heat Controller, Inc., Manitou Beach, Mich. 

Inland Steel Prods. Co., Milwaukee 1. Wisc. 

International Heater Co., Utica, N. Y. 

Jettronaire. Inc., Pittsburgh 10, Pa. 

Johns-Manville Corp., New York 16, N. Y. 

Keith Furnace Co., Des Moines, Iowa 

Leggitt Co., S. H., Marshall, Mich. 

Lennox Industries, Inc., Marshalltown, 
Iowa 

Madden Brass Prods. Co., Aurora, III. 

Mueller Climatrol. Milwaukee 15. Wisc. 

Olson Mfg. Co., The, C. A., Elyria, Ohio 

Peerless Furnace & Fdry., Inc., Indianap- 
olis, Ind. 

Ralph Mfg. Co., Wadsworth, Ohio 

Rossoe Mfg. Co., Seattle 9, Wash. 

Round Oak Co. of Ind., Dowagiac, Mich. 

Seovill Mfg. Co., Waterbury, Conn. 

Sonoco Prods. Co., Hartsville, S. C. 

Specialty Sheet Metal Mfg. Co., Chicago 8, 
Til. 

Steel City Furnace Corp.. Springdale, Pa. 

Swett Bros.. Inc.. Springfield, Mass. 

Tri-State Heating, Inc., Detroit Lakes, 
Minn. 

Universal Brass Cornv., Arlington, N. J. 

U. S. Register Co., Battle Creek, Mich. 

Williamson Co., The, Cincinnati, Ohio 


Furnace Pipe, Round 


Acme Mfg. Co., Philadelphia 36, Pa. 

Adelta Mfg. Co., Inc., Philadelphia 46, Pa. 

Aire-Flo Furnace Pipe Co., Brighton, Mich. 

Ajax Furn. Fitting Co., Cincinnati 2, Ohio 

Anchor Div., New Albany, Ind. 

Armstrong Furnace Co.. Columbus 12, Ohio 

Artis Metals Co., Inc.. Boise, Idaho 

Berger Furnace Co.. Belle Vernon, Pa. 

Buckeye Furnace Pipe Co.. Columbus, Ohio 

Chandler Co.. Cedar Rapids, Iowa 

Char-Gale Mfg. Co., Anoka, Minn. 

Clayton & Lambert Mfg. Co., Lamneck 
Div., Middletown, Ohio 

Coleman Co.. Ine., Wichita, Kan. 

Conn. State Furnace Co., Inc., Bridgeport, 
Conn. 

Connelley Co., St. Louis 3, Mo. 

Corbman Bros., Inc.. Philadelphia, Pa. 

Crane Co., Chicago 5, TIl. 

Excelsior Steel Furnace Co., The, Chicago 
6. Til. 

Farquhar Furnace Co., The, Wilmington, 
Ohio 

Gary Steel Prod. Co., Gary, Ind. 

Grand Island Furnace & Supply Co., Grand 
Island, Nebr. 

Gray Metal Prod. Inc., Rochester 3, N. Y. 

Green Colonial Furnace Co., Des Moines, 
Iowa 

Henry Furnace Co., Medina, Ohio 

Home Furnace Co., Holland, Mich. 

Inland Steel Prods. Co., Milwaukee 1. Wisc. 

International Heater Co., Utica, N. Y. 

Jettronaire, Inc., Pittsburgh, Pa. 

Keith Furnace Co., Des Moines, Iowa 

Lennox Industries, Inec., Marshalltown, 
Iowa 

Majestic Co., Inc., The, Huntington. Ind. 

Mueller Climatrol, Milwaukee 15, Wisc. 

Northwest Metal Prods., Inc., Seattle, 
Wash. 

Norwalk Airconditioning Corp., So. Nor- 
walk, Conn. 


BUYER'S GUIDE & INDUSTRY DIRECTORY 


Ohio Valley Hardware & Roofing Co., 
Evansville 2, Ind. 

Olson Mfg. Co., The C. A., Elyria, Ohio 

Peerless Furnace & Fdry., Inc., Indianap- 
olis, Ind. 

Radiation Furnace Corp., Benton Harbor, 
Mich. 

Ralph Mfg. Co., Wadsworth, Ohio 

Reeves Steel & Mfg. Co., Dover, Ohio 

Rossoe Mfg. Co., Seattle, Wash. 

Round Oak Co., Inc., Dowagiac, Mich. 

San Gabriel Boiler Mfg. Co., San Gabriel, 
Calif. 

Snappy, Inc., Detroit Lakes, Minn. 

Specialty Sheet Metal Mfg. Co., Chicago, Ill. 

Steel City Furnace Corp., Springdale, Pa. 

Thermo-Prods., Inc., North Judson, Ind. 

Tri-State Heating, Inc., Detroit Lakes, 
Minn. 

U. S. Register Co., Battle Creek, Mich. 

Vectaire Mfg. Co., Melrose, Mass. 

Williamson Co., The, Cincinnati, Ohio 

York-Shipley, Inc., York, Pa. 


Hangers 


Acme Mfg. Co., Philadelphia, Pa. 

Adelta Mfg. Co., Philadelphia, Pa. 
Aire-Flo Furnace Pipe Co., Brighton, Mich. 
Corbman Bros., Inc., Philadelphia, Pa. 
Crane Co., Chicago 5, IIl. 

Duc-Pac, Inec., East Longmeadow, Mass. 
Excelsior Steel Furnace Co., Chicago 6, III. 
Linden Metal Specialty Co., Anoka, Minn. 
Williamson Co., The, Cincinnati, Ohio 


Prefabricated, Galvanized 


Acme Mfg. Co., Philadelphia 36, Pa. 

Adelta Mfg. Co., Inc., Philadelphia 46, Pa. 

Aire-Flo Furnace Pipe Co., Brighton, Mich. 

Ajax Furn. Fitting Co., Cincinnati 2, Ohio 

Armstrong Furnace Co., Columbus 12, Ohio 

Berger Furnace Mfg. Co., Pittsburgh 6, Pa. 

Bryant Heater Div., Cleveland, Ohio 

Campbell Heating Co., Des Moines 17, Iowa 

Chandler Co., Cedar Rapids, Iowa 

Char-Gale Mfg. Co., Anoka, Minn. 

Clayton & Lambert Mfg. Co., Lamneck Div., 
Middletown, Ohio 

Coleman Co., Inc., Wichita, Kans. 

Columbian Steel Tank Co., Kansas City, Mo. 

Conn. State Furnace Co., Inc., Bridgeport, 
Conn. 

Connelley Co., St. Louis 3, Mo. 

Corbman Bros., Inc., Philadelphia, Pa. 

Crane Co., Chicago 5, IIl. 

Duc-Pac, Inc., East Longmeadow, Mass. 

Erie City Iron Works, Erie, Pa. 

Excelsior Steel Furnace Co., The, Chicago 
6, Ill. 

Farquhar Furnace Co., The, Wilmington, 
Ohio 

Fox, Inc., Chris, Trenton 10, N. J. 

Gary Steel Prod. Co., Gary, Ind. 

General Automatic Prods. Corp., Baltimore, 
Md. 

Grand Island Furnace & Supply Co., Grand 
Island, Nebr. 

Gray Metal Prods., Inc., Rochester 3, N. Y. 

Green Colonial Furnace Co., Des Moines, 
Iowa 

Henry Furnace Co., Medina, Ohio 

Home Furnace Co., Holland, Mich. 

Tllinois Iron & Bolt Co., Carpentersville, Ill. 

Inland Steel Prods. Co., Milwaukee 1, Wis. 

International Heater Co., Utica 2, N. Y. 

Jettronaire, Inc., Pittsburgh, Pa. 

Keith Furnace Co., Des Moines, Iowa 

Lennox Industries, Inc., Marshalltown, 
Iowa 

Majestic Co., Inc., The, Huntington, Ind. 

Mueller Climatrol, Milwaukee 15, Wisc. 

Norwalk Airconditioning Corp., The, So. 
Norwalk, Conn. 

Ohio Valley Hardware & Roofing Co., Evans- 
ville 2, Ind. 

Olsen Mfg. Co., The C. A., Elyria, Ohio 

Peerless Furnace & Fdry., Inc., Indianap- 
olis, Ind. 

Premier Furnace Co., Dowagiac, Mich. 

Ralph Mfg. Co., Wadsworth, Ohio 

Radiation Furnace Corp., Benton Harbor, 
Mich. 

Ralph Mfg. Co., Wadsworth, Ohio 

Rockwell Co., W. S., Fairfield, Conn. 

Rossoe Mfg. Co., Seattle 9, Wash. 

Round Oak Co., Inc., Dowagiac, Mich. 

Schecter Bros. Co., Philadelphia 22, Pa. 

Snappy, Inc., Detroit Lakes, Minn. 
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.... Duets 


Steel City Furnace Corp., Springdale, Pa. 
Swett Bros., Inc., Springfield, Mass. 
Tri-State Heating, Inc., Detroit Lakes, 
Minn. 
U. S. Register Co., Battle Creek, Mich. 
Vectaire Mfg. Co., Melrose, Mass. 
Williamson Co., The, Cincinnati, Ohio 
York-Shipley, Inc., York, Pa. 


Screws 


Corbman Bros. Co., Inc., Philadelphia 32, 
Pa. 

Scovill Mfg. Co., Waterbury, Conn. 

Swett Bros., Inc., Springfield, Mass. 

U. S. Register Co., Battle Creek, Mich. 


Smoke Pipe 


Acme Mfg. Co., Philadelphia 36, Pa. 
Adelta Mfg. Co., Inc., Philadelphia 46, Pa. 
Aire-Flo Furnace Pipe Co., Brighton, Mich. 
Ajax Furnace Fitting Co., Cincinnati, Ohio 
Anchor Div., New Albany, Ind. 

Artis Metals Co., Inc., Boise, Idaho 


Berger Furnace Co., Belle Vernon, Pa. 


Chandler Co., Cedar Rapids, Iowa 

Char-Gale Mfg. Co., Anoka, Minn. 

Clayton & Lambert Mfg. Co., Lamneck Div., 
Middletown, Ohio 

Conn. State Furnace Co., Inc., Bridgeport, 
Conn. 

Connelley Co., St. Louis 3, Mo. 

Corbman Bros., Inc., Philadelphia, Pa. 

Crane Co., Chicago 5, Ill. 

Excelsior Steel Furnace Co., The, Chicago 
6, Ill. 

Farquhar Furnace Co., The, Wilmington, 
Ohio 

Fox, Inc., Chris, Trenton 10, N. J. 


Gary Steel Prod. Co., Gary, Ind. 

Grand Island Furnace & Supply Co., Grand 
Island, Nebr. 

Gray Metal Prod. Inc., Rochester 3, N. Y. 

Green Colonial Furnace Co., Des Moines, 
Iowa 


Henry Furnace Co., Medina, Ohio 
Home Furnace Co., Holland, Mich. 


International Heater Co., Utica, N. Y. 


Jettronaire, Inc., Pittsburgh, Pa. 

Keith Furnace Co., Des Moines, Iowa 

Lennox Furnace Co., Marshalltown, Iowa 

Majestic Co., Inc., The, Huntington, Ind. 

Mueller Climatrol, Milwaukee 15, Wisc. 

Northwest Metal Prods., Inc., Seattle 4, 
Wash. 

Norwalk Airconditioning Corp., The, So. 
Norwalk, Conn. 

Ohio Valley Hardware & Roofing Co., Evans- 
ville, Ind. 

Olson Mfg. Co., The C. A., Elyria, Ohio 

Peerless Furnace & Fdry., Inc., Indianap- 
olis, Ind. 

Reeves Steel & Mfg. Co., Dover, Ohio 

Rossoe Mfg. Co., Seattle 9, Wash. 

Round Oak Co., Inc., Dowagiac, Mich. 

San Gabriel Boiler Mfg. Co., San Gabriel, 
Calif. 

Snappy, Inc., Detroit Lakes, Minn. 

Specialty Sheet Metal Mfg. Co., Chicago, 
Tl. 

Steel City Furnace Corp., Springdale, Pa. 

Swett Bros., Inc., Springfield, Mass. 

Thermo-Prods., Inc., North Judson, Ind. 

U. S. Register Co., Battle Creek, Mich. 

Williamson Co., The, Cincinnati, Ohio 

York-Shipley, Inc., York, Pa. 


Fans and Blowers 


Attic Cooling 


Air Conditioning Eng. Co., Cambridge, 
Mass. 

Air Controls, Inc., Cleveland, Ohio 

American Blower Corp., Detroit, Mich. 

American Coolair Corp., Jacksonville, Fla. 

Buffalo Forge Co., Buffalo, N. Y. 

Carey Mfg. Co., The Philip, Cincinnati, 
Ohio 

Dayton Elec. Mfg. Co., Chicago, Ill. 

Emerson Electric Mfg. Co., The, St. Louis 
21, Mo. 

Felter Co., John, Houston, Texas 

General Blower Co., Morton Grove, III. 

Grainger, Inc., W. W., Chicago 12, Ill. 
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‘.... Pans, Blowers 





Green Colonial Furnace Co., Des Moines, 
Iowa 

Lau Blower Co., The, Dayton 7, Ohio 

Lennox Furnace Co., The, Marshalltown, 
Iowa 

Lonergan Mfg. Div., Albion, Ohio 

Martin Fan & Blower Co., Inc., Chicago 50, 
Ill. 

Peerless Electric Co., The, Warren, Ohio 

Round Oak Co., Inc., Dowagiac, Mich. 

Torrington Mfg. Co., The, Torrington, 
Conn. 

Viking Air Conditioning Div., Cleveland 2, 
Ohio 

Westinghouse Electric Corp., Pittsburgh, 
Pa. 

Zink Co., John, Tulsa, Okla. 


Draft Booster 


Air Conditioning Eng. Co., Cambridge, 
Mass. 
Bayley Blower Co., Milwaukee, Wisc. 
Breese Burners, Inc., Santa Fe, N. M. 
Brumme Mfg. Co., Bloomington, Ill. 
Coleman Co., Inc., The, Wichita, Kans. 
Dayton Elec. Mfg. Co., Chicago, Ill. 
Firewell Co., Inc., Buffalo, N. Y. 
General Blower Co., Morton Grove, III. 
Martin Fan & Blower Co., Chicago, Ill. 
National Fuel Conservation Co., Inc., White 
Plains, N. Y. 
Norse Boiler Co., New Market, N. J. 
Redmond Co., Inc., Owosso, Mich. 
Tjernlund Mfg. Co., St. Paul, Minn. 
Walker Mfg. & Sales Corp., St. Joseph, Mo. 
Wing Mfg. Co., L. J., Linden, N. J. 


Duct 


Acme Mfg. Co., Philadelphia, Pa. 

Brumme Mfg. Co., Bloomington, Ill. 

Brundage Co., The, Kalamazoo, Mich. 

Buffalo Forge Co., Buffalo, N. Y. 

Conn-State Furnace Co., Bridgeport, Conn. 

Corbman Bros. Co., Inc., Philadelphia 32, 
Pa. 

Dayton Elec. Mfg. Co., Chicago, Ill. 

Excelsior Steel Furnace Co., The, Chicago, 
Til. 

General Blower Co., Morton Grove, Ill. 

Grainger, Inc., W. W., Chicago, Ill. 

Grand Island Furnace & Supply Co., Grand 
Island, Nebr. 

Gross Aire Mfg. Co., Inc., St. Louis 14, Mo. 

McLarty Systems, Battle Creek, Mich. 

Martin Fan & Blower Co., Inc., Chicago 
50, Ill. 

New Aire Blower Co., Inc., Royal Oak, 
Mich. 

Norwalk Air Conditioning Corp., The, So. 
Norwalk, Conn. 

Radex Corp., Chicago 14, IIl. 

Torrington Mfg. Co., The, Torrington, 
Conn. 

Trane Co., The, La Crosse, Wisc. 

Viking Air Conditioning Div., Cleveland 2, 
Ohio 

Wing Mfg. Co., L. J., Linden, N. J. 


Induced Draft 


American Blower Corp., Detroit, Mich. 

American Fdry. & Furnace Co., Blooming- 
ton, Il. 

Barry Blower Co., Minneapolis, Minn. 

Bayley Blower Co., Milwaukee, Wisc. 

Brumme Mfg. Co., Bloomington, Ill. 

Buffalo Forge Co., Buffalo, N. Y. 


Clarage Fan Co., Kalamazoo, Mich. 

Coleman Co., Inc., The, Wichita, Kans. 

Conn-State Furnace Co., Bridgeport, Conn. 

Dayton Elec. Mfg. Co., Chicago, Ill. 

Eclipse Fuel Eng. Co., Rockford, Ill. 

General Blower Co., Morton Grove, Ill. 

Grainger, Inc., W. W., Chicago 12, Ill. 

Jan Air, Inc., Richmond, Ill. 

Kisco Boiler & Eng. Co., St. Louis 4, Mo. 

Lancaster Heat Transfer Co., Inc., Brook- 
lyn, N. Y. 

Majestic Co., Inc., The, Huntington, Ind. 

Martin Fan & Blower Co., Inc., Chicago 50, 
Til. 

Mueller Furnace Co., L. J., Milwaukee 15, 
Wisc. 

National Fuel Conservation Co., Inc., White 
Plains, N. Y. 

National Heater Co., Inc., St. Paul 4, Minn. 

North American Mfg. Co., The, Cleveland 
5, Ohio 





Preferred Utilities Mfg. Corp., New Yor, 
N. Y : 


Quickdraft Co., Canton 3, Ohio 
wae Automatic Burner Corp., Newark 4 
aa : 

Redmond Co., Inc., Owosso, Mich. 

Sturtevant Div., Boston 36, Mass. 

Therm Gas Generator Co., Inc., Seattle 
Wash. } 

Tjernlund Mfg. Co., St. Paul 14, Minn. 

Torrington Mfg. Co., Torrington, Conn. 

Universal Electric Co., Owosso, Mich, 

Viking Mfg. Corp., Cleveland, Ohio 

Whitty Co., Inc., Boston, Mass. 

Wing Mfg. Co., L. J., Linden, N. J. 


Oil Burner Air Impellers 


Barry Blower Co., Minneapolis, Minn. 
Cary Mfg. Co., Waupaca, Wisc. 
Clarage Fan Co., Kalamazoo, Mich. 
Clayton Mfg. Co., El Monte, Calif. 
Dayton Elec. Mfg. Co., Chicago, Ill. 
Eclipse Fuel Eng. Co., Rockford, Ill. 
General Blower Co., Morton Grove, III, 
Jan-Air, Ine., Richmond, III. 

Lau Blower Co., The, Dayton 7, Ohio 
Master Appliance Mfg. Co., Racine, Wise, 
Mechanical Prods. Co., Seattle 4, Wash. 
Peerless Electric Co., The, Warren, Ohio 
Redmond Co., Ine., Owosso, Mich. 
Revcor, Carpentersville, Ill. 
Torrington Mfg. Co., Torrington, Conn. 


Warm Air Heating 


Air Conditioning Eng. Co., Cambridge, 
Mass. 

Air Controls, Inc., Cleveland, Ohio 

Air Washer Corp., Eaton Rapids, Mich. 

_American Blower Corp., Detroit, Mich. 

American Fdry. & Furnace Co., Blooming- 
ton, Ill. 

American Ideal-Aire Corp., Garden City, 
oe RA. ee 

American Rad. & Std. Sanitary Corp., Pitts- 
burgh 30, Pa. 

Auburn Burner Co., Auburn, Ind. 


Bard Mfg. Co., Bryan, Ohio 

Barry Blower Co., Minneapolis, Minn. 

Bayley Blower Co., Milwaukee 14, Wisc. 

Berger Furnace Co., Pittsburgh 6, Pa. 

Bishop & Babcock Mfg. Co., Cleveland 14, 
Ohio 

Brundage Co., Kalamazoo, Mich. 

Buffalo Forge Co., Buffalo, N. Y. 

Bush Mfg. Co., West Hartford, Conn. 


Campbell Heating Co., Des Moines 17, Iowa 

Cary Mfg. Co., Waupaca, Wisc. 

Clarage Fan Co., Kalamazoo, Mich. 

Coleman Co., Inc., The, Wichita, Kans. 

Conn. State Furnace Co., Inc., Bridgeport, 
Conn. 

Connelley Co., St. Louis 3, Mo. 

Corbman Bros. Co., Inc., Philadelphia 22, 
Pa. 

Corlett-Turner, Chicago 24, Ill. 

Dayton Elec. Mfg. Co., Chicago, Il. 

Delta Heating Corp., Trenton 8, N. J. 

Dunham Co., C. A., Chicago, Ill. 

Ex Cel Co., Dowagiac, Mich. 

Firewell Co., Inc., Buffalo 25, N. Y. 

Forest City Foundries Co., Cleveland 13, 
Ohio 

Front Rank Mfg. Co., St. Louis 4, Mo. 

Furblo Co., Hermansville, Mich. 

General Blower Co., Morton Grove, Ill. 

General Heating Prods. Co., Philadelphia, 
Pa. 

Grainger, Inc., W. W., Chicago 12, Ill. 

Green Colonial Furnace Co., Des Moines, 
Iowa 

International Oil Burner Co., St. Louls 10, 


Mo. 
Lau Blower Co., The, Dayton 7, Ohio 
Lennox Industries, Inc., Marshalltow?. 

Iowa 
Majestic Co., Inc., The, Huntington, Ind. 
Martin Fan & Blower Co., Inc., 

50, Ill. 
Mayne Prod. Co., Dayton 2, Ohio 
McClarty Systems, Battle Creek, Mich. 
Meyer Furnace Co., The, Peoria, Ill. 
Morrison Prods., Inc., Cleveland, Ohio 
Mueller Climatrol, Milwaukee 15, age 
National Heater Co., Inc., St. Paul 4, s 
Niagara Furnace Diy., Cleveland 13, 0 
Peerless Electric Co., The, Warren, 
Premier Furnace Co., Dowagiac, Mi 
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Queen Stove Works, Inc., Albert Lea, Minn. 

Radex Corp., Chicago 14, Ill. , 

Redmond Co., Inc., Owosso, Mich. 

Revcor, Carpentersville, Ill. i ; 

Round Oak Co., Inc., Dowagiac, Mich. 

Standard Heating Eqpt Co., Waterloo, lowa 

Sunbeam Air Conditioner Div., Elyria, Ohio 

Tjernlund Mfg. Co., St. Paul 14, Minn. 

Torrington Mfg. Co., The, Torrington, 
Conn. : 

Trane Co., The, La Crosse, Wisc. 

U. §. Air Conditioning Corp., Minneapolis 
14, Minn. 

U. S. Radiator Corp., Detroit, Mich. 

Universal Electric Co., Owosso, Mich. 

Utility Fan Corp., Los Angeles 1, Calif. 

Viking Air Conditioning Div., Cleveland, 

hio 

iiaan - Watkins Co., Minneapolis, 
Minn. 

Western Blower Co., Seattle 4, Wash. 

Williamson Co., The, Cincinnati, Ohio 

Wing Mfg. Co., L. J., Linden, N. J. 


Fertilizer, lawn, liquid 


American Liquid Fertilizer Co., Inc., 
Marietta, Ohio 

Beauty Lawn Div., Irvington, N. J. 

Carbola Chemical Co., Inc., Natural Bridge, 
N.:%, 

Davison Chemical Co., Baltimore, Md. 

Fertilene Corp. of America, New York, N. Y. 

Liquilawn, Inc., New York, N. Y. 

Monsanto Chemical Co., St. Louis, Mo. 

“Na-churs’’ Plant Food Co., Marion, Ohio 

Plant Marvel Labs, Chicago, Ill. 

The Smith Agricultural Chemical Co., Co- 
lumbus, Ohio 

Smith Eqpt. & Supply Co., Chicago, Ill. 

Super Lawn Corp., Newark, N. J. 

Veritas Co., The, Medway, Mass. 


Filters, Strainers 


Air, Cleanable 


Air-Maze Corp., Cleveland 28, Ohio 

American Air Filter Co., Inc., Louisville, 
Ky. 

Besser Metal Prods., Charlotte, N. C. 

Black, Sivalls & Bryson, Inc., Kansas City, 
Mo, 

Carey Electronic Eng. Corp., Springfield, 

io 


Continental Air Filters, Inc., Louisville, Ky. 

Cuno Eng. Corp., Meriden, Conn. 

Evans Corp., Geo., Moline, Ill. 

Paarent Tire & Rubber Co., Inc., Akron, 
io 

Hadley Products Co., Inc., Marietta, Ohio 

Kraiss] Co., The, Hackensack, N. J. 

Microton Corp., Charlotte. N. C. - 

Research Prods. Corp., Madison 10, Wisc. 

Sarco Co., Inc., New York 1, N. Y. 

Trion, Inc., McKees Rocks, Pa. 


Air, Electrostatic 


Air-Maze Corp., Cleveland 28, Ohio 

eee Air Filter Co., Inc., Louisville, 
y. 

Besser Metal Prods. Corp., Charlotte 4, N. C. 

Electro-Air Cleaner Co., Pittsburgh 33, Pa. 

Goodyear Tire & Rubber Co., Akron, Ohio 

Hadley Products Co., Inc., Marietta, Ohio 

Micronton Corp., Charlotte, N. C. 

Radex Corp., Chicago 14, Ill. 

Research Products Corp., Madison, Wisc. 

Small Motors, Inc., Chicago 14, Ill. 

Sturtevant Div., Boston 36, Mass. 

Sunbeam Air Conditioner Div., Elyria, Ohio 

Trion, Inc., McKees Rocks, Pa. 


Air, Non-Renewable 


ii Maze Corp., Cleveland 28, Ohio 
maieen Air Filter Co., Inc., Louisville, 


Rowser, Ine., Fort Wayne, Ind. 
Connental Air Filters, Inc., Louisville, Ky. 
fy Eng. Corp., Meriden, Conn. 

co Industrial Corp., New York 1, N. Y. 
Pitt Corp., Geo., Moline, Ill. 

tex Co., New York 17, N. Y. 


Glasfloss Diy., New York 17, N. Y. 


.... Filters, Strainers 


Harvey, Inc., Sid, Valley Stream, N. Y. 
Microton Corp., Charlotte, N. C. 
Owens-Corning Fiberglas Corp., Toledo 1, 
Ohio 
Purolator Prod., Inc., Rahway, N. J. 
Research Prods. Corp., Madison 10, Wisc. 
Technical Filter Co., Chicago, Ill. 
Universal Air Filter Corp., Duluth 2, Minn. 
Wilson & Co., Inc., Chicago 9, Ill. 


Air, Renewable 


Air-Maze Corp., Cleveland 28, Ohio 
American Oil Filter Co., Inc., Louisville, 


Ky. 
Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 
Cuno Eng. Corp., Meriden, Conn. 
Carey Electronic Eng. Corp., Springfield, O. 
Drico Industrial Corp., New York, N. Y. 
Kraiss] Co., Inc., The, Hackensack, N. J. 
Microton Corp., Charlotte, N. C. 
Research Prods. Corp., Madison 10, Wisc. 
Sunbeam Air Conditioner Div., Elyrlia, Ohio 


Feed or Boiler Water 


Bowser, Inc., Fort Wayne, Ind. 

Commercial Filters Corp., Melrose 76, Mass. 

Cuno Eng. Corp., Meriden, Conn. 

General Controls Co., Glendale 1, Calif. 

Hayward Mfg. Co., Inc., Brooklyn 31, N. Y. 

Maid-’O-Mist, Inc., Chicago, Ill. 

Oil Heating Economy Corp., East Boston, 
Mass. 

Purolator Prods.. Inc., Rahway, N. J. 

Sarco Co., Inc., New York 1, N. Y. 

Staples & Pfeiffer, San Francisco 7, Calif. 

Sterling, Inc., Milwaukee 12, Wisc. 


- Stewart Oil Burner Co., Hanover, Pa. 


Nozzle 


Cuno Eng. Corp., Meriden, Conn. 

Delavan Mfg. Co., W., Des Moines, Iowa 

Eddington Metal Specialty Co., Eddington, 
Pa. 

Hago Products, Irvington, N. J. 

Harvey, Sid. Inc., Valley Stream, N. Y. 

Milwaukee Valve Co., Milwaukee, Wisc. 

Monarch Mfg. Works, Philadelphia, Pa. 

Steinen Mfg. Co., Wm., Newark, N. J. 


Oil, Cartridge 
Anderson Brass Co., Detroit 8, Mich. 
Auto-Flo Corp., Detroit 27, Mich. 
Barclay, Inc., Robert, Chicago, IIl. 
Bowser, Inc., Fort Wayne, Ind. 
Burn-Rite Prods. Co., Yonkers 2, N. Y. 
Carlson & Co., Inc., A. B., Aurora, IIl. 
Commercial Filters Corp., Melrose 76, Mass. 
Cuno Eng. Co., Meriden, Conn. 
Eclipse Fuel Enz. Co., Rockford, Ill. 
Eddington Metal Specialty Co., Eddington, 
Pa. 
Electrol Burner Mfg. Co., Rutherford, N. J. 
Fram Corp., Providence 16, R. I. 
General Filters. Inc.. Novi, Mich. 
Harvey, Inc., Sid, Valley Stream, N. Y. 
Hauck Mfg. Co., Brooklyn, N. Y. 
Industrial Supply, Inc., Hudson Falls, N. Y. 
Klemm Automotive Prods. Co., Chicago 47, 
Ill. 
Marietta Metal Prods. Corp., Marietta, Pa. 
Marquart Mfg. Co., Oakland, Calif. 
Morse-Smith-Morse Co., Watertown, Mass. 
Pilgrim Oil Burner Co., Hartford, Con. 
Preferred Utilities Mfg. Corp., New York 
23, N.Y. 
Purolator Prod., Inc., Rahway, N. J. 
Rega Mfg. Co., Rochester 20, N. Y. 
Sparkler Mfg. Co., Mundelein, Ill. 
Standard Automatic Burner Div., Newark, 
N. J. 
Tool Industries, Inc., Detroit 23, Mich. 
Unifilter Co., Farmington, Mich. 
Warner Lewis Co., Tulsa, Okla. 


Oil, Kits with Tank Valve 
Anderson Brass Co., Detroit 8, Mich. 
Eddington Metal Specialty Co., Eddington, 
Pa. 
General Filters, Novi, Mich. 
Unifilter Co., Farmington, Mich. 


Oil, Metal Mesh 
A-P Controls Corp., Milwaukee, Wisc. 
Air-Maze Corp., Cleveland 28, Ohio 
American Dist. Steam Div., N. Tonawanda, 
WN. ¥. 


BUYER'S GUIDE & INDUSTRY DIRECTORY 


Anderson Co., V. D., Cleveland, Ohio 

Anthony Co., Long Island City 1, N. Y¥. 

Autopulse Corp., Ludington, Mich. 

Bowser, Inc., Fort Wayne,’ Ind. 

Buckeye Iron & Brass Works, Dayton 1, 
Ohio 

Delavan Mfg. Co., W. Des Moines, Iowa 

Eddington Metal Specialty Co., Eddington, 
Pa. 

Elicon Co., New York 7, N. Y. 

General Controls Co., Glendale 1, Calif. 

General Filters, Inc., Novi, Mich. 

Granberg Corp., Oakland, Calif. 

Harsch & Co., H., Maplewood, N. J. 

Hauck Mfg. Co., Brooklyn 15, N. Y. 

Hammel Oil Burning Eqpt Co., Providence, 
mad. 

Hayward Mfg. Co., Inc., Brooklyn 31, N. Y. 

Kraissl Co., The, Hackensack, N. J. 

Lammert & Mann Co., Chicago 12, Ill. 

Marvel Eng. Co., Chicago, Ill. 

Monarch Mfg. Works, Inc., Philadelphia 
34, Pa. 

Preferred Utilities Mfg. Corp., New York 23, 
N.Y. 

Purolator Prod., Ine., Rahway, N. J. 

Ray Oil Burner Co., San Francisco, Calif, 

Sarco Co., Ine., New York 1, N. Y. 

Schurs Oil Burner Co., Los Angeles 1, Calif: 

Smith Corp., A. O., Los Angeles 22, Calif. 

Staples & Pfeiffer, San Francisco 7, Calif. 

Sterling, Inc., Milwaukee 12, Wisc. 

Stewart Oil Burner Co., Hanover, Pa. 

Trion, Inc., McKees Rocks, Pa. 

Unifilter Co., Farmington, Mich. 

Wilgus Mfg. Co., Los Angeles 21, Calif. 


Oil, Metal Slot 


Bowser, Inc., Ft. Wayne, Ind. 

Cuno Eng. Corp., Meriden, Conn. 

Delavan Mfg. Co., W. Des Moines, Iowa 

Hauck Mfg. Co., Brooklyn 15, N. Y. 

Morse-Smith-Morse Co., Watertown 72, 
Mass. 

Purolator Prod., Inc., Rahway, N. J. 

Sarco Co., Inc., New York 1, N. Y. 


Oil, Throw-Away 


Bowser, Inc., Ft. Wayne, Ind. 

Carlson & Co., Ine., A. B., Aurora, Ill. 

Commercial Filters Corp., Melrose, Mass. 

Cuno Eng. Corp., Meriden, Conn. 

Eddington Metal Specialty Co., Eddington, 
Pa. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Industrial Supply, Inc., Hudson Falls, N. Y. 

Klemm Automotive Prods. Co., Chicago 47, 
Ill. ‘ 

Marquart Mfg. Co., Oakland, Calif. 

Purolator Prods., Inc., Rahway, N. J. 

Sparkler Fueloil Filters, Mundelein, Ill. 

Warner Lewis Co., Tulsa, Okla. 


Strainers, #5, #6 Oil 


Ace Eng. Co., Chicago 8, Ill. 

American Dist. Steam Div., N. Tonawanda, 
1. Bap € 

Anderson Co., V. D., Cleveland 2, Ohio 

Anthony Co., Long Island City 1, N. Y. 

Bowser, Inc., Ft. Wayne, Ind. 

Buckeye Iron & Brass Works, Dayton 1, 
Ohio 

Cash Valve Mfg. Corp., A. W., Decatur, Ill. 

Clark Mfg. Co., Cleveland 14, Ohio 

Cuno Eng. Corp., Meriden, Conn. 

Eclipse Fuel Eng. Co., Rockford, Ill. 

Eddington Metal Specialty Co., Eddington, 
Pa. 

Ellcon Co., The, New York 7, N. Y. 

General Controls Co., Glendale 1, Calif. 

General Filters, Inc., Novi, Mich. 

Granberg Corp., Oakland, Calif. 

Hammel Oil Burning Eqpt. Co., Providence, 
mI. 

Hauck Mfg. Co., Brooklyn 15, N. Y. 

Hayward Mfg. Co., Inc., Brooklyn 31, N. Y. 

Iron Fireman Mfg. Co., Cleveland, Ohio 

Kraissl Co., The, Hackensack, N. J. 

Lammert & Mann Co., Chicago 12, Ill. 

Morrison Bros. Co., Dubuque, Iowa 

Mueller Steam Specialty Co., Ine., Long 
Island City 1, N. Y. 

Petro, Cleveland, Ohio 

Preferred Utilities Mfg. Corp., New York 
23, N. Y. 

Purolator Prods. Inc., Rahway, N. J. 

Ray Oil Burner Co., San Francisco 12, Calif. 
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Sarco Co., Inc., New York 1, N. Y. 

Schurs Oil Burner Co., Los Angeles 1, Calif. 
Sheffler-Gross Co., Philadelphia, Pa. 
Staples & Pfeiffer, San Francisco 7, Calif. 
Warner Lewis Co., Tulsa, Okla. 

Wilgus Mfg. Co., Los Angeles 21, Calif. 
Wooley Co., E. L., Pawtucket, R. I. 


Strainers, Bulk Plant 
American Dist. Steam Div., N. Tonawanda, 


Anderson Co.,. V. D., Cleveland 2, Ohio 

Anthony Co., Long Island City 1, N. Y. 

Bowser, Inc., Ft. Wayne, Ind. 

Buckeye Iron & Brass Works, Dayton 1, 
Ohio 

Brodie Co., Ralph N., San Leandro, Calif. 

Cash Valve Mfg. Co., A. W., Decatur, Ill. 

Clark Mfg. Co., Cleveland 14, Ohio 

Cuno Eng. Corp., Meriden, Conn. 

Ellcon Co., New York 7, N. Y. 

Erie Meter Systems, Inc., Erie, Pa. 

General Filters, Inc., Detroit 23, Mich. 

Granberg Corp., Oakland, Calif. 

Hayward Mfg. Co., Inc., Brooklyn 31, N. Y. 

Kraiss] Co., The, Hackensack, N. J. 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

Milwaukee Valve Corp., Milwaukee, Wisc. 

Morrison Bros. Co., Dubuque, Iowa 

Mueller Steam Specialty Co., Inc., Long 
Island City 1, N. Y. 

Neptune Meter Co., New York, N. Y. 

OPW Corp., Cincinnati 25, Ohio 

Purolator Prods., Inc., Rahway, N. J. 

Rockwell Mfg. Co., Pittsburgh, Pa. 

Sarco Co., Inc., New York 1, N. Y. 

Sheffler-Gross Co., Philadelphia, Pa. 

Smith Corp., A. O., Los Angeles 22, Calif. 

Staples & Pfeiffer, San Francisco 7, Calif. 

Warner Lewis Co., Tulsa 8, Okla. 


Fire Fighting Equipment 


American-La-France Corp., Elmira, N. Y. 
Pyrene Mfg. Co., Newark 8, N. J. 


Fittings 


Boiler 


Bell & Gossett Co., Morton Grove, IIl. 

Carlton Oil Burner Co., Hartford 3, Conn. 

Crane Co., Chicago 40, III. 

Grinnell Co., Ine., Providence 1, R. I. 

Keeler Co., E., Williamsport, Pa. 

Oil Eqpt. Mfg. Corp., New Haven, Conn. 

Reliance Tubular Prods. Co., Cleveland, 
Ohio 

Span Brass Mfg. Co., Inc., Otsego, Mich. 


Duct 


Acme Mfg. Co., Philadelphia 36, Pa. 

Adelta Mfg. Co., Inc., Philadelphia 46, Pa. 

Anchor Div., New Albany, Ind. 

Berger Furnace Co., Belle Vernon, Pa. 

Buckeye Furnace Pipe Co., Columbus, Ohio 

Carey Mfg. Co., The Philip, Cincinnati, 
Ohio 

Chandler Co,., Cedar Rapids, Iowa 

Char-Gale Mfg. Co., Minneapolis, Minn. 

Clayton & Lambert Mfg. Co., Louisville, Ky. 

Conn-State Furnace Co., Bridgeport, Conn. 

Corbman Bros. Co., Inc., Philadelphia 32, 
Pa. 

Damp-Vent Co., Bettendorf, Iowa 

Excelsior Steel Furnace Co., The, Chicago 
6, Ill. 

Flexible Tubing Corp., Guilford, Conn. 
(Coated Fabric) 

Fox, Inc., Chris, Trenton 10, N. J. 

Gary Steel Prods. Co., Gary, Ind. 

Heat Controller, Inc., Manitou Beach, Mich. 

Inland Steel Prods. Co., Milwaukee 1, Wisc. 

Johns-Manville Corp., New York 16, N. Y. 

Keith Furnace Co., Des Moines, Iowa 

Lennox Furnace Co., The, Marshalltown, 
Iowa 

Mueller Furnace Co., Milwaukee 15, Wisc. 

Norwalk Airconditioning Corp., South Nor- 
walk, Conn. 

Reeves Steel & Mfg. Co., Dover, Ohio 

Rockwell Co., W. S., Fairfield, Conn. 

Specialty Shett Metal Mfg. Co., Chicago, IIl. 

Swett Bros., Inc., Springfield, Mass. 

Williamson Co., The, Cincinnati, Ohio 
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.... Fittings 


Fill and Vent 


Barclay, Inc., Robert, Chicago, Ill. 

Bell & Gossett Co., Morton Grove, IIl. 

Buckeye Iron & Brass Works, Dayton 1, 
Ohio 

Chandler Co., Cedar Rapids, Iowa 

Ever-Tite Coupling Co., Inc., New York 19, 
Ms Se: 

Future Products Co., Portland 12, Ore. 

Lancaster Heat Transfer Co., Inc., Brook- 
lyn, N. Y. 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

Moore & Kling, Inc., Boston, Mass. 

Morse-Smith-Morse Co., Watertown, 72, 
Mass. 

OPW Corp., Cincinnati, Ohio 

Oil Eqpt. Mfg. Corp., New Haven, Conn. 

O'Halloran Industries, Detroit 4, Mich. 

Plastic Appliance Co., Philadelphia 31, Pa. 

Preferred Utilities Mfg. Corp., New York 
a, N.Y. 

Pyle-National Co., The, Chicago, Ill. 

Remco Inc., Baltimore, Md. 

Rhode Island Fittings Co., Providence, R. I. 

Scully Signal Co., Melrose, Mass. 

Shand & Jurs Co., Berkeley 10, Calif. 

Sicard and Paul, Minneapolis 8, Minn. 

Universal Valve Co., Elizabeth, N. J. 

Wheaton Brass Works, Union, N. J. 

Work’s Mfg. Co., Vancouver, Wash. 


Hose 


Ardmore Products, Chicago, IIl. 

C-S Brass Mfg. Co., Woodside, N. Y. 

Carlyle Rubber Co., New York 7, N. Y. 

Ever-Tite Coupling Co., Inc., New York 19, 
..k, 

Gates Rubber Co., Denver, Colo. 

Goodall Rubber Co., Trenton 4, N. J. 

Goodyear Tire & Rubber Co., Inc., Akron, 
Ohio 

Hewitt-Robins, Inc., Stamford, Conn. 

Hewitt Rubber Div., Buffalo 5, N. Y. 

Imperial Brass Mfg. Co., The, Chicago, IIl. 

Moore & Kling ,Inc., Boston, Mass. 

Morris Coupling & Clamp Co., Elwood City, 
Pa. 

OPW Corp., Cincinnati, Ohio 

Philadelphia Valve Co., Philadelphia, Pa. 

Scovill Mfg. Co., Waterbury 20, Conn. 

Span Brass Mfg. Co., Inc., Otsego, Mich. 

Universal Brass Corp., Arlington, N. J. 

Universal Valve Co., Elizabeth, N. J. 

Weatherhead Co., The, Cleveland 8, Ohio 


Pipe 


American Mfg. Co., Inc., Hartford, Conn. 

Anderson Brass Co., Detroit 8, Mich. 

Barco Mfg. Co., Barrington, IIl. 

Buckeye Iron & Brass Works, Dayton 1, 
Ohio 

C-S Brass Mfg. Co., Woodside, N. Y. 

Capitol Mfg. & Supply Co., Columbus, Ohio 

Chase Brass & Copper Co., Waterbury 20, 
Conn. 

Conn-State Furnace Co., Bridgeport, Conn. 

Corbman Bros. Co., Inc., Philadelphia 32, 
Pa. 

Couplings Co., Chicago 16, Ill. 

Crane Co., Chicago 40, Il. 

Ever-Tite Coupling Co., Inc., New York 19, 
NN; ¥. 

Excelsior Steel Furnace Co., The, Chicago 6, 


General Fittings Co., Providence 5, R. I. 
Grinnell Co., Ine., Providence 1, R. I. 
Imperial Brass Mfg. Co., The, Chicago 7, 
Til. 
Inland Steel Prods. Co., Milwaukee 1, Wisc. 
Johns-Manville Corp., New York 16, N. Y. 
Leggitt Co., S. H., Marshall, Mich. 
Lincoln Brass Works, Inc., Detroit 16, Mich. 
McDonald Mfg. Co., A. Y., Dubuque, Iowa 
Madden Brass Prods. Co., Aurora, Il. 
(Brass) 
Malleable Iron Fittings Co., Branford, 
Conn. 
Moore & Kling, Inc., Boston, Mass. 
O'Halloran Industries, Detroit, Mich. 
Reeves Steel & Mfg. Co., Dover, Ohio 
Reliance Tubular Prods. Co., Cleveland 8, 
Ohio 
Span Brass Mfg. Co., Inc., Otsego, Mich. 
Universal Brass Corp., Arlington. N. J. 
Weatherhead Co., The, Cleveland 8, Ohio 





Tank 


Anderson Brass Co., Detroit 8, Mich. 

Ardmore Prods., Chicago, IIl. 

Buckeye Iron & Brass Works, Dayton 1 
Ohio ; 

C-S Brass Mfg. Co., Woodside, N. y. 

Carlson & Co., Inc., A. B., Aurora, Ill. 

Ever-Tite Coupling Co., Inc., New York 19 
i ay : 

Grinnell Co., Inc., Providence 1, R. T. 

Kennedy Tank & Mfg. Co., Inc., Indianap- 
olis, Ind. 

Kresno-Stamm Mfg. Co., Palisades Park, 
NN, 

Lincoln Brass Works, Inc., Detroit 16, Mich, 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

Mel Gauge Co., New Haven, Conn. 

Moore & Kling, Inc., Boston, Mass. 

Morrison Bros., Dubuque, Iowa 

OPW Corp., Cincinnati, Ohio 

O’Halloran Industries, Detroit 4, Mich. 

Oil Eqpt. Mfg. Corp., New Haven, Conn. 

Preferred Utilities Mfg. Corp., New York, 
N. Y. 

Reliance Tubular Prods. Co., Cleveland 8, 
Ohio 

Shand & Jurs Co., Berkeley 10, Calif. 

Southern Tank & Mfg., Inc., Owensboro, 
Ky. 

Span Brass Mfg. Co., Inc., Otsego, Mich. 

Therm Gas Generator Co., Inc., Seattle, 
Wash. 

Universal Brass Corp., Arlington, N. J, 

Universal Valve Co., Elizabeth, N. J. 

Weatherhead Co., The, Cleveland 8, Ohio 


Tubing, Compression 


American Mfg. Co., Inc., Hartford, Conn. 
‘Anderson Brass Co., Detroit 8, Mich. 
Best Brass Co., Marshall, Mich. 
C-S Brass Mfg. Co., Woodside, N. Y. 
Carlton Oil Burner Co., Hartford 3, Conn. 
Chase Brass & Copper Co., Waterbury 20, 
Conn. 
Couplings Co., Chicago 16, IIl. 
EhCo Brass Products, Indianapolis, Ind. 
Grinnell Co., Inc., Providence 1, R. I. 
Hahn Co., A., Hartford, Conn. 
Imperial Brass Mfg. Co., The, Chicago 7, Ill. 
Leggitt Co., S. H., Marshall, Mich. 
Lincoln Brass Works, Inc., Detroit 16, Mich. 
Madden Brass Prods. Co., Aurora, IIl. 
Pilgrim Oil Burner Co., Hartford, Conn. 
Reading Brass Co., Hillsdale, Mich. 
Reliance Tubular Prods. Co., Cleveland 8, 
Ohio 
Rockford Brass Works, Rockford, III. 
Schoenberger Co., The W. J., Cleveland 5, 
Ohio 
Scovill Mfg. Co., Waterbury 20, Conn. 
Span Brass Mfg. Co., Inc., Otsego, Mich. 
Therm Gas Generator Co., Inc., Seattle, 
Wash, 
Universal Brass Corp., Arlington, N. J. 
Universal Valve Co., Elizabeth, N. J. 
Wayne Brass Co., Inc., Fort Wayne, Ind. 
Weatherhead Co., The, Cleveland 8, Ohio 
Worcester Taper Pin Co., Worcester, Mass. 


Tubing, Flare 


American Brass Co., Waterbury 20, Cont. 
American Mfg. Co., Inc., Hartford, Conn. 
Anderson Brass Co., Detroit 8, Mich. 
Barridon Oil Burner Corp., Hartford, Conn. 
Best Brass Co., Marshall, Mich. 
C-S Brass Mfg..Co., Woodside, N. Y. 
Carlton Oil Burner Co., Hartford 3, Con. 
Chase Brass & Copper Co., Waterbury 2, 
Conn. 
Couplings Co., Chicago 16, Iil. 
EhCo Brass Products, Indianapolis, Ind. 
Grinnell Co., Inc., Providence 1, R. 1. 
Hahn Co., A., Hartford, Conn. 1 
Imperial Brass Mfg. Co., The, Chicago 7, I! 
Leggitt Co., S. H., Marshall, Mich. - 
Lincoln Brass Works, Inc., Detroit, Mich. 
Madden Brass Prod. Co., Aurora, Ill. 
Pilgrim Oil Burner Co., Hartford, Conn. 
Reading Brass Co., Hillsdale, Mich. P 
Reliance Tubular Prod. Co., Cleveland 8, 
Ohio 
Remco Inc., Baltimore, Md. 
Rockford Brass Works, Rockford, Il. 45 
Schoenberger Co., The W. J., Clevelané 2: 
Ohio 
Scovill Mfg. Co., Waterbury, Conn. 
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span Brass Mfg. Co., Otsego, Mich. 

Therm Gas Generator Co., Inc., Seattle, 
Wash. ; 

Universal Brass Corp., Arlington, NN. ds 

Wayne Brass Co., Inc., Fort Wayne, Ind. 

Weatherhead Co., The, Cleveland 8, Ohio 

Worcester Taper Pin Co., Worcester, Mass. 


Tubing, Sweat 


American Brass Co., Waterbury 20, Conn. 

Burn-Rite Products Co., Yonkers 2, Pa. 

Chase Brass & Copper Co., Waterbury 20, 
Conn. 

Crane Co., Chicago 40, Ill. 

General Fittings Co., Providence 5, R. I. 

Grinnell Co., Providence 1, R. 1: 

Hahn, Co., A., Hartford, Conn. 

Leggitt Co., S. H., Marshall, Mich. 

Reliance Tubular Prod. Co., Cleveland 8, 

hio 

fn a Brass Works, Rockford, Ill. 

Span Brass Mfg. Co., Inc., Otsego, Mich. 

Wayne Bras Co., Inc., Fort Wayne, Ind. 


Furnaces 


Commercial 


Air Conditioning Eng. Co., Cambridge 41, 
Mass. 

Altherm, Inc., New York 21, N. Y. 

American Furnace Co., St. Louis 10, Mo. 

American Fdry. & Furnace Co., Blooming- 
ton, Ill. 

Andrews Htg. Co., Minneapolis 14, Minn. 

Areweld Mfg. Co., Inc., Seattle 99, Wash. 

Armstrong Furnace Co., Columbus 8, Ohio 

Auburn Fdry., Inc., Auburn, Ind. 

Barton Prods., Inc., Wheaton, Ill. 

Beck Eng. Combustion Co., St. Louis 6, Mo. 

Besser Metal Prods. Corp., Charlotte, N. C. 

Billow Corp., Chicago 6, IIl. 

Bryant Heater Div., Cleveland, Ohio 

Burtchaell Htg. Co., Portland, Ore. 

Campbell Co., E. K., Kansas City, Mo. 

Campbell Heating Co., Des Moines 17, Iowa 

Cary Mfg. Co., Waupaca, Wisc. 

Century Eng. Corp., Cedar Rapids, Iowa 

Chandler Co., Cedar Rapids, Iowa 

Chicago Steel Furnace Co., Chicago 17, Ill. 

Chimney Furnace Co., Rockville; Md. 

Combustioneer Steel Products Eng. Div., 
Springfield, Ohio 

Conn. State Furnace Co., Inc., Bridgeport, 
Conn. 

Connelley Co., St. Louis 3, Mo. 

Cox Mfg. Co., Ridgeville, Ind. 

Crane Co., Chicago 5, Ill. 

Delta Htg. Corp., Trenton 8, N. J. 

Domestic Mfg. Co., Seattle, Wash. 

ae Steel Furnace Co., Dowagiac, 

ch. 

Dravo Corp., Pittsburgh 22, Pa. 

Dualtron Co., The, Pittsburgh 29, Pa. 

Eclipse Fuel Eng. Co., Rockford, Ill. 

= Burner Mfg. Co., Inc., Rutherford, 


Floral City Heater Co., Monroe, Mich. 
Gross-Aire Mfg. Co., Overland 14, Mo. 
Hasko Utilities Co., New York, N. Y. 
Heat Controller, Inc., Jackson, Mich. 
Heil Co., The, Milwaukee 1, Wisc. 
one Furnace Co., Medina, Ohio 
arts Iron & Bolt Co., Carpentersville, Il. 
jwernational Heater Co., Utica, N. Y. 
Frei & Church Co., Saginaw, Mich. 
ane Heater Corp., Chelsea, Mass. 
— Furnace Co., Des Moines, Iowa 
ug & Sons, F. H., St. Joseph, Mich. 
Corp., Wilmington, Del. 
Lennox Industries, Inc., Marshalltown, 
Towa 
Poe Mfg. Co., B. P., Kansas City, Mo. 
ro * aad & Furnace Co., Blooming- 


utlestic Co., Inc., The, Huntington, Ind. 
yer Furnace Co., Peoria 2, Til. 
— Furnace Co., The, St. Paul 4, 


— Furnace Co., L. J., Milwaukee 15, 
Nat'-U, s. Radi 
“U.S. ator Corp., Johnstown, Pa. 
enon Heater Co., Inc., St. Paul 4, Minn. 
rea Fdry. & Furnace Co., Portland 2, 


Norwalk Airconditioning Corp., The, So. 
Norwalk, Conn. 

Olsen Mfg. Co., The C. A., Elyria, Ohio 

Olson & Co., A. A., Canfield, Ohio 

Parks-Cramer Co., Fitchburg, Mass. 

Peerless Furnace & Fdry., Inc., Indianap- 
olis, Ind. 

Prat-Daniel Corp., So. Norwalk, Conn. 

Premier Furnace Co., Dowagiac, Mich. 

Quiet-Automatic Burner Corp., Newark 4, 
Bs Agee 


Renneburg & Sons Co., Edw., Baltimore 24, 
Md. 

Richmond Radiator Co., Metuchen, N. J. 

Rockwell Co., W. S., Fairfield, Conn. 

Rossoe Mfg. Co., Seattle 9, Wash. 

Round Oak Co., Inc., Dowagiac, Mich. 

Sandberg Mfg. Co., Portland 10, Ore. 

Schurs Oil Burner Co., Los Angeles, Calif. 

Siebring Mfg. Co., George, Iowa 

Stewart Oil Burner Co., Hanover, Pa. 

Superior Furnace & Mfg. Co., Plymouth, 
Mich. 

Sunbeam Air Conditioner Div., Elyria, Ohio 

Sunderman Mfg. Co., Sioux Falls, S. D. 

Syncromatic Corp., Watertown, Wisc. 

Tjernlund Mfg. Co., St. Paul 14, Minn. 

U. S. Machine Div., Lebanon, Ind. 

Waterman-Waterbury Co., The, Minneapolis 
13, Minn. 

Wayne Home Eqgpt. Co., Inc., Fort Wayne, 
Ind. 

Weatherall Eng. Inc., Providence, R. I. 

Westinghouse Electric Corp., Industrial 
Heating Div., Meadville, Pa. 


Domestic Gas (to 200,000 Btu) 


Acme Heating Div., W. Hartford 10, Conn. 

Air Conditioning Eng. Co., Cambridge, 
Mass, 

Airflame, Inc., Waukegan, IIl. 

Airwasher Corp., Eaton Rapids, Mich. 

Altherm, Inc., New York 21, N. Y. 

American Fdry. & Furnace Co., Blooming- 
ton, Ill. 

American Furnace Co., St. Louis 10, Mo. 

American Ideal-Aire Corp., Garden City, 
NW: 

American Rad. & Std. Sanitary Corp., Pitts- 
burgh 30, Pa. 

Anchor Div., New Albany, Ind. 

Armstrong Furnace Co., Columbus 8, Ohio 

Auburn Burner Co., Auburn, Ind. 

Auburn Fdry., Inc., Auburn, Ind. 

Automatic Firing Corp., St. Louis, Mo. 

Barber Gas Burner Co., The, Cleveland 14, 
Ohio 

Bard Mfg. Co., Bryan, Ohio 

Barton Products, Inc., Wheaton, Ill. 

Beck Eng. Combustion Co., St. Louis 6, Mo. 

Berger Furnace Co., Belle Vernon, Pa. 

Besser Metal Prods. Corp., Charlotte, N. C. 

Bonair Prods., Inc., Colwyn, Pa. 

Brandenburg Industries, Inc., Baltimore 9, 
Md. 

Brandes Co., Madison, Wisc. 

Bryant Air Conditioning Corp., Philadel- 
phia 23, Pa. 

Bryant Heater Div., Indianapolis 4, Ind. 

Campbell Heating Co., Des Moines 17, Iowa 

Century Eng. Corp., Cedar Rapids, Iowa 

Chandler Co., Cedar Rapids, Iowa 

Chicago Steel Furnace Co., Chicago 17, IIl. 

Chimney Furnace Co., Rockville, Md. 

Coleman Co., Inc., The, Wichita, Kans. 

Combustioneer Div., Springfield, Ohio 

Conco Eng. Works, Mendota, Ill. 

Conn. State Furnace Co., Inc., Bridgeport, 
Conn. 

Connelley Co., St. Louis 3, Mo. 

Cox Mfg. Co., Ridgeville, Ind. 

Crane Co., Chicago 5, Ill. 

Delco Appliance Div., Rochester, N. Y. 

Delta Heating Corp., Trenton 8, N. J. 

DeSoto Oil Burner Co., York, Pa. 

Dornback Furnace & Fdry. Co., Cleveland 8, 
Ohio 

Dowagiac Steel Furnace Co., Dowagiac, 
Mich. 

Daultron Co., The, Pittsburgh 29, Pa. 

Ducane Heating Corp., Lincoln Park, N. J. 

Ex Cel Co., Dowagiac, Mich. 

Farquhar Furnace Co., The, Wilmington, 
Ohio 

Firewel Co., Inc., The, Buffalo 25, N. Y. 

Floral City Heater Co., Monroe, Mich. 

Front Rank Mfg. Co., St. Louis 4, Mo. 

Furblo Co., Hermansville, Mich. 


BUYER'S GUIDE & INDUSTRY DIRECTORY 


General Automatic Products Corp., Balti- 
more, Md. 

General Electric Co., Bloomfield, N. J. 

Gillen Co., J. L., Detroit 28, Mich. 

Glasby Mfg. Co., Inc., J. P., Belleville 9, 
N. J 


Green Colonial Furnace Co., Des Moines, 
Iowa 

Gross-Aire Mfg. Co., St. Louis 14, Mo. 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Hasko Utilities Co., New York, N. Y. 

Heat Controller, Inc., Jackson, Mich. 

Heating Specialties, Inc., Baltimore 29, Md. 

Heil Co., The, Milwaukee 1, Wisc. 

Henry Furnace Co., Medina, Ohio 

Hess Co., The, Chicago 50, Ill. 

Holland Furnace Co., Holland, Mich. 

Home Furnace & Fdry. Co., Coldwater, 
Mich. 


Illinois Iron & Bolt Co., Carpentersville, Ill. 

International Heater Co., Utica, N. Y. 

International Oil Burner Co., St. Louis 10, 
Mo. 

International Sales Co., San Francisco, 
Calif. 

Iron Fireman Mfg. Co., Cleveland 11, Ohio 


Jackson & Church Co., Saginaw, Mich. 

Janitrol Heating & Air Conditioning Div., 
Columbus, Ohio 

Jettronaire, Inc., Pittsburgh, Pa. 

Johnson Heater Corp., Chelsea, Mass. 

Kaustine Furnace & Tank Corp., Perry, 
i a = : 

Klug & Sons, F. H., St. Joseph, Mich. 

Kresky Mfg. Co., Inc., Petaluma, Calif. 


Lennox Industries, Inc., Marshalltown, 
Iowa 

Lincoln Furnace Co., Inc., Hawthorne, N. J. 

Little Burner Co., Inc., H. C., San Rafael, 
Calif. 

Luty Furnace Mfg. Co., Detroit 21, Mich. 


Magic Chef, Inc., St. Louis 10, Mo. 

Majestic Co., Inc., The, Huntington, Ind. 

Manville Boiler Co., Inc.; Hackettstown, 
N. J. 

Marietta Metal Prods. Corp., Marietta, Pa. 

Mayflower Air-Conditioners, Inc., St. Paul 
6, Minn. 

Meyer Furnace Co., Peoria 2, IIl. 

Morrison Steel Prods., Inc., Buffalo 7, N. Y. 

Mueller Climatrol, Milwaukee 15, Wisc. 


Nat’1.-U, S. Radiator Corp., Johnstown, Pa. 

Niagara Furnace Div., Cleveland 13, Ohio 

Norge Heat Div., Kalamazoo, Mich. 

Norman Prods. Co., Columbus, Ohio 

Norwalk Airconditioning Corp., The, So. 
Norwalk, Conn. 

O’Halloran Industries, Detroit 4, Mich. 

Olsen Mfg. Co., The C. A., Elyria, Ohio 

Omaha Supply Co., Div. Omaha Stove Re- 
pair Works, Omaha, Nebr. 

Patten Co., J. V., Sycamore, Ill. ; 

Peerless Furnace & Fdry., Inc., Indianap- 
olis, Ind. 

Penn Boiler & Burner Mfg. Corp., Lancas- 
ter, Pa. 

Pennsylvania Furnace & Iron Co., Warren, 
Pa. 

Perfection Industries, Cleveland 4, Ohio 

Premier Furnace Co., Dowagiac, Mich. 


Radiant-Aire Corp., Michigan City, Ind. 
Radiation Furnace Corp., Benton Harbor, 
Mich. 
Rheem Mfg. Co., Chicago 29, Ill. 
Richmond Rad. Co., Metuchen, N. J. 
Roberts-Gordon Appliance Corp., Buffalo 6, 
H.-Y. 
Round Oak Co., Inc., Dowagiac, Mich. 
Rybolt Heater Co., The, Ashland, Ohio 
Scaife Co., Oakmont, Pa. 
Schill Mfg. Co., The, Crestline, Ohio 
Shana Mfg. Co., Inc., Chicago, Ill. 
Silent Automatic Prods., Jackson, Mich. 
Smith Corp., A. O., Milwaukee, Wisc. 
Souther Iron Co., E. E., St. Louis 20, Mo. 
Steel City Furnace Corp., Springdale, Pa. 
Stewart Oil Burner Co., Hanover, Pa. 
Sunbeam Air Conditioner Div., Elyria, Ohio 
Sunderman Mfg. Co., Sioux Falls, S. D. 
Superior Furnace & Mfg. Co., Plymouth, 
Mich. 
Surface Combustion Corp., Toledo 1, Ohio 
Synchromatic Corp., Watertown, Wisc. 
Thatcher Furnace Co., Garwood, N. J. 
Thermo-Prods., Inc., N. Judson, Ind. 
Tjernlund Mfg. Co., St. Paul 14, Minn. 
Toridheet Div., Cleveland 2, Ohio 
Turb-O-Tube Furnace, Inc., Buffalo 13, N. Y. 
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++. Furnaces 


U. S. Machine Div., Lebanon, Ind. 

Universal Products Corp., Auburn, Ind. 

Viking Mfg. Corp., Cleveland, Ohio 

Waterman-Waterbury Co., The, Minneapolis 
13, Minn. 

Wayne Home Eqpt. Co., Inc., Fort Wayne 
4, Ind. 

Weatherall Eng., Inc., Providence, R. I. 

Williams Automatic, Inc., White Plains, 

Z 


Williams Div., Bloomington, Ill. 
Williamson Co., The, Cincinnati, Ohio 
Wisconsin Oil Burner Co., Madison 5, Wisc. 
York-Shipley, Inc., York, Pa. 

Zink Co., John, Tulsa, Okla. 


Domestic Oil (to 200,000 Btu) 


Acme Heating Div., W. Hartford 10, Conn. 

Air Conditioning Eng. Co., Cambridge 41, 
Mass. 

Aire Director Mfg. Co., Seattle 9, Wash. 

Airflame, Inc., Waukegan, IIl. 

Airtemp Div., Dayton 1, Ohio 

Airwasher Corp., Eaton Rapids, Mich. 

Altherm, Inc., New York 21, N. Y. 

American Fdry. & Furnace Co., Blooming- 
ton, Ill. 

American Furnace Co., St. Louis 10, Mo. 

American Ideal-Aire Corp., Garden City, 
Oe CR, ie 

American Oil Co., Baltimore, Md. 

American Rad. & Std. Sanitary Corp., Pitts- 
burgh 30, Pa. 

Anchor Div., New Albany, Ind. 

Areweld Mfg. Co., Inc., Seattle 99, Wash. 

Armstrong Furnace Co., Columbus 8, Ohio 

Auburn Burner Co., Auburn, Ind. 

Auburn Fdry., Auburn, Ind. 

Automatic Firing Corp., St. Louis, Mo. 

Barber Gas Burner Co., The, Cleveland 14, 
Ohio 

Bard Mfg. Co., Bryan, Ohio 

Barton Products, Inc., Wheaton, IIl. 

Beck Eng. Combustion Co., St. Louis 6, Mo. 

Berger Furnace Co., Belle Vernon. Pa. 

Besser Metal Products Corp., Charlotte, 
mm; C. 

Bethlehem Fdry. & Machine Co., Bethle- 
hem, Pa. 

Beyer Oil Burner Co., Rosamond, Calif. 

Bonair Prods., Inc., Colwyn, Pa. 

Bovee Furnace Works, Waterloo, Iowa 

Brandenberg Industries, Inc., Baltimore 9, 
Md. 

Brandes Co., Madison 4, Wisc. 

Brown Steel Tank Co., Minneapolis 14, 
Minn. 

Bryant Air Conditioning Corp., Philadel- 
phia 23, Pa. 

Bryant Corp., C. L., Cleveland 3, Ohio 

Bryant Heater Div., Indianapolis 4, Ind. 

Burtchaell Heating Co., Portland 2, Ore. 


Campbell Heating Co., Des Moines 17, Iowa 

Cary Mfg. Co., Waupaca, Wisc. 

Century Eng. Corp., Cedar Rapids, Iowa 

Certified Furnace Co., St. Paul 4, Minn. 

Chandler Co., Cedar Rapids, Iowa 

Charter Oak Stove & Range Co., St. Louis 
15, Mo. 

Chicago Steel Furnace Co., Chicago 17, Ill. 

Chimney Furnace Co., Rockville, Md. 

Coleman Co., Inc., The, Wichita, Kans. 

Columbia Boiler Co., Pottstown, Pa. 

Combustioneer Div., Springfield, Ohio 

Coneo Eng. Works, Mendota, IIl. 

Conn. State Furnace Co., Inc., Bridgeport, 
Conn. 

Connelley Co., St. Louis 3, Mo. 

Coroaire Heater Corp., Cleveland 15, Ohio 

Cox Mfg. Co., Ridgeville, Ind. 

Crane Co., Chicago, Ill. 

Delco Appliance Div., Rochester, N. Y. 

Delta Heating Corp., Trenton 8, N. J. 

DeSoto Oil Burner Co., York, Pa. 

Domestic Mfg. Co., Seattle, Wash. 

Dornback Furnace & Fdry. Co., Cleveland 
8, Ohio 

Dowagiac Steel Furnace Co., Dowagiac, 
Mich. 

Daultron Co., The, Pittsburgh 29, Pa. 

Ducane Heating Corp., Lincoln Park, N. J. 

Electric Furnace-Man, Inc., Emmaus, Pa. 

Electro-Watt Industries, Inc., Salem, Ore. 

Electro-Watt, Inc., Seattle 1, Wash. 

Electrol Burner Mfg. Co., Inc., Rutherford, 
N. J. 

Enico Products, Detroit 35, Mich. 
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Ex Cel Co., Dowagiac, Mich. 

Farauhar Furnace Co., The, Wilmington, 
Ohio 

Firewel Co., Inc., The, Buffalo 25, N. Y. 

Floral City Heater Co.. Monroe, Mich. 

Front Rank Mfg. Co., St. Louis 4, Mo. 

Furblo Co., Hermansville, Mich. 

General Automatic Prods. Corp., Baltimore, 


General Electric Co., Bloomfield, N. J. 

General Machine Co.. Inc., Emmaus, Pa. 

Gilbert & Barker Mfg. Co., West Spring- 
field, Mass. 

Gillen Co., J. L., Detroit 28, Mich. 

Glasby Mfg. Co., Inec., J. P. Belleville 9, 
N. J. 

Green Colonial Furnace Co., Des Moines, 
Iowa 

Greene Mfg. Co., A., Philadelohia. Pa. 

Gross-Aire Mfg. Co., St. Louis, Mo. 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Hart Heat Div., Peoria, Il. 

Harvey-Whinpple. Inc.. Springfield, Mass. 

Hasko Utilities Co., New York, N. Y. 

Hayward Oil Burner Corp., Cambridge, 
Mass. 

Heat Controller, Inc., Jackson. Mich. 

Heating Specialties, Inc.. Baltimore 29, Md. 

Heatlox Furnace. Inc., Tacoma. Wash. 

Heil Co., The. Milwaukee 1, Wisc. 

Henry Furnace Co., Medina. Ohio 

Hess Co., The, Chicago 50. Tl. 

Hess-Snyder. Co., The. Massillon, Ohio 

Holland Furnace Co., Holland, Mich. 

Home Furnace Co., Holland. Mich. 

Home Furnace & Fdry. Co., Coldwater, 
Mich. 

Illinois Iron & Bolt Co., Chicago, Ill. 

International Heater Co.. Utica, N. Y. 

International Oil Burner Co., St. Louis 10, 
Mo. 

International Sales Co., San Francisco 24, 
Calif. 

Jron Fireman Mfg. Co., Cleveland 11, Ohio 

Jackson & Church Co., Saginaw, Mich. 

Janitrol Heating & Air Conditioning Div., 
Columbus, Ohio 

Jettronaire, Inec.. Pittsburgh, Pa. 

Johnson Heater Corp.. Chelsea, Mass. 

Johnson Co., S. T., Oakland. Calif. 

Juneers Stove & Range Co., Grafton, Wisc. 

K. G. Mfg. Corp., Center Valley, Pa. 

Kaustine Furnace & Tank Corp., Perry, 
Nw; 

Keith Furnace Co.. Des Moines, Iowa 

Kinsley Burner & Machine Co., Providence, 
1 ee: 8 

Klug & Sons, F. H., St. Joseph, Mich. 

Kresky Mfg. Co., Inc.. Petaluma, Calif. 

Laco Oil Burner Co., Inc., Griswold, Iowa 

La Salle Oil Burner Co., Inec., Seattle 3, 
Wash. 

Lennox Industries, Inc., 
Iowa 

Lincoln Furnace Co.. Ine., Hawthorne, N. J. 

Little Burner Co., Inc., H. C., San Rafael, 
Calif. 

Livingston, Inc.. Marshall, Mich. 

Loxaire Corp., Tacoma, Wash. 

Luty Furnace Mfg. Co., Detroit 21, Mich. 

McKee Air Conditioning Co., Minneapolis 
12, Minn. 

Magic Chef, Inc., St. Louis 10, Mo. 

Majestic Co., Inc., The, Huntington, Ind. 

Manville Boiler Co., Inc., Hackettstown, 
RE i 

Marietta Metal Prods. Corp., Marietta, Pa. 

Mayflower Air-Conditioners, Inc., St. Paul 
6, Minn. 

Mechanical Prods. Co., Seattle 4, Wash. 

Metromatic Mfg. Co., Everett 49, Mass. 

Meyer Furnace Co., Peoria 2, Ill. 

Montag Stove & Furnace Works; Portland 
17, Ore. 

Morrison Steel Prods., Inc., Buffalo 7, N. Y. 

Mueller Climatrol, Milwaukee 15, Wisc. 

Mulkey Co., J. F., Detroit 10, Mich. 

Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 

Niagara Furnace Div., Cleveland 13, Ohio 

Norge Heat Div., Kalamazoo, Mich. 

Northwest Fdry. & Furnace Co., Portland 
2, Ore. 

Norwalk Airconditioning Corp., The, So. 
Norwalk, Conn. 

O’Halloran Industries, Detroit 4, Mich. 

Oil Eqpt. Laboratories, Inc., Elizabeth, N. J. 

Olsen Mfg. Co., The C. A., Elyria, Ohio 

Omaha Supply Co., Div. Omaha Stove Re- 
pair Works, Inc., Omaha, Nebr. 


Marshalltown, 





Oneida Heater Co., Inc., Oneida, N. y, 

Patten Co., J. V., Sycamore, Ill. 

Peerless Furnace & Fdry., Inc., Indianap- 
olis, Ind. 

Penn Boiler & Burner Mfg. Corp., Lancas- 
ter, Pa. 

Pennsylvania Furnace & Iron Co., Warren, 
Pa. 

Perfection Industries, Cleveland 4, Ohio 

Petrol Oil Burner Mfg. Co., Inc., Malden 4g, 
Mass. 

Premier Furnace Co., Dowagiac, Mich. 

Prentiss Wabers Products Co., Wisconsin 
Rapids, Wisc. 

Preway, Inc., Wisconsin Rapids, Wise, 

Quick Furnace Co., Des Moines, Iowa 

Quiet Automatic Burner Corp., Newark 4, 
N. J 


Quiet May Div., Lancaster, Pa. 
Radiant-Aire Corp., Michigan City, Ind. 
Radiation Furnace Corp., Benton Harbor, 
Mich. 
Radiant Utilities Corp., Brooklyn, N. Y. 
Ray Oil Burner Co., San Francisco 12, Calif, 
Reif-Rexoil, Inc., Buffalo, N. Y. 
Republic & General Heating Products, Phil- 
adelphia, Pa. 
Rheem Mfg. Co., Chicago 29, III. 
Richmond Radiator Co., Metuchen, N. J. 
Robot Auto Heat Corp., Middletown, Conn, 
Rossoe Mfg. Co., Inc., Seattle, Wash. 
Round Oak Co., Inc., Dowagiac, Mich. 
Rybolt Heater Co., The, Ashland, Ohio 
St. Louis Furnace Mfg. Co., St. Louis, Mo. 
Sandberg Mfg. Co., Portland 10, Ore. 
Scaife Co., Oakmont, Pa. 
Schill Mfg. Co., The, Crestline, Ohio 
Shana Mfg. Co., Chicago 1, IIl. 
Siebring Mfg. Co., George, Iowa 
Silent Automatic Prods., Jackson, Mich. 
Silent Sioux Corp., Orange City, Iowa 
Smith Corp., A. O., Milwaukee, Wisc. 
Souther Iron Co., E. E., St. Louis 20, Mo. 
Stainless Steel Prods. Co., St. Paul 4, Minn, 
Standard Automatic Burner Div., Newark, 
N.-J. 
Steel City Furnace Corp., Springdale, Pa. 
Stewart Oil Burner Co., Hanover, Pa. 
Sunbeam Air Conditioner Div., Elyria, Ohio 
Sunderman Mfg. Co., Sioux Falls, S. D. 
Superior Furnace & Mfg. Co., Plymouth, 
* Mich. 
Surface Combustion Corp., Toledo 1, Ohio 
Syncromatie Corp., Watertown 9, Wise. 
Thatcher Furnace Co., Garwood, N. J. 
Therm Gas Generator Co., Inc., Seattle, 
Wash. 
Thermo-Prods., Inc., North Judson, Ind. 
Tjernlund Mfg. Co., St. Paul 14, Minn. 
Toridheet Div., Cleveland 2, Ohio 
Tru-Heet Co., Trenton, N. J. 
Tucker & Sons, Mfg., Tacoma 8, Wash. 
Turb-O-Tube Furnace, Inc., Buffalo 13, N. Y. 
U. S. Machine Div., Lebanon, Ind. 
Universal Prods. Mfg. Corp., Auburn, Ind. 
Utility Appliance Corp., Los Angeles 58, 
Calif. 
Viking Mfg. Corp., Cleveland, Ohio 
Voleano Burner Corp., New York 61, N. ¥. 
Waterman-Waterbury Co., The, Minneap 
olis 13, Minn. 
Wayne Home Egpt. Co., Inc., Fort Wayne 
4, Ind. 
Weatherall Eng., Inc., Providence, Be 2 
Williams Automatic, Inc., White Plains, 
1 ee a 
Williams Div., Bloomington, Ill. i 
Williamson Co., The, Cincinnati, Ohio 
Wisconsin Oil Burner Co., Madison 5, Wise. 
XXth Century Heating & Ventilating Co., 
Akron 1, Ohio 


York-Shipley, Inc., York, Pa. 


Furnace Accessories 


Automatic Door Closer 


Falz Mfg., St. Paul 4, Minn. 
Leisur-Maid Mfg. Corp., Grand Rapids, 
Mich. 


Bearings 


Air Controls, Inc., Cleveland 4, = 
Lau Blower Co., The, Dayton 7, i onio 
Randall Graphite Bearings, Inc., Lima, 


FUELOIL & OIL HEAT, APRIL 1956 


Air 
Ma 
Air ¢ 
Airw 
Ame! 
Ame! 
ing 
Ame! 
Tov 
Aubu 
Barr’ 
Bishe 
Ohi 
Brun 
Buffa 
Camy 
Cary 
Clara 
Conn 
Dayte 
Dowa 
Mic 
Ex Ce 
Fasco 
Firev 
Gross 
Hall-] 
Tilino 
Lau |] 
Lenn 
Iow 
Majes 
Marti 
Ill. 
Meyer 
Monte 
17, | 
Morri 
Olson 
Peerle 
Peerle 
Olis. 
Premi 
Renne 
Md. 
Revco 
Rounc¢ 
Mic] 
Silent 
U.S. 
Unive: 
Viking 
2,0 
Weste 
Willia 
Wing 





s, 


Furnace Accessories 


Belts 


Brammer COrp., New York, N. Y. 

Gates Rubber Co., The, Denver 17, Colo. 

Goodyear Tire & Rubber Co., Inc., Akron, 
Ohio 

U. S. Rubber Co., New York 20, N. Y. 

7atko Metal Products Co., Euclid, Ohio 


Blowers 


Air Conditioning Eng. Co., Cambridge, 
Mass. 

Air Controls, Inc., Cleveland 4, Ohio 

Airwasher Corp., Eaton Rapids. Mich. 

American Furnace Co., St. Louis 10, Mo. 

American Foundry & Furnace Co., Bloom- 
ington, Ill. 

American Machine Products, Marshalltown, 
Iowa 

Auburn Fdry., Inc., Auburn, Ind. 

Barry Blower Co., Minneapolis, Minn. 

Bishop and Babcock Mfg. Co., Cleveland 14, 
Ohio 

Brundage Co., Kalamazoo, Mich. 

Buffalo Forge Co., Inc., Buffalo, N. Y. 

Campbell Htg. Co., Des Moines 17, Iowa 

Cary Mfg. Co., Waupaca, Wisc. 

Clarage Fan Co., Kalamazoo. Mich. 

Connelley Co., St. Louis 3, Mo. 

Dayton Elec. Mfg. Co., Chicago, Til. 

Dowagiac Steel Furnace Co., Dowagiac, 
Mich, 

Ex Cel Co., Dowagiac, Mich. 

Fasco Industries, Inc., Rochester 2. N. Y. 

Firewel Co., Inc., The, Buffalo 25, N.:Y. 

Gross-Aire Mfg. Co., St. Louis 14, Mo. 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Illinois Iron & Bolt Co., Carpentersville, Tl. 

Lau Blower Co., The, Dayton 7, Ohio 

Lennox Industries, Inc., Marshalltown, 
Iowa 

Majestic Co., Inc., The, Huntington, Ind. 

Martin Fan & Blower Co., Inc., Chicago 50, 
Ill. 

Meyer Furnace Co., The, Peoria, IIl. 

Montag Stove & Furnace Works, Portland 
17, Ore. 

Morrison Products Co., Cleveland, Ohio 

Olson Mfg. Co., The C. A., Elyria, Ohio 

Peerless Electric Co., The, Warren, Ohio 

Peerless Furnace & Fdry., Inc., Indianap- 
olis. Ind. 

Premier Furnace Co., Dowagiac, Mich. 

we & Sons Co., Edw., Baltimore 24, 

Revcor, Carpentersville, Ill. 

— Oak Co., Ine. of Indiana, Dowagiac, 

ch. 

Silent Sioux Corp., Orange City. Iowa 

U.S. Radiator Corp., Detroit, Mich. 

Universal Electric Co., Owasso, Mich. 

Viking Air Conditioning Corp., Cleveland 
2, Ohio 

Western Blower Co., Seattle 4, Wash. 

Williamson Co., The, Cincinnati, Ohio 

Wing Mfg. Co., L. J., Linden, N. J. 


Ducts 


Acme Mfg. Co., Philadelphia, Pa. 

Adelta Mfg. Co., Philadelphia, Pa. 

Aire-Flo Furnace Pipe Co., Brighton, Mich. 
Berger Furnace Corp., Belle Vernon, Pa. 
Crane Co,, Chicago 5, Ill. 

Reelsior Steel Furnace Co., The, Chicago, 


- Colonial Furnace Co., Des Moines, 
a 
xitronaire, Inc., Pittsburgh, Pa. 
bp Furnace Co., Des Moines, Iowa 
mox Industries, Inc., Marshalltown, 
Towa 
WapPy. Inc., Detroit Lakes, Minn. 
lamson Co., The, Cincinnati, Ohio 


Humidifiers, Pan Type 


Poth Corp., Detroit, Mich. 
= Humidifier Co., Cedar Falls, 
Cary Mfg. Co., W 
- (o., Waupaca, Wisc. 
Chatty Eng. Corp., Cedar Rapids, Iowa 
“ © Mfg. Co., Anoka, Minn. 

Contiuars Humidifier Co., Cleveland 3, Ohio 
Floral oneer Eng. Div., Springfield, Ohio 
jp Sco Co., Monroe, Mich. 

7 ers Corp., Novi, Mich. 
Hall-Nea} Furnace Co., Indianapolis, Ind. 


Lennox Industries, Inc., Marshalltown, 
Iowa 

McDonnell & Miller. Inc., Chicago 18, IIl. 

Maid-O-Mist, Inc., Chicago 41, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Mueller Climatrol, Milwaukee 15, Wisc. 

Premier Furnace Co., Dowagiac. Mich. 

Round Oak Co., Inc., of Indiana, Dowagiac, 
Mich. 

Skuttle Mfg. Co., Detroit 7, Mich. 

Thermo-Prods., Inc., N. Judson, Ind. 

U. S. Radiator Corp., Detroit, Mich. 

Viking Air Conditioning Corp., Cleveland 
2. Ohio 

Williamson Co., The, Cincinnati, Ohio 


Humidifiers, Portable 


Walton Laboratories, Irvington, N. J. 


Humidifiers, Spray Type 


Air Conditioning Eng. Co., Cambridge 41, 
Mass. 

American Fdry. & Furnace Co., Blooming- 
ton, Il. 

Century Eng. Corp., Cedar Rapids, Iowa 

Chandler Co., Cedar Rapids, Iowa 

Handelan Washed Air Co., Minneapolis 10, 
Minn. 

Hanson Tool & Die Co., Milwaukee 4, Wisc. 

Maid-O-Mist, Inc., Chicago 41, Ill. 

Rega Mfg. Co., Rochester 20, N. Y. 

Research Prods. Corp., Madison, Wisc. 

U. S. Radiator Corp., Detroit, Mich. 

Walton Laboratories, Inc., Irvington, N. J. 
(Portable) 


Jackets 


American Ideal-Aire Corp., Garden City, 
L. Lee 
Armstrong Furnace Co., Columbus 12, Ohio 
Atlas Mfg. Co., St. Paul 14, Minn. 
Berger Furnace Mfg. Co., Pittsburgh 6, Pa. 
Cary Mfg. Co., Waupaca, Wisc. 
Century Eng. Corp., Cedar Rapids, Iowa 
Conn. State Furnace Co., Bridgeport, Conn. 
Dornback Furnace & Fdry. Co., Cleveland 8, 
Ohio 
Excelsior Steel Furnace Co., Chicago 6, Ill. 
Floral City Heater Co., Monroe, Mich. 
General Machine Co., Inc., Emmaus, Pa. 
Gross-Aire Mfg. Co., St. Louis, Mo. 
Haydon Prod. Corp., Brooklyn 15, N. Y. 
Meyer Furnace Co., The, Peoria, Ill. 
Peerless Furnace & Fdry., Inc., Indianap- 
olis, Ind. 
Premier Furnace Co., Dowagiac, Mich. 
Robot Auto-Heat Corp., Middletown, Conn. 
Rybolt Heater Co., The, Ashland, Ohio 
Thermo-Products, Inc., North Judson, Ind. 
Valley Forge Metals Div., Lansdale, Pa. 
Vapofier Corp., Chicago 43, Ill. 
Williamson Heater Co., The, Cincinnati 9, 
Ohio 


Pillow Blocks 


Air Controls, Inec., Cleveland, Ohio 

Lau Blower Co., The, Dayton 7, Ohio 

Randall Graphite Bearings, Inc., Lima, Ohio 
Pulleys 

Cary Mfg. Co., Waupaca, Wisc. 

Equi-Dyne, Chicago 44, Ill. 

Gates Rubber Co., The, Denver 17, Colo. 

Lau Blower Co., The, Dayton 7, Ohio 

Zatko Metal Products Co., Euclid, Ohio 


Gauges 


Altitude 


Crane Co., Chicago 5, Ill. 

Degree Day Systems, Woodside 77, N. Y. 

Fitzgibbons Boiler Co., Inc., New York 17, 
N. Y 


Marsh Corp., Jas. P., Skokie, Ill. 

Meriam Instrument Co., The, Cleveland 2, 
Ohio 

Preferred Utilities Mfg. Corp., New York, 
os 


Draft 


Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 
Bailey Meter Co., Cleveland 10, Ohio 


BUYER'S GUIDE & INDUSTRY DIRECTORY 


..+. Gauges 


Cleveland Fuel Eqpt. Co., Cleveland 9, Ohio 

Cole Sewell Eng. Co., St. Paul 14, Minn. 

Defender Instrument & Regulator Co., St. 
Louis, Mo. 

Dwyer Mfg. Co., F. W., Michigan City, Ind. 

Ellison Draft Gage Co., Chicago 6, Ill. 

Hahn Co., A., Hartford, Conn. 

Hays Corp., The, Michigan City 7, Ind. 

Meriam Instrument Co., The, Cleveland 2, 
Ohio 

Perfex Corp., Milwaukee 7, Wisc. 

Preferred Utilities Mfg. Corp., New York 
23. .N. Y. 

Victory Eng. Co., Union, N. J. 


Filter 


Bacharach Industrial Instrument Co., Pitts- 
burgh, Pa. 

Cleveland Fuel Equip. Co., Cleveland, Ohio 

Dwyer Mfg. Co., F. W., Michigan City, Ind. 

Hays Corp., Michigan City, Ind. 

Trion, Inc., MeKees Rocks, Pa. 


Glass, Water 


Diamond Power Specialty Corp., Lancaster, 
Ohio 

Ernst Water Column & Gage Co., Living- 
ston, N. J. 

Meriam Instrument Co., The, Cleveland 2, 
Ohio 

New York Air Valve Corp., Brooklyn, N. Y. 

Preferred Utilities Mfg. Corp., New York, 
I. Xe 

Wright-Austin Co., Detroit 7, Mich. 


Liquid Level, Direct Reading 


Applied Mechanics Co., Boston 10, Mass. 

Bearlee Prods. Co., Green Bay, Wisc. 

Boston Auto Gage Co., Pittsfield, Mass. 

Boston Machine Works Co., Lynn, Mass. 

Carlson & Co., Inc., A. B., Aurora, Iil. 

Defender Instrument & Regulator Co., St. 
Louis, Mo. 

Diamond Power Specialty Corp., Lancaster, 
Ohio 

Fisher Engineering Co., Washington, D. C. 

Gilbert & Barker Mfg. Co., W. Springfield, 
Mass. 

Hays Corp., The, Michigan City 7, Ind. 

Homeward Products, Inc., Des Moines, Iowa 

King Eng. Corp., Ann Arbor, Mich. 

Krueger Sentry Gauge Co., Inc., Green Bay, 
Wisc. 

Liquidepth Indicators, Inc., Long Island 
City, 1, :-: 

Liquidivision Gauge & Control Corp., Ocean- 
side, N. Y. 

Liquidometer Corp., The, Long Island City 
1,N 

Mel-Gauge Co., New Haven, Conn. 

Moormann Brothers Mfg. Co., Rushville, 
Ind. 

Morse-Smith-Morse Co., Watertown, Mass. 

Newark Controls Co., Bloomfield, N. J. 

New York Air Valve Corp., Brooklyn, N. Y. 

O’Halloran Industries, Detroit, Mich. 

Oil Equipt. Mfg. Corp., New Haven, Conn, 

Preferred Utilities Mfg. Corp., New York, 
N.Y, 

Rochester Mfg. Co., Inc., Rochester 10, 
N.Y. 

Scully Signal Co., Melrose, Mass. 

Shand & Jurs Co., Berkeley 10, Calif. 

Smith Corp., A. O., Los Angeles 22, Calif. 

Vapor Recovery Systems Co., Compton, 
Calif. 

Viking Pump Co., Cedar Falls, Iowa 

Watchman Mfg. Co., The, Long Beach, N. Y. 


Liquid Level, Distant Reading 


Bailey Meter Co., Cleveland 10, Ohio 

Defender Instrument & Regulator Co., St. 
Louis, Mo. 

Ernst’ Water Column & Gage Co., Living- 
ston, N. J. 

Gilbert & Barker Mfg. Co., W. Springfield, 
Mass. 

Hammel Oil Burning Eqpt. Co., Providence, 
ee 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hays Corp., The, Michigan City 7, Ind. 

Homeward Products Co., Des Moines, Iowa 

King Eng. Corp., Ann Arbor, Mich. 

Kresno-Stamm Mfg. Co., Palisades Park, 
N. J. 
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.... Gauges 


Krueger Sentry Gauge Co., Inc., Green Bay, 
Wisc. 

Liquidepth Indicators, Inc., Long Island 
City 1, N. Y. 

Liquidivision Gauge & Control Corp., Ocean- 
side, N. Y. 

Liquidometer Corp., The, Long Island City 
i: oe 

Mar-Coil Heater Co., Union City, N. J. 

Meriam Instrument Co., The, Cleveland 2, 
Ohio 

Newark Controls Co., Bloomfield, N. J. 

O'Halloran Industries, Detroit, Mich. 

Preferred Utilities Mfg. Corp., New York, 
IN... Se 

Shand & Jurs, Berkeley 10, Calif. 

Teesdale Co., The R. S., Grand Rapids 3, 
Mich. 

Techniflex Corp., Port Jervis, N. Y. 

Vapor Recovery Systems Co., Compton, 
Calif. 


Pressure, Air, Steam 


Bailey Meter Co., Cleveland 10, Ohio 

Cleveland Fuel Eqpt. Co., Cleveland 9, Ohio 

Crane Co., Chicago 5, Il. 

Delavan Mfg. Co., W. Des Moines, Iowa 

Dunham Co., C. A., Chicago, IIl. 

Eclipse Fuel Eng. Co., Rockford, Ill. 

Fitzgibbons Boiler Co., Inc., New York 17, 
N. Y. 

Hays Corp., The, Michigan City 7, Ind. 

Marsh Corp., Jas. P., Skokie, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Perfex Corp., Milwaukee, Wis. 

Preferred Utilities Mfg. Corp., New York 
23. N.. &. 

Renneburg & Sons Co., Edw., Baltimore 24, 
Md. 

Rochester Mfg. Co., Ine., Rochester 10, 
ae 

Wright-Austin Co., Detroit 7, Mich. 


Pressure, Oil 


Crane Co., Chicago 5, Ill. 

Delavan Mfg. Co., W. Des Moines, Iowa 

Eclipse Fuel Eng. Co., Rockford, Tl. 

Eddington Metal Specialty Co., Eddington, 
Pa. 

Hays Corp., The, Michigan City 7, Ind. 

Marsh Corp., Jas. P., Skokie, Ill. 

Preferred Utilities Mfg. Corp., New York 
23, N. ¥. 

Renneburg & Sons Co., Edw., Baltimore 24, 
Md 


Rochester Mfg. Co., Inc., Rochester 10, 
WN. Y. 


Recording 


Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 

Bailey Meter Co., Cleveland 10, Ohio 

Barber-Colman Co., Rockford, TIl. 

Defender Instrument & Regulator Co., St. 
Louis, Mo. 

Hays Corp., The, Michigan City, Ind. 

Heat-Timer Corp., New York 12, N. Y. 

Liquidometer Corp., Long Island City, N. Y. 

Master Eqpt. Corp., Dayton 1, Ohio 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn, 


Sticks, Tank Measuring 


Defender Instrument & Regulator Co., St. 
Louis, Mo. 

Degree Day Systems, Woodside, N. Y. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hasko Utilities Co., New York, N. Y. 

Oregon Woodcraft Co., Beaverton, Ore. 

Sharpsville Steel Fabricators, Inc., Sharps- 
ville, Pa. 


Tank, Low Level, Switch Equipped 


Defender Instrument & Regulator Co., St. 
Louis, Mo. 

Liquidivision Gauge & Controls Corp., 
Oceanside, N. Y. 

Liquidometer Corp., The, Long Island City 
1, N. Y. 

McDonnell & Miller, Inc., Chicago 18, Ill. 

Magnetrol, Inc., Chicago 23, Ill. 

Meriam Instrument Co., The, Cleveland, 
Ohio 
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Morse-Smith-Morse Co., Watertown, Mass. 
Rochester Mfg. Co., Inc., Rochester 10, N. Y. 
Shand & Jurs Co., Berkeley 10, Calif. 
Techniflex Corp., Port Jervis, N. Y. 


Temperature 


Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 

Barber-Colman Co., Rockford, Til. 

Cleveland Fuel Eqpt. Co., Cleveland 9, Ohio 

Defender Instrument & Regulator Co., St. 
Louis, Mo. 

Degree Day Systems, Woodside 77, N. Y. 

Fitzgibbons Boiler Co., Inc., New York 17, 
5 fe a 

Marsh Corp., Jas. P., Skokie, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis, Minn. 

Perfex Corp., Milwaukee, Wisc. 

Preferred Utilities Mfg. Corp., New York 
23, N.. Y: 

Rochester Mfg. Co., Inc., Rochester 10, 
Ns. x 

Sarco Co., Inc., New York 1, N. Y. 

Victory Eng. Corp., Union, N. J. 


Vacuum 


Bailey Meter Co., Cleveland 10, Ohio 

Cleveland Fuel Eqpt. Co., Cleveland 9, Ohio 

Crane Co., Chicago 5, Il. 

Delavan Mfg. Co., W. Des Moines, Iowa 

Dunham Co., C. A., Chicago, Ill. 

Hastings Inst. Co., Hampton, Va. 

Marsh Corp., Jas. P., Skokie, IIl. 

Meriam Instrument Co., The, Cleveland 2, 
Ohio 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Preferred Utilities Mfg. Corp., New York 
23, N..¥. 

Rochester Mfg. Co., Inc., 
pS ile 

Victory Eng. Corp., Union, N. J. 


Rochester 10, 


Grilles, Automatic Registers 


Automatic 


Dole Valve Co., Chicago, Ill. 

General Electric Co., Bloomfield, N. J. 
Lima Register Co., Lima, Ohio 

U. S. Register Co., Battle Creek, Mich. 


Baseboard 


A&A Register Co., Cleveland 9, Ohio 

A-J Mfg. Co., Kansas City, Mo. 

Air Controls Prods. Inc., Coopersville, Mich. 

Auer Register Co., Cleveland 5, Ohio 

Barber-Colman Co., Rockford, II. 

Baseline Mfg. Corp., Minneapolis, Minn. 

Berger Furnace Mfg. Co., Belle Vernon, Pa. 

Bradley Mfg. Works, David, Bradley, Ill. 

Brandes Co., Madison, Wisc. 

Char-Gale Mfg. Co., Anoka, Minn. 

Corbman Bros. Co., Inc., Philadelphia 32, 
Pa. 

Crest Mfg. Co., Newton, Mass. 

Dole Valve Co., Chicago 10, Ill. (Automatic 
type) 

General Automatic Prod. Corp., Baltimore, 


General Electric Co., Bloomfield, N. J. 

Gentle-Flo Co., Clifton Heights, Pa. 

Gerwin Ind., Inc., Michigan City, Ind. 

Gross-Aire Mfg. Co., St. Louis 14, Mo. 

Hart & Cooley Mfg. Co., Holland, Mich. 

Heat Controller, Inc., Manitou Beach, Mich. 

Hoff Mfg. Co., Bethany, Conn. 

Independent Register Co., The, Cleveland, 
Ohio 

Jettronaire, Inc., Pittsburgh 10, Pa, 

Kalamazoo Furnace & Appliance Mfg. Co., 
Kalamazoo, Mich. 

Kritzer Radiant Coils, Inc., Chicago, Tl. 

Lennox Industries, Inc., Marshalltown, 
Iowa 

Lima Register Co., Lima, Ohio 

Louvra Corp., The, Union, N. J. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Mueller Climatrol, Milwaukee 15, Wisc. 

National Grille & Register Co., Cleveland, 
Ohio 

Patco Mfg. Co., Philadelphia 6, Pa. 

Premier Furnace Co., Dowagiac, Mich. 





....+ Grilles, Registers 


Radair Mfg. Co., Cambridge, Mass. 
Radiant-Aire Corp., Michigan City, Ind. 
Radiant-Ray Radiation, Inc., New Britain 
Conn. : 
Radiation Furnace Corp., Benton Harbor 
Mich. : 
Roberts Co., S. R., Marshall, Mich, 
Rossoe Mfg. Co., Seattle 9, Wash. 
Round Oak Co., Inc. of Indiana, Dowagiae, 
Mich. 
Slant-Fin Radiator Corp., Richmond Hijjj 
A i 
Smith Co., J. B., Philadelphia, Pa. 
Thermo Base Div., Michigan City, Ind. 
Titus Mfg. Corp., Waterloo, Iowa 
Trico Baseboard Htg. Corp., 
Lakes, N. J. 
Union Asbestos & Rubber Co., Chicago, Ij, 
U. S. Radiator Corp., Detroit, Mich. 
U. S. Register Co., Battle Creek, Mich. 
Valley Forge Metals Div., Lansdale, Pa, 
Vectaire Mfg. Co., Melrose, Mass. 
Viking Mfg. Corp., Cleveland, Ohio 
York-Shipley Mfg. Co., York, Pa. 


Pompton 


Dampers 


Air Controls Prods. Inc., Coopersville, Mich, 
American Fdry. & Furnace Co., Blooming- 
ton, Ill. 
Auer Register Co., Cleveland 5, Ohio 
Barber-Colman Co., Rockford, Ill. 
Berger Furnace Mfg. Co., Pittsburgh 6, Pa, 
Char-Gale Mfg. Co., Anoka, Minn. 
Corbman Bros. Co., Inc., Philadelphia, Pa, 
Gerwin Ind., Inc., Michigan City, Ind. 
Hart & Cooley Mfg. Co., Holland, Mich. 
Heat Controller, Inc., Manitou Beach, Mich, 
Independent Register Co., The, Cleveland, 
Ohio 


. Lima Register, Lima, Ohio 


Louvra Corp., The, Union, N. J. 
Majestic Co., Inc., The, Huntington, Ind. 
Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 
Premier Furnace Co., Dowagiac, Mich. 
Rittling Corp., The, Buffalo, N. Y. 
Titus Mfg. Corp., Waterloo, Iowa 
Tuttle & Bailey, New Britain, Conn. 
U. S. Register Co., Battle Creek, Mich. 
Valley Forge Metals Div., Lansdale, Pa. 
Young Regulator Co., Cleveland, Ohio 


Diffusers, Ceiling Type 


A&A Register Co., Cleveland 9, Ohio 

Air Controls Prods. Inc., Coopersville, Mich. 

Auer Register Co., Cleveland 5, Ohio 

Barber-Colman Co., Rockford, Il. 

Char-Gale Mfg. Co., Anoka, Minn. 

Conner Eng. Corp., Danbury, Conn. 

Corbman Bros. Co., Inc., Philadelphia, Pa. 

Hart & Cooley Mfg. Co., Holland, Mich. 

Independent Register Co., The, Cleveland, 
Ohio 

Lennox Industries, Inc., 
Iowa 

Lima Register Co., Lima, Ohio : 

Minneapolis-Honeywell Regulator Co., Min 
neapolis, Minn. 

Mueller Furnace Co., L. J., Milwaukee 15, 
Wisc. 

Pyle-National Co., The, Chicago, Til. 

Round Oak Co., Inc., Dowagiac, Mich. 

Titus Mfg. Corp., Waterloo, Iowa 

Tuttle & Bailey, New Britain, Conn. 

Union Asbestos & Rubber Co., Chicago, Ill. 

U. S. Register Co., Battle Creek, Mich. 


Marshalltown, 


Diffusers, Floor Type 


A&A Register Co., Cleveland, Ohio ms 
Air Controls Prods. Inc., Coopersville, Mich. 
Auer Register Co., Cleveland, Ohio p 
Berger Furnace Mfg. Co., Belle Vernon, a. 
Corbman Bros. Co., Inc., Philadelphia, Pa. 
Gerwin Industries, Inc., Michigan City, . 
Hart & Cooley Mfg. Co., Holland, oy” - 
Heat Controller, Inc., Manitou Beach, “4 
Lennox Industries Inc., Marshalltow 
Iowa 
Lima Register, Lima, Ohio. 
Rossoe Mfg. Co., Seattle, Wash. 
Titus Mfg. Corp., Waterloo, Iowa 
U. S. Radiator Corp., Detroit, esa ; 
U. S. Register Co., Battle Creek, pre 4 
Ver-Mar Metal Industries, Inc., Cen 
Mich. 
Viking Mfg. Corp., Cleveland, Ohio 
Vulcan Radiator Co., Hartford, Corn. 
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_,,, Qtilles, Registers 





Ill. 


Diffusers, Wall Type 


A&A Register Co., Cleveland 9, Ohio 

A-J Mfg. Co., Kansas City, Mo. 

Air Controls Prods. Inc., Coopersville, Mich. 
Auer Register Co., Cleveland 5, Ohio 


Barber-Colman Co., Rockford, Ill. 
Berger Furnace Mfg. Co., Belle Vernon, Pa. 


Char-Gale Mfg. Co., Anoka, Minn. 

Corbman Eros. Co., Inc., Philadelphia 32, 
Pa. 

General Automatic Products Corp., Balti- 
more, Md. 

General Electric Co., Bloomfield, N. J. 

Gentle-Flo Co., Clifton Heights, Pa. 

Gerwin Industries, Inc., Michigan City, Ind. 

Grand Island Furnace & Supply Co., Grand 
Island, Nebr. 

Hart & Cooley Mfg. Co., Holland, Mich. 

Independent Register Co., The, Cleveland, 
Ohio 

Jettronaire, Inc., Pittsburgh 10, Pa. 

Lennox Industries, Inc., Marshalltown, 
Iowa 

Lima Register Co., Lima, Ohio 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Mueller Furnace Co., L. J., Milwaukee 15, 
Wisc. 

Premier Furnace Co., Dowagiac, Mich. 

Rossoe Mfg. Co., Seattle, Wash. 

Round Oak Co., Inc., Dowagiac, Mich. 

Smith Co., J. B., Philadelphia, Pa. 

Thermo-Base Div., Michigan City, Ind. 
(Baseboard) 

Titus Mfg. Corp., Waterloo, Iowa 

Tuttle & Bailey, New Britain, Conn. 

Union Asbestos & Rubber Co., Chicago, Ill. 

U. S. Radiator Corp., Detroit, Mich. 

U. S. Register Co., Battle Creek, Mich. 

Vectaire Mfg. Co., Melrose, Mass. 

Ver-Mar Metal Industries, Inc., Centerline, 
Mich. 

Viking Mfg. Corp., Cleveland, Ohio 


Floor 
A&A Register Co., Cleveland 9, Ohio 
A-J Mfg. Co., Kansas City, Mo. 
Air Controls Prods. Inc., Coopersville, Mich. 
Alton Mfg. Co., Dallas 2, Texas 
Auer Register Co., Cleveland 5, Ohio 
Barber-Colman Co., Rockford, TIl. 
Berger Furnace Mfg. Co., Belle Vernon, Pa. 
Chandler Co., Cedar Rapids, Iowa 
Char-Gale Mfg. Co., Anoka, Minn. 
ee Bros. Co., Inc., Philadelphia 32, 
a, 
Gerwin Industries, Inc., Michigan City, Ind. 
Hart & Cooley Mfg. Co., Holland, Mich. 
arent Register Co., The, Cleveland, 
io 


Lennox Industries, Inc., Marshalltown, . 


Iowa 
Lima Register Co., Lima, Ohio 
Louvra Corp., The, Union, N. J. 
Mideo Register Corp., St. Paul 5, Minn. 
Mueller Furnace Co., L. J., Milwaukee 15, 
Wise. 
— Grille & Register Co., Cleveland 4, 
0 
Rock Island Register Co., Rock Island, Ill. 
Round Oak Co., Inc., Dowagiac, Mich. 
Smith Co., J, B., Philadelphia, Pa. 
Titus Mfg. Corp., Waterloo, Iowa 
U, S. Radiator Corp., Detroit, Mich. 
U, 8. Register Co., Battle Creek, Mich. 
Viking Mfg. Corp., Cleveland, Ohio 
York-Shipley, Inc., York, Pa. 


Perimeter 
Poe Register Co., Cleveland, Ohio 
t Controls Prods. Inc., Coopersville, Mich. 


Auer Register Co., Cleveland, Ohio 


Tger Furnace Mfg. Co., Belle Vernon, Pa. . 


ComGale Mfg. Co., Anoka, Minn. 

Coutts Bros. Co., Inc., Philadelphia, Pa. 

Genet © Co., Clifton Heights, Pa. 

Hart . Ind. Inc., Michigan City, Ind. 

mae”, Mfg. Co., Holland, Mich. 
Mo onal Oil Burner Co., St. Louis 10, 


Jettronaire, Inc., Pittsburgh 10, Pa. 
oon, Industries, Inc., Marshalltown, 


Lima Register Co., Lima, Ohio 


eres Metal Specialty Co., Anoka, Minn. 
er Furnace Co., Dowagiac, Mich. 


Smith Co., J. B., Philadelphia, Pa. 
Titus Mfg. Corp., Waterloo, Iowa 

U. S. Register Co., Battle Creek, Mich. 
Vectaire Mfg. Co., Cambridge, Mass. 
Viking Mfg. Corp., Cleveland, Ohio 
York-Shipley, Inc., York, Pa. 


Splitters 


Corbman Bros. Co., Inc., Philadelphia 32, 
Pa. 

Lima Register Co., Lima, Ohio 

Majestic Co., Inec., The, Huntington, Ind. 

Overhead Heaters N. Y., Inc., New York. 
N:“Y; 

U. S. Register Co., Battle Creek, Mich. 


Wall 


A&A Register Co., Cleveland 9, Ohio 

A-J Mfg. Co., Kansas City, Mo. 

Air Controls Prods. Inc., Coopersville, Mich. 
Alton Mfg. Co., Dallas 2, Texas 

Auer Register Co., Cleveland 5, Ohio 


Barber-Colman Co., Rockford, Ill. 
Berger Furnace Mfg. Co., Belle Vernon, Pa. 
Bradley Mfg. Works, David, Bradley, III. 


Chandler Co., Cedar Rapids, Iowa 

Char-Gale Mfg. Co., Anoka, Minn. 

Corbman Bros. Co., Inc., Philadelphia 32, 
Pa. 


Dole Valve Co., Chicago 10, Ill. (Automatic 
type) 

General Electric Co., Bloomfield, N. J. 

Hart & Cooley Mfg. Co., Holland, Mich. 

Hastings Air Conditioning Co., Inc., Hast- 
ings, Nebr. 

Independent Register Co., The, Cleveland, 
Ohio 

Jettronaire, Inc., Pittsburgh 10, Pa. 


Kalamazoo Furnace & Appliance Mfg. Co., 
Kalamazoo, Mich. 


Lima Register Co., Lima, Ohio 
Louvra Corp., The, Union, N. J. 


Midco Register Corp., St. Paul 5, Minn. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Mueller Furnace Co., L. J., Milwaukee 15, 
Wisc. 


National Grille & Register Co., Cleveland 4, 
Ohio 

Radiant-Ray Radiation, Inc., New Britain, 
Conn. 

Rock Island Register Co., Rock Island, Til. 

Round Oak Co., Inc. of Indiana, Dowaglac, 
Mich. 

Smith Co., J. B., Philadelphia, Pa. 

Titus Mfg. Corp., Waterloo, Iowa 

Tuttle & Bailey, New Britain, Conn. 

U. S. Rad. Corp., Detroit 26, Mich. 

U. S. Register Co., Battle Creek, Mich. 

Ver-Mar Metal Industries, Inc., Centerline, 
Mich. 

Viking Mfg. Corp., Cleveland, Ohio 


Instruments 


Advertising Thermometers 


Automatic Devices Co., Inc., Western 
Springs, Ill. 
Marsh Corp., Jas. P., Skokie, Tl. 


Air Velocity 


Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 

Cole Sewell Eng. Co., St. Paul, Minn. 

Defender Instrument & Regulator Co., St. 
Louis, Mo. 

Dewey Gas Furnace Co., Detroit, Mich. 

Dwyer Mfg. Co., F. W., Michigan City, Ind. 

Ellison Draft Gage Co., Chicago 6, Ili. 

Hastings Instr. Co., Hampton, Va. 

Illinois Testing Laboratories, Inc., Chicago 
10, Til. 

Meriam Instrument Co., The, Cleveland 2, 
Ohio 


Air Volume 
Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 
Defender Instrument & Regulator Co., St. 


Louis, Mo. 
Dwyer Mfg. Co., F. W., Michigan City, Ind. 


BUYER'S GUIDE & INDUSTRY DIRECTORY 


.... Instruments 


COz2 Indicating Portable 


Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 

Cole-Sewell Eng. Co., St. Paul 14, Minn. 

Defender Instrument & Regulator Co., St. 
Louis, Mo. 

Dwyer Mfg. Co., F. W., Michigan City, Ind. 

Ellison Draft Gage Co., Chicago 6, IIl. 

General Power Plant Corp., Ossining, N. Y. 

Hays Corp., The, Michigan City, Ind. 

Preferred Utilities Mfg. Corp., New York 23, 
Ne ¥. 

Thermco Laboratories, Michigan City, Ind. 

Victory Eng. Corp., Union, N. J. 


COz2 Indicating, Stationary 


Bacharach Industrial Instrument Co., Pitts- 
burgh, Pa. 

Cleveland Fuel Eqpt. Co., Cleveland 9, Ohio 

Defender Instrument & Regulator Co., St. 
Louis, Mo. 

Dwyer Mfg. Co., F. W., Chicago 12, Ill. 

Hays Corp., The, Michigan City, Ind. 

Preferred Utilities Mfg. Corp., New York 
23, N. Y. 

Thermco Laboratories, Michigan City, Ind. 


; CO2 Recording 


Defender Instrument & Regulator Co., St. 
Louis, Mo. 

Hays Corp., The, Michigan City, Ind. 

Preferred Utilities Mfg. Corp., New York, 
N.Y: 

Thermo Laboratories, Michigan City, Ind. 

Victory Eng. Corp., Union, N. J. 


Combustion Test Sets, Portable 


Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 

Defender Instrument & Regulator Co., St. 
Louis, Mo. 

Dwyer Mfg. Co., F. W., Michigan City, Ind. 

Ellison Draft Gage Co., Chicago 6, Ill. 

General Power Plant Corp., Ossining, N. Y. 

Hays Corp., The, Michigan City, Ind. 

Preferred Utilities Mfg. Corp., New York 
23, N.Y. 

Victory Eng. Corp., Union, N. J. 


Degree-Day Recorder 


Bacharach Industrial Instrument Co., Pitts- 
burgh, Pa. 

Hidy-Brown Recorder Co., Cincinnati, Ohio 

Oakley & Oldfield, Kalamazoo, Mich. 


Dial Thermometers 


A-P Controls Corp., Milwaukee, Wisc. 

Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 

Cole Sewell Eng. Co., St. Paul 14, Minn. 

Defender Instrument & Regulator Co., St. 
Louis, Mo. 

Degree Day Systems, Woodside, N. Y. 

Dwyer Mfg. Co., F. W., Chicago 12, Ill. 

Marsh Corp., Jas. P., Skokie, Tl. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

New York Air Valve Corp., Brooklyn, N. Y. 

Pacific Transducer Corp., Los Angeles 64, 
Calif. 

Preferred Utilities Mfg. Corp., New York 23, 
N. Y 


Rochester Mfg. Co., Inc., Rochester 10, N. Y. 

Sarco Co., Inec., New York 1, N. Y. 

Taylor Instrument Co., Rochester 1, N. Y. 

Weston Electrical Instrument Corp., New- 
ark 5, N. J. 


Draft Indicating 


Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 
Bailey Meter Co., Cleveland 10, Ohio 
Cleveland Fuel Eqpt. Co., Cleveland 9, Ohio 
Cole Sewell Eng. Co., St. Paul 14, Minn. 
Defender Instrument & Regulator Co., St. 
Louis, Mo. 
Dietz Co., Henry, Long Island City, N. Y. 
Dwyer Mfg. Co., F. W., Michigan City, Ind. 
Ellison Draft Gage Co., Chicago 6, Ill. 
General Controls Co., Glendale, Calif. 
General Power Plant Corp., Ossining, N. Y. 
Hastings Instr. Co., Inc., Hampton, Va. 
Hays Corp., The, Michigan City 7, Ind. 
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.... Instruments 


Meriam Instrument Co., The, Cleveland 2, 
Ohio 

Perfex Corp., Milwaukee 7, Wisc. 

Preferred Utilities Mfg. Corp., New York 
ao, ts 2 


Draft Recording 


Bailey Meter Co., Cleveland 10, Ohio 

Defender Instrument & Regulator Co., St. 
Louis, Mo. 

General Controls Co., Glendale, Calif. 

Hastings Instr. Co., Inc., Hampton, Va. 

Hays Corp., The, Michigan City 7, Ind. 


Flow Indicating 


Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 

Bailey Meter Co., Cleveland 10, Ohio 

Bowser, Inc., Ft. Wayne, Ind. 

Defender Instrument & Regulator Co., St. 
Louis. Mo. 

Dwyer Mfg. Co., F. W., Michigan City, Ind. 

General Controls Co., Glendale, Calif. 

Granberg Corp., Oakland, Calif. 

Hastings Instr. Co., Inc., Hampton, Va. 

Hays Corp., The, Michigan City 7, Ind. 

Henzey Co., Watertown, Wisc. 

McDonnell & Miller, Inc., Chicago 18, Il. 

Magnetrol, Inc., Chicago 23, Ill. 

Meriam Instrument Co., The, Cleveland 2, 
Ohio 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

OPW Corp., Cincinnati, Ohio 

Republic Flow Meters Co., Chicago 47, IIl. 

Smith Corp., A. O., Los Angeles 22, Calif. 


Flow Recording 


Bailey Meter Co., Cleveland 10, Ohio 

Bowser, Inc., Ft. Wayne, Ind. 

Defender Instrument & Regulator Co., St. 
Louis, Mo. . 

General Controls Co., Glendale, Calif. 

Granberg Corp., Oakland, Calif. 

Hastings Instr. Co., Inc., Hampton, Va. 

Hays Corp., The, Michigan City 7, Ind. 

King Eng. Corp., Ann Arbor, Mich. 

Master Eqpt. Co., Dayton 1, Ohio 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn, 

Smith Corp., A. O:, Los Angeles 22, Calif. 


High-Low Thermometers 


Barber-Colman Co., Rockford. Il. 

Degree Day Systems, Woodside 77, N. Y. 

Rochester Mfg. Co., Inc.. Rochester 10, N. Y. 

Simpson Electric Co., Chicago, IIl. 

Taylor Instrument Co., Rochester 1, N. Y: 

Weston Electrical Instrument Corp., New- 
ark 5, N. J. 


Humidity Indicating 


Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 

Barber-Colman Co., Rockford. IIl. 

Degree Day Systems, Woodside 77, N. Y. 

Friez Instrument Div., Baltimore 4, Md. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8. Minn. 

Preferred Utilities Mfg. Corp., New York, 
N. Y. 

Walton Laboratories, Inc., Irvington, N. J. 

Weston Electrical Instrument Corp., New- 
ark 5, N. J. 


Humidity Recording 


Barberm-Colman Co., Rockford, Ill. 

Friez Instrument Div., Baltimore 4, Md. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Walton Laboratories, Inc., Irvington, N. J. 

Weston Electrical Instrument Corp., New- 
ark 5, N. J. 


Manometers 


Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 

Cole Sewell Eng. Co., St. Paul 14, Minn. 

Defender Instrument & Regulator Co., St. 
Louis, Mo. 

Dietz Co., Henry, Long Island City, N. Y. 

Dwyer Mfg. Co., F. W., Chicago 12, Ill. 

Ellison Draft Gage Co., Chicago 6, Iil. 

Hastings Instr. Co., Inc., Hampton, Va. 
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King Eng. Corp., Ann Arbor, Mich. 

Liquidepth Indicators, Inc., Long Island 
City, . X. 

Meriam Instrument Co., The, Cleveland 2, 
Ohio 

Preferred Utilities Mfg. Corp., New York, 


Vapor Recovery Systems Co., Compton, 
Calif. 


Pocket Thermometers 


Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. | 

Cole Sewell Eng. Co., St. Paul 14, Minn. 

Marsh Corp.. Jas. P.. Skokie, Il. 

Preferred Utilities Mfg. Corp., New York 
23,.N. Y. 

Rochester Mfg. Co., Inc., Rochester, N. Y. 

Weston Electrical Instrument Corp., New-. 
ark 5, N. J. 


Pressure Indicating 


Bailey Meter Co., Cleveland 10, Ohio 
Cleveland Fuel Eqnt. Co., Cleveland 9, Ohio 
Cole Sewell Eng. Co., St. Paul, Minn. 
Cooper Co., Clark, Palmyra, N. J. 
Dwyer Mfg. Co., F. W., Chicago 12. IIl. 
Ellison Draft Gage Co.. Chicago 6. Ill. 
yeneral Controls Co., Glendale, Calif. 
Hastings Instr. Co., Inc., Hampton, Va. 
Hays Corp., The, Michigan City 7, Ind. 
King Eng. Corp., Ann Arbor, Mich. 
Marsh Corp., Jas. P., Skokie, Ill. 
Meriam Instrument Co., The, Cleveland 2, 
Ohio 
Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 
New York Air Valve Corp.. Brooklyn, N. Y. 
Perfex Corp., Milwaukee 7, Wisc. 
Rochester Mfg. Co., Inc., Rochester 10, N. Y. 
Weston Electrical Instrument Corp., New- 
ark 5, N. J. 


Pressure Recording 


Bailey Meter Co., Cleveland 10, Ohio 

Defender Tnstrument & Regulator Co., St. 
Louis, Mo. 

General Controls Co., Glendale, Calif. 

Hastings Instr. Co.. Inc., Hampton, Va. 

Hays Corp., The, Michigan City 7. Ind. 

Heat-Timer Corp., New York 12, N. Y. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Weston Electrical Instrument Corp., New- 
ark 5, N. J. 


Pyrometers 


Bailey Meter Co., Cleveland 10, Ohio 

Barber-Colman Co., Rockford, Ill. 

Cleveland Fuel Eant. Co., Cleveland 9, Ohio 

Friez Inst. Div., Baltimore, Md. 

General Electric Co., Schenectady, N. Y. 

Illinois Testing Laboratories, Inc., Chicago 
20; Til, 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. ; 

Simpson Electric Co., Chicago, Ill. 

Weston Electrical Instrument Corp., New- 
ark 5, N. J. 


Room Thermometers 


A-P Controls Corp., Milwaukee, Wise. 

Automatic Devices Co., Inec., Western 
Springs, Ill. 

Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 

Barber-Colman Co., Rockford, Ill. 

Degree Day Systems, Woodside, N. Y. 

Friez Inst. Div., Baltimore 4, Md. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 


Temperature Indicating 


Automatic Devices Co., Inc., 
Springs, Ill. 

Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 

Bailey Meter Co., Cleveland 10, Ohio 

Barber-Colman Co., Rockford, Ill. 

Clarkstan Corp.,.Los Angeles 64, Calif. 

Cleveland Fuel Eqpt. Co., Cleveland 9, Ohio 

Cooper Co., Clark, Palmyra, N. J. 

Defender Instrument & Regulator Co., St. 
‘ Louis, Mo. 

Degree Day Systems, Woodside, N. Y. 


Western 





Friez Inst. Div., Baltimore 4, Md. 
General Controls Co., Glendale, Calif. 
Hastings Instr. Co., Inc., Hampton, Va. 
Hays Corp., Michigan City, Ind. 
Heat-Timer Corp., New York 12, N. y, 
Illinois Testing Laboratories, Inc., Chicago 
10, Ill. 
Marsh Corp., Jas. P., Skokie, Ill. 
Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 
Preferred Utilities Mfg. Corp., New York, 
ea 
Rochester Mfg. Co., Inc., Rochester, N, y. 
Sarco Co.. Inc.. New York 1, N. Y. 
Simpson Electric Co., Chicago, Il. 
Victory Eng. Corp., Union, N. J. 
Weston Electrical Instrument Corp., New- 
ark 5, N. J. 


Temperature Recording 


Bacharach Industrial Instrument Co., Pitts. 
burgh 8, Pa. 

Bailey Meter Co., Cleveland 10. Ohio 

Barber-Colman Co., ‘Rockford, Ill. 

Cole Sewell Eng. Co., St. Paul 14. Minn. 

Defender Instrument & Regulator Co., St, 
Louis, Mo. 

General Controls Co., Glendale, Calif. 

Hastings Instr. Co., Inc., Hampton, Va. 

Hays Corp., Michigan City, Ind. 

Heat-Timer Corp.. New York 12, N. Y. 

Friez Instrument Div., Baltimore 4. Md. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Victory Eng. Corp., Union, N. J. 

Weston Electrical Instrument Corp., New- 
ark’ 5. -N;: J. 


Vacuum Indicating 


' Bailey Meter Co., Cleveland 10. Ohio 


Cleveland Fuel Eqpt. Co., Cleveland 9, Ohio 

Defender Instrument & Regulator Co., St. 
Louis, Mo. 

Dwyer Mfg. Corp., F. W., Michigan City, 
Ind. 

Ellison Draft Gage Co., Chicago 6. Jil. 

General Controls Co., Glendale, Calif. 

General Electric Co., Schenectady 5, N. Y. 

Hastings Instr. Co., Inec., Hampton, Va. 

King Eng. Corp., Ann Arbor. Mich. 

Marsh Corp., Jas. P., Skokie, Ill. 

Meriam Instrument Co., The, Cleveland 2. 
Ohio 

New York Air Valve Corp., Brooklyn, N. Y. 

Preferred Utilities Mfg. Corp., New York, 
NM. X. 

Rochester Mfg. Co., Inc., Rochester, N. Y. 


Vacuum Recording 


Bailey Meter Co., Cleveland 10, Ohio 

Defender Instrument & Regulator Co., St. 
Louis, Mo. 

General Controls Co., Glendale, Calif. 

Hastings Instr. Co., Inc., Hampton, Va. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 


Volf-ammeters 
Pyramid Instrument Corp., Lynbrook, N. Y. 


Insulation 


Boiler 
Armstrong Cork Co., Lancaster, Pa. ey 
Babcock & Wilcox Co., New York 17, - 
Carey Mfg. Co., Philip, Cincinnati. Oh a 
Denver Fire Clay Co., The, Denver 17, Colo. 


Eagle-Picher Co., The, Cincinnati 1, Ohio 


General Refractories Co., Philadelphia, Pa. 
Grant Wilson, Inc., Chicago 4, Ill. ri 
Insulating Refractories Co., San ' 

Calif. ‘ NY. 


Johns-Manville Corp., New York 16, 
Keeler Co., E., Williamsport, Pa. 
L-O-F Glass Fibers Co., Toledo, Ohio i. 
Mechanical Steel Tubing Corp., New ’ 
Ni Y. 
Mexico Refractories Co., Mexico, Mo. one 
Nock Fire Brick Co., The, Cincinnati 3, 
Reflectal Corp., Chicago, Il. 
Refractory & Insulation Corp., 
27" 
Sall Mountain Co., Hamilton, Ohio 
Zonolite Co., Chicago 3, Ill. 


New York§, 
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Insulation 





t. 


110 
St. 


fin- 


110 

‘olo. 
Ohio 
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fael, 


fork. 


Ohio 
rk 5, 


Duct 


Armstrong Cork Co., Lancaster Pa. 

Corbman Bros. Co., Inc., Philadelphia 32, 
Pa. 

fagle-Picher Co., The, Cincinnati 1, Ohio 

General Refractories Co., Philadelphia, Pa. 

Grant Wilson, Inc., Chicago 4, Ill. 

Insulation Materials Corp., New York, N. Y. 

Johns-Manville Corp., New York 16, N. Y. 

L-O-F Glass Fibers Co., Toledo, Ohio 

Mechanical Steel Tubing Corp., New York, 
N. Y. 

Mexico Refractories Co., Mexico, Mo. 

Reflectal Corp., New York City, N. Y. 

Refractory & Insulation Corp., New York 5, 
N. Y. 

Sall Mountain Co., Chicago 3, Il. 

all Mountain Co., Hamilton, Ohio 

Zonolite Co., Chicago 3, IIl. 


Firebox, High Temperature 


Armstrong Cork Co., Lancaster, Pa. 

Babeock & Wilcox Co., New York 17, N. Y. 

Carolina Refractories Co., Hartsville, S. C. 

Denver Fire Clay Co., The, Denver 17, Colo. 

Eagle-Picher Co., Cincinnati, Ohio 

Gem Clay Forming Co., The, Sebring, Ohio 

Grant Wilson, Inc., Chicago, Ill. 

Green Fire Brick Co., A. P., Mexico, Mo. 

Insulating Refractories Co., San Rafael, 
Calif. 

Iron-Hide Refractories, Inc.. Matawan, N. J. 

Johns-Manville Corp., New York 16, N. Y. 

Mexico Refractories Co., Mexico, Mo. 

National Fuel Conservation Co., Inc., White 
Plains, N. Y. 

Nock Fire Brick Co., The, Cleveland 3, Ohio 

Peterson Co., B. A., Dowagiac, Mich. 

Preferred Utilities Mfg. Corp., New York, 
N. Y. 

Refractory & Insulation Corp., New York 5, 
N. Y. 

$.0.8. Prods. Co., Ine., Brooklyn 22, N. Y. 

Sall Mountain Co., Hamilton, Ohio 

Sehlitt & Son, Inc., Joseph A, Jersey City 
4,N. J. 

Walsh Refractories Corp., St. Louis 7, Mo. 

Zonolite Co., Chicago 3, Tl. 


House, Bats 


Armstrong Cork Co., Lancaster, Pa. 

Carey Mfg. Co., Philip, Cincinnati, Ohio 
Eagle-Picher Co., The, Cincinnati 1, Ohio 
Johns-Manville Corp.. New York 16, N. Y. 


mens Steel Tubing Corp., New York, 
iY. 


House, Blanket 


Armstrong Cork Co.., Lancaster, Pa. 

Carey Mfg. Co., Philip, Cincinnati, Ohio 
Johns-Manville Corp., New York 16, N. Y. 
L-0-F Glass Fibers, Toledo, Ohio 
es Steel Tubing Corp., New York, 


ay. 


Reflectal Corp., New York City, N. Y. 


House, Blown 


cmatrong Cork Co., Lancaster, Pa. 

mel, ais. Co., Philip, Cincinnati, Ohio 
Sa icher Co., The, Cincinnati 1, Ohio 
- ns-Manville Corp., New York 16, N. Y. 
AMNolite Co., Chicago 3, Ill. 


House, Reflective 
Carey Mfg. Co Th i inci 
? - Co., e Philip, Cincinnati, Ohio 
Grant Wilson, Inc., Chicago 4, Iil. 
© Glass Fibers Co., Toledo, Ohio 
x — Steel Tubing Corp., New York, 


Reflectal Corp., Chicago, Tl. 


P Pipe 

Constant Cork Co., Lancaster, Pa. 
satis’ The Philip, Cincinnati, Ohio 
Pa Tos. Co., Inc., Philadelphia 32, 


cet Plcher Co., The, Cincinnati 1, Ohio 
oe orming Co., The, Sebring, Ohio 

ps son, Inc., Chicago 4, Ill. 

John on Materials Corp., New York, N. ft 
“Manville Corp., New York 16, N.Y. 


L-O-F Glass Fibers Co., Toledo, Ohio 

Nock Fire Brick Co., The, Cleveland 3, Ohio 

Penn Boiler & Burner Mfg. Corp., Lancas- 
ter, Pa. 

Reflectal Corp., New York City, N. Y. 

Refractory & Insulation Corp., New York 5, 
N. Y 


Sall Mountain Co., Chicago 3, III. 
Sall Mountain Co., Hamilton, Ohio 


* Union Asbestos & Rubber Co., Chicago, Ill. 


Zonolite Co., Chicago 3, Ill. 


Sound 


Eagle-Picher Co., The, Cincinnati 1, Ohio 

Grant Wilson, Inc., Chicago 4, Ill. 

Johns-Manville Corp.. New York 16, N. Y. 

L-O-F Glass Fibers Co., Toledo, Ohio 

Refractory & Insulation Corp., Port Ken- 
nedy, Pa. 

Sall Mountain Co., Hamilton, Ohio 

Union Asbestos & Rubber Co., Chicago, Il. 

Zonolite Co., Chicago 3, Ill. 


Tank 


Armstrong Cork Co., Lancaster, Pa. 
Carey Mfg. Co., The Philip, Cincinnati, Ohio 
D. & C. Equipment Co., Hartford, Conn. 
Eagle-Picher Co., The. Cincinnati 1, Ohio 
General Refractories Co., Philadelphia, Pa. 
Grant Wilson, Inc., Chicago 4, Tl. 
Insulating Refractories Co., San Rafael, 
Calif. 
Johns-Manville Corp., New York, N. Y. 
L-O-F Glass Fibers Co., Toledo, Ohio 
Nock Fire Brick Co., The. Cleveland 3, Ohio 
Reflectal Corp., New York City, N. Y. 
Refractory & Insulation Corp., New York 5, 


Sall Mountain Co., Hamilton, Ohio 
Zonolite Co., Chicago 3, IIl. 


Wall-Board, Rigid 


Armstrong Cork Co., Lancaster, Pa. 

Carey Mfg. Co., Philip. Cincinnati. Ohio 

Johns-Manville Corp., New York. N. Y. 

Refractory & Insulation Corp., Port Ken- 
nedy, Pa. 


Wall-Board, Semi-Rigid 


Carey Mfg. Co., Philip, Cincinnati, Ohio 

Johns-Manville Corp., New York, N. Y. 

Nock Fire Brick Co., The, Cleveland 3, Ohio 

Refractory & Insulation Corp., Port Ken- 
nedy, Pa. 

Sall Mountain Co., Hamilton, Ohio 


Mirrors 


Flame Inspection 


Barclay, Inc., Robert, Chicago, Il. 

Delavan Mfg. Co., W. Des Moines, Iowa 

Eddington Metal Specialty Co., Eddington, 
Pa. 

Harsch & Co., H., Maplewood, N. J. 

Preferred Utilities Mfg. Corp., New York, 
ae 

Steinen Mfg. Co., Wm., Newark, N. J. 


Motors, Electric 


Damper 


Acro Mfg. Co., Columbus, Ohio 

Barber-Colman Co., Rockford, Ill. 

Cleveland Fuel Eqpt. Co., Cleveland, Ohio 

Crise Controls Div., Columbus, Ohio 

Dayton Elec. Mfg. Co., Chicago, Ill. 

Fasco Industries, Inc., Rochester 2, N. Y. 

General Controls Co., Glendale, Calif. 

General Electric Co., Schenectady 5, N. Y. 

Heat-Timer Corp., New York, N. Y. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Preferred Utilities Mfg. Corp., New York, 
N. Y. 

Radex Corp., Chicago 14, Ill. 

Soring Div., Schiller Park, Ill. 
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... + Motors 


Westinghouse Electric Corp., Pittsburgh, 
Pa. 


Hot Water Circulator 


Bell & Gossett, Morton Grove, IIl. 

Century Electric Co., St. Louis 3, Mo. 

Dayton Elec. Mfg. Co., Chicago, Ill. 

Delco Prods. Div., Dayton 1, Ohio 

Emerson Electric Mfg. Co., The, St. Louis 
21, Mo. 

Fasco Industries, Inc., Rochester 2, N. Y. 

General Electric Co., Schenectady 5, N. Y. 

Grainger, Inc., W. W., Chicago 12, Ill. 

Marathon Electric Mfg. Corp., Wausau, 
Wisc. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis, Minn. 

Piqua Machine & Mfg. Co., The, Piqua, Ohio 

Radex Corp., Chicago 14, Ill. 

Redmond Co., Inc., Owosso, Mich. 

Silent Flame Mfg. Co., Inc., New York 72, 
W. ¥. 

Small Motors, Inc., Chicago 14, Ill. 

Westinghouse Electric Corp., Lima, Ohio 


Oilburner 


Bogue Electric Mfg. Co., Paterson, N. J. 
Century Electric Co., St. Louis 3, Mo. 
Dayton Elec. Mfg. Co., Chicago, Ill. 
Delco Appliance Div., Rochester, N. Y. 
Delco Prods. Div., Dayton 1, Ohio 
Doerr Electric Corp., Cedarburg, Wisc. 
Electric Motor Development Co., Wickliffe, 
Ohio 
Electro Machines, Inc., Cedarburg, Wisc. 
Emerson Electric Mfg. Co., The, St. Louis 
21, Mo. 
Fasco Industries, Inc., Rochester 2, N. Y. 
General Electric Co., Ft. Wayne, Ind. 
General Electric Co., Schenectady 5, N. Y. 
Grainger, Inc., W. W., Chicago 12, Ill. 
HomEase Prods. Div., Inc., Paterson, N. J. 
Hoover Co., Kingston-Colney Div., No. 
Plainfield, N. J. 
Iron Fireman Electronics Div., Portland, 
Ore. 
Iron Fireman Mfg. Co., Cleveland, Ohio 
Marathon Electric Mfg. Corp., Wausau, 
Wisc. 
Marco Industries, Inc., Depew, N. Y. 
Mar-Coil Heater Co., Union City, N. J. 
Ohio Electric Mfg. Co., Cleveland 4, Ohio 
Packard Electric Div., Warren, Ohio 
Piqua Machine & Mfg. Co., The, Piqua, Ohio 
Radex Corp., Chicago 14, Ill. 
Ray Oil Burner Co., San Francisco 12, Calif. 
Small Motors, Inc., Chicago 14, Ill. 
Universal Electric Co., Owosso, Mich. 
Westinghouse Electric Corp., Lima, Ohio 
Westinghouse Electric Corp., Pittsburgh 30, 
Pa. 


Warm Air Blower 


Century Electric Co., St. Louis 3, Mo. 

Corbman Bros. Co., Inc., Philadelphia 32, 
Pa. 

Dayton Electric Mfg. Co., Chicago, Ill. 

Delco Appliance Div., Rochester, N. Y. 

Delco Prods. Div., Dayton 1, Ohio 

Doerr Electric Corp., Cedarburg, Wisc. 

Emerson Electric Mfg. Co., The, St. Louis 
21, Mo. 

Fasco Industries, Inc., Rochester 2, N. Y. 

General Electric Co., Schenectady 5, N. Y. 

Grainger, Inc., W. W., Chicago 12, Ill. 

Hoover Co., No. Plainfield, N. J. 

Iron Fireman Electronics Div., Portland, 
Ore. 

Iron Fireman Mfg. Co., Cleveland, Ohio 

Marathon Electric Mfg. Corp., Wausau, 
Wisc. 

Marco Industries, Inc., Depew, N. Y. 

Ohio Electric Mfg. Co., Maple Hts., Ohio 

Packard Electric Div., Warren, Ohio 

Peerless Electric Co., The, Warren, Ohio 

Radex Corp., Chicago 14, Ill. 

Ray Oil Burner Co., San Francisco 12, Calif. 

Redmond Co., Inc., Owosso, Mich. 

Small Motors, Inc., Chicago 14, Ill. 

Smith Corp., A. O., Los Angeles 22, Calif. 

Soreng Div., Schiller Park, Ill. 

Universal Electric Co., Owosso, Mich. 

Westinghouse Electric Corp., Pittsburgh, 
Pa. 
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Atomizing Heavy Oil 
Delavan Mfg. Co., W. Des Moines, Iowa 
Eclipse Fuel Eng. Co., Rockford, Ill. 
Fano-Flame Oil Burner Co., Huntington 
Park, Calif. 
.,.Hammel Oil Burning Eqpt. Co., Providence, 
FAR I: 


$ 


“““Tfarsh & Co., H., Maplewood, N. J. 


Lammert & Mann Co., Chicago 12, Ill. 

Leahy Mfg. Co., Los Angeles 21, Calif. 

Monarch Mfg. Works, Inc., Philadelphia 34, 
Pa. 

National Airoil Burner Co., Philadelphia 
34, Pa. 

Ray Oil Burner Co., San Francisco 12, Calif. 

Renneburg & Sons Co., Edw., Baltimore 24, 
Md. 

Steinen Mfg. Co., Wm., Newark 5, N. J. 


Atomizing Light Oil 
Balloffet Nozzle Co., Inc., Guttenberg, N. J. 
Boston Machine Works Co., Lynn, Mass. 
Century Eng. Corp., Cedar Rapids, Iowa 
Delavan Mfg. Co., W. Des Moines, Iowa 
Eclipse Fuel Eng. Co., Rockford, Til. 
Eddington Metal Specialty Co., Eddington, 
Pa. 
Fano-Flame Oil Burner Co., Huntington 
Park, Calif. 
Hago Prods., Mountainside, N. J. 
Harsch & Co., H., Maplewood, N. J. 
Harvey, Inc., Sid, Valley Stream, N. Y. 
Huss Oil Burner Accessories Corp., The, 
Bantam, Conn. 
Kopp Nozzle, Maplewood, N. J. 
Monarch Mfg. Works, Inc., Philadelphia 34, 
Pa. 
National Airoil Burner Co., Philadelphia, 
P 


a. 
Oil Eqpt. Laboratories, Inc., Elizabeth 4, 
N. J 


Petro, Cleveland 11, Ohio 

Ray Oil Burner Co., San Francisco 12, Calif. 

Renneburg & Sons Co., Edw., Baltimore 24, 
Md 


Steinen Mfg. Co., Wm., Newark 5, N. J. 

Sussex Nozzle Co., Morristown, N. J. 

Ultra Metal Utilities Corp., Long Island 
City 2, N. Y. 

Weatherhead Co., The, Cleveland 8, Ohio 


Atomizing Water 

Century Engineering Corp., Cedar Rapids, 
Iowa 

Delavan Mfg. Co., W. Des Moines, Iowa 

Eddington Metal Specialty Co., Eddington, 
Pa. 

Harsch & Co., H. Maplewood, N. J. 

Huss Oil Burner Accessories Corp., The, 
Bantam, Conn. 

Maid-O-Mist, Inc., Chicago 41, Tl. 

— Mfg. Works, Inc., Philadelphia 34, 


a. 
Rega Mfg. Co., Rochester 20, N. Y. 
Steinen Mfg. Co., Wm., Newark 5, N. J. 
Weatherhead Co., The, Cleveland 8, Ohio 


Extractors 
Boston Machine Works Co., Lynn, Mass. 


Oil Delivery 


Allied Tank Truck Equipment Co., Phila- 
delphia 3, Pa. 
Ardmore Prods., Chicago, Ill. 


Bowser, Inc., Ft. Wayne, Ind. 
Buckeye Iron & Brass Works, Dayton 1, 
Ohio 


Carlyle Rubber Co., Inc., New York, N. Y. 
Gasoline & Oil Eqpt. Co., New Haven, Conn. 
Goodall Rubber Co., Trenton 4, N. J. 


McDonald Mfg. Co., A. Y., Dubuque, Iowa 
Mechanical Prods. Co., Seattle 4, Wash. 
Milwaukee Valve Co., Milwaukee 7, Wisc. 


OPW Corp., Cincinnati, Ohio 
Philadelphia Valve Co., Philadelphia 34, Pa. 


aig City Iron Works, Inc., Philadelphia 

. Pa. 

Sharpsville Steel Fabricators, Sharpsville, 
P 


a. 

Steinen Mfg. Co., Wm., Newark 5, N. J. 
Tokheim Corp., Fort Wayne, Ind. 
Universal Valve Co., Elizabeth, N. J. 
Wheaton Brass Works, Union, N. J. 
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... + Oil Delivery 


Service Kits 


Barclay, Inc., Robert, Chicago, Ill. 
Boston Machine Works Co., Lynn, Mass. 


Delavan Mfg. Co., W. Des Moines, Iowa 


Eddington Metal Specialty Co., Eddington, 
Pa. 


Harsch & Co., H., Maplewood, N. J. 
Harvey, Inc., Sid, Valley Stream, N. Y. 


Kingsley Mfg. Co., Inc., New Haven, Conn. 

Kinsley Burner & Machine Co., Providence, 
ae & 

Steinen Mfg. Co., Wm., Newark 5, N. J. 


Oil Delivery 


Automatic Systems 


Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 

Bowser, Inc., Ft. Wayne, Ind. 

Degree Day Systems, Woodside, N. Y. 

Hidy-Brown Recorder Co., Cincinnati, Ohio 

Kol-Master Corp., Oregon, IIl. 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

Measurement Methods Co., Evanston, Ill. 

Rockwell Mfg. Co., Pittsburgh, Pa. 

Scully Signal Co., Melrose, Mass. 


Emergency Valves 


Automatic Switch Co., Orange, N. J. 

Betts Machine Co., Warren, Pa. 

Buckeye Iron & Brass Works, Dayton, Ohio 
McDonald Mfg. Co., A. Y., Dubuque, Iowa 
OPW Corp., Cincinnati, Ohio 

Philadelphia Valve Co., Philadelphia, Pa. 
Wheston Brass Works, Union, N. J. 


Flexible Shaft Drives 
Stow Mfg. Co., Binghamton, N. Y. 


Hose 


Allied Tank Truck Eqpt. Co., Philadelphia 
30, Pa. 


Bowser, Inc., Ft. Wayne, Ind. 
Brown Oil Burning Eqpt. Co., Cambridge 
39, Mass. 


Carlyle Rubber Co., Inc., New York 7, N. Y. 


Electric Hose & Rubber, Wilmington 99, 
Del. 
Erie Meter Systems, Erie 6, Pa. 


Gasoline & Oil Eqpt. Co., New Haven, 
Conn. 

Goodall Rubber Co., Trenton 4, N. J. 

Goodrich Co., B. F., Akron, Ohio 

Goodyear Tire & Rubber Co., Akron, Ohio 

Hall Equipment Co., Quincy, Mass. 

Hamilton Rubber Mfg. Corp., Trenton 3, 
N. J. 

Hewitt-Robins, Inc., Stamford, Conn. 

International Metal Hose Co., Cleveland 3, 
Ohio 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

Metal Hose & Tubing Co., Dover, N. J. 

Moore & Kling, Inc., Boston 10, Mass. 

Packless Metal Hose, Inc., New Rochelle, 
NY, 

Quaker Rubber Corp., Philadelphia 24, Pa. 

Southern Tank & Mfg. Inc., Owensboro, 
Ky. 

U. S. Rubber Co., New York 20, N. Y. 


Hose Line Couplings 


Carlyle Rubber Co., Inc., New York 7, N. Y. 

Ever-Tite Coupling Co., Inc., New York 19, 
MY. 

Hamilton Rubber Mfg. Corp., Trenton 3, 
N.. g. 

Hewitt-Robins, Inc., Stamford, Conn. 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

Mead Cornell & Co., Cleveland 7, Ohio 

Milwaukee Valve Co., Milwaukee, Wisc. 

OPW Corp., Cincinnati, Ohio 

Packless Metal Hose, Inc., New Rochelle, 
WW. 

Plastic Appliance Co., Philadelphia, Pa. 

Scovill Mfg. Co., Waterbury, Conn. 

Universal Valve Co.; Elizabeth, N. J. 


Hose Nozzles 


‘Allied Tank Truck Eqpt. Co., Philadelphia 
, Fa, 
Bowser, Inc., Ft. Wayne, Ind. 


Buckeye Iron & Brass Works, Dayton 1 
Ohio : 
Carlyle Rubber Co., Inc., New York 17, N, y 
Erie Meter Systems, Inc., Erie 6, Pa, 
Gasoline & Oil Eqpt. Co., New Haven, Conp, 
Goodall Rubber Co., Trenton 4, N. J. 
Hall Equipment Co., Quincy, Mass. 
McDonald Mfg. Co., A. Y., Dubuque, Iowg, 
Milwaukee Valve Co., Milwaukee 7, Wise, 
Moore & Kling, Inc., Boston, Mass. 
Morrison Bros, Dubuque, Iowa 
OPW Corp., Cincinnati, Ohio 
Philadelphia Valve Co., Philadelphia 34, Pa 
Quaker City Iron Works, Inc., Philadelphia 
34, Pa. 
Scully Signal Co., Melrose, Mass. (Spouts) 
Southern Tank & Mfg., Inc., Owensboro, 
Ky. 
Tokheim Corp., Ft. Wayne, Ind. 
Universal Valve Co., Elizabeth, N. J. 
Wheaton Brass Works, Union, N. J. 


Hose Reels, Hand 


Allied Tank Truck Eqpt. Co., Philadelphia 
30, Pa. 

American Steel Works, Kansas City, Mo, 

Ardmore Prods. Div., Chicago 12, Il. 

Bowser, Inc., Ft. Wayne, Ind. 

Columbian Steel Tank Co., Kansas City 1, 
Mo. 

Erie Meter Systems, Inc., Erie 6, Pa. 

Gasoline & Oil Eqpt. Co., New Haven, Conn. 

Hannay & Son, Inc., Clifford B., Westerlo, 
i ae 

Moore & Kling, Inc., Boston, Mass. 

Morrison Bros., Dubuque, Iowa 

Owosso Tank Co., Owosso, Mich. 

Peerless Trailer & Truck Service, Inc., Port- 
land, Ore. 


. Philadelphia Valve Co., Philadelphia 3, Pa. 


Progress Mfg. Co., Inc., Arthur, II. 

Quaker City Iron Works, Inc., Philadelphia 
34, Pa. 

Southern Tank & Mfg., Inc., Owensboro, 
Ky. 


Hose Reels, Power 


Allied Tank Truck Eqpt. Co., Philadelphia 
34, Pa. 
American Steel Works, Kansas City, Mo. 
Ardmore Prods. Div., Chicago 12, Ill. 
Boston Steel & Mfg. Co., Malden, Mass. 
Bowser, Inc., Ft. Wayne, Ind. 
Columbian Steel Tank Co., Kansas City 1, 
Mo. 
Erie Meter Systems, Inc., Erie 6, Pa. 
Gasoline & Oil Eqpt. Co., New Haven, Conn. 
Hall Equipment Co., Quincy, Mass. 
Hannay & Son, Inc., Clifford B., Westerlo, 
rst s 
Moore & Kling, Inc., Boston, Mass. 
Owosso Tank Co., Owosso, Mich. 


Peerless Trailer & Truck Service, Inc., Port 
land, Ore. 

Philadelphia Valve Co., Philadelphia %, Pa. 

Power Reels, Inc., Buffalo 22, N. Y. 

Progress Mfg. Co., Inc., Arthur, Ill. 


Quaker City Iron Works, Inc., Philadelphia 
34, Pa. 

Southern Tank & Mfg., Inc., Owensboro, 
Ky. 

Wishman Co., R. H., Buffalo 9, N. Y. 


Joints, Swing 


Barco Mfg. Co., Barrington, Ill (Swivel & 
Ball) 

Buckeye Iron & Brass Works, Dayton } 
—— Ohio 

Central Brass Mfg. Co., Cleveland 27, 

Milwaukee Valve Co., Milwaukee, Wise. 

Moore & Kling, Inc., Boston, Mass. 

OPW Corp., Cincinnati, Ohio 


Loaders, Tank Truck 


Buckeye Iron & Brass Works, Dayt? 1 
Ohio 

Butler Mfg. Co., Kansas City, Mo. 

McDonald Mfg. Co., A. Y., Dubuque, 

Moore & Kling, Inc., ~ Mass. 

OPW Corp., Cincinnati, 0 

Oil Equipment Mfg. Co., Inc., Louisville 
Ky. 

Wheaton Brass Works, Union, N. J 
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Oil Delivery 


Loading Rack Equipment 
Buckeye Iron & Brass Works, Dayton 1, 
hio 
wae Mfg. Co., Kansas City, Mo. 
Gilbert & Barker Mfg. Co., West Springfield, 


omnes Corp., Oakland, Calif. 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 
Moore & Kling, Inc., Boston, Mass. 

OPW Corp., Cincinnati, Ohio 

Rockwell Mfg. Co., Pittsburgh 8, Pa. 
Wheaton Brass Works, Union, N. J. 


Manifold Valves 


Betts Machine Co., Warren, Pa. 

Buckeye Iron & Brass Works, Dayton 1, 
hio 

Count Brass Mfg. Co., Cleveland, Ohio 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

Milwaukee Valve Co., Milwaukee, Wisc. 

Philadelphia Valve Co., Philadelphia, Pa. 

Wheaton Brass Works, Union, N. J. 


Meters 


Allied Tank Truck Eqpt. Co., Philadelphia 
30, Pa. 

Bowser, Inc., Ft. Wayne, Ind. 

Ralph N. Brodie Co., Inc., San Leandro, 
Calif. 

Columbian Steel Tank Co., Kansas City, Mo. 

Gasoline & Oil Eqpt. Co., New Haven, Conn. 

Gould Oil Burner Co., Boston, Mass. 

Granberg Corp., Oakland, Calif. 

Hall Equipment Co., Quincy, Mass. 

Moore & Kling, Inc., Boston, Mass. 

Neptune Meter Co., New York 20, N. Y. 

Preferred Utilities Mfg. Corp., New York, 
N. Y. 

Rockwell Mfg. Co., Pittsburgh, Pa. 

Smith Corp., A. O., Los Angeles 22, Calif. 

Southern Tank & Mfg., Inc., Owensboro, 
Ky. 

Tokheim Corp., Ft. Wayne, Ind. 


Motor Control at Nozzle 
Scully Signal Co., Cambridge 4, Mass. 


Power Take-Offs 
a ag Truck. Eqpt. Co., Philadelphia 
, Pa. 
American Steel Works, Kansas City, Mo. 
Bowser, Inc., Ft. Wayne, Ind. 
Chelsea Prods., Inc., Chelsea, Mich. 
Columbian Steel Tank Co., Kansas City, Mo. 
Gasoline & Oil Eqpt. Co., New Haven, Conn. 
bi City Iron Works, Inc., Philadelphia 
, Pa, 


Philadelphia Valve Co., Philadelphia, Pa. 
re Tank & Mfg., Inc., Owensboro, 


y. 
Stow Mfg. Co., Binghamton, N. Y. 


Quick Couplings 
ae Iron & Brass Works, Dayton 1, 
0 


og Coupling Co., Inc., New York, 


MeDonald Mfg. Co., A. Y., Dubuque. Iowa 
oanmee Valve Co., Milwaukee, Wisc. 
oun Corp., Cincinnati, Ohio 
adelphia Valve Co., Philadelphia 34, Pa. 
Some Appliance Co., Philadelphia, Pa. 

ly Signal Co., Melrose, Mass. 

‘aton Brass Works, Union, N. J. 


Separators, Water 


Tokheim Co: 
rp., Ft. Wayne, Ind. 
Warner Lewis Co., Tulsa, Okla. 


pe Throttle Control 
Pi Throttle Control, Raynham, Mass. 


lly Signal Co., Melrose, Mass. 
F Ticket Printers 
1 
open Truck Eqpt. Co., Philadelphia 


Tr, Inc., Ft, Wayne, Ind 
Ralph. Brodie Co., Inc., San Leandro, 


one Systems, Inc., Erie, Pa. 
Corp., Oakland Calif. 


Hall Equipment Co., Quincy, Mass. 

Moore & Kling, Inc., Boston, Mass. 

Neptune Meter Co., New York 20, N. Y. 

Rockwell Mfg. Co., Pittsburgh, Pa. 

Smith Corp., A. O., Los Angeles 22, Calif. 

Southern Tank & Mfg., Inc., Owensboro, 
Ky. 

Tokheim Corp., Ft. Wayne, Ind. 


Tight Connections 


Allied Tank Truck Eqpt. Co., Philadelphia 
30, Pa. 

Buckeye Iron & Brass Works, Dayton 1, 
Ohio 

Ever-Tite Coupling Co., Inc., New York, 
N. Y 


Gasoilair Eqpt. Co., New Haven, Conn. 

Gilbert & Barker Mfg. Co., West Spring- 
field, Mass. 

Kingsley Mfg. Co., New Haven, Conn. 

Moore & Kling, Boston, Mass. 

OPW Corp., Cincinnati, Ohio 

Philadelphia City Iron Works, Inc., Phila- 
delphia 34, Pa. 

Plastic Appliance Co., Philadelphia, Pa. 

Quaker City Iron Works, Inc., Philadelphia 
34, Pa. 

Scully Signal Co., Melrose, Mass. 

Southern Tank & Mfg., Inc., Owensboro, 
Ky. 


Truck Axles 


Eaton Mfg. Co., Cleveland 10, Ohio 
Trucksteil Co., The, Cleveland, Ohio 


Truck Brakes 


Power Equipment Co., Kansas City, Mo. 
(Hydraulic & Emergency) 


Truck Chassis 


Autocar Co., Ardmore, Pa. 

Chevrolet Motor Div., Detroit 2, Mich. 

Decker Bros., Hawthorne, N. J. 

Dodge Div., Detroit 31, Mich. 

Ford Div., Dearborn, Mich. 

G.M.C. Truck & Coach Div., Pontiac 11, 
Mich. . 

Mack Motor Truck Corp., New York 1, N. Y. 

Reo Motors, Inc., Lansing, Mich. 

White Motor Co., Cleveland 1, Ohio 


Truck Tanks 


Allied Tank Truck Eqpt. Co., Philadelphia 
30, Pa. 

American Steel Works of Kansas, Wichita 
4, Kans. 

Bilings, Inc., Bronx 59, N. Y. 

Boston Steel & Mfg. Co., Malden, Mass. 

Brown Steel Tank Co., Minneapolis 14, 
Minn. 

Butler Mfg. Co., Kansas City 26, Mo. 

Columbian Steel Tank Co., Kansas City 1, 
Mo. 

D. & C. Eqpt. Co., Hartford 1, Conn. 

Decker Bros., Hawthorne, N. J. 

Farrell Mfg. Co., Joliet, Il. 

Fruehauf Trailer Co., Detroit 32, Mich. 

Gary Carolina Co., Rocky Mount, N. C. 

Gasoline & Oil Eqpt. Co., New Haven, Conn. 

Hall Equipment Co.,; Quincy, Mass. 

Heil Co., The, Milwaukee 1, Wisc. 

Kaustine Furnace & Tank Corp., Perry, 
WN; X: 

Kennedy Tank & Mfg. Co., Inc., Indianap- 
olis, Ind. 

Moore & Kling, Inc., Boston, Mass. 

Morrison Bros Co., Dubuque, Iowa 

Niles Steel Tank Co., Niles, Mich. 

Owosso Tank Co., Owosso, Mich. 

Peerless Trailer & Truck Service, Inc., Port- 
land 14, Ore. 

Pennsylvania Furnace & Iron Co., Warren, 
Pa. 

Philadelphia Valve Co., Philadelphia 34, Pa. 

Progress Mfg. Co., Inc., Arthur, Ill. 

Quaker City Iron Works, Inc., Philadelphia 
34, Pa. 

Sharpsville Steel Fabricators, Inc., Sharps- 
ville, Pa. 

Southern Tank & Mfg. Co., Owensboro, Ky. 

Trailmobile Co., Cincinnati, Ohio 

Triangle Tank Div., Inc., Brooklyn 22, N. Y. 
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.... Pipe, Fittings 


Paint 


Touch Up 


Champion Bronze Powder & Paint Co., Chi- 
cago 12, Ill. 

Minit Spray Corp., Chicago 54, Ill. 

Sheffield Bronze Paint Corp., Cleveland 9, 
Ohio 


Pipe & Fittings 
Aluminum 


American Brass Co., Waterbury, Conn. 

Brown Oil Burning Eqpt. Co., Cambridge 
39, Mass. 

Buckeye Iron & Brass Works, Dayton 1, 
Ohio 

Ever-Tite Coupling Co., Inc., New York 19, 
i. ihe 


Leggitt Co., S. H., Marshall, Mich. 
OPW Corp., Cincinnati, Ohio 
Reliance Tubular Prods. Co., Cleveland 8, 
Ohio 
=a Copper & Brass, Inc., New York 17, 
¥. 


Specialty Sheet Metal Mfg. Co., Chicago, Ill. 
Universal Brass Corp., Arlington, N. J. 
Viking Mfg. Corp., Cleveland, Ohio 

Wayne Brass Co., Inc., Ft. Wayne, Ind. 
Weatherhead Co., The, Cleveland 8, Ohio 
Wolverine Tube Div., Detroit 26, Mich. 


Brass 


American Brass Co., Waterbury 20, Conn. 

Anderson Brass Co., Detroit 8, Mich. 

Best Brass Co., Marshall, Mich. 

Buckeye Iron & Brass Works, Dayton 1, 
Ohio 

Burn-Rite Products Co., Yonkers, N. Y. 

C-S Brass Mfg. Co., Woodside, N. Y. 

Capitol Mfg. & Supply Co., The, Columbus, 
Ohio 

Chase Brass & Copper Co., Waterbury 20, 
Conn. 

Couplings Co., Chicago 16, Ill. 

Crane Co., Chicago 40, Ill. 

Ever-Tite Couplings Co., Inc., New York, 
Nick. 

Grinnell Co., Inc., Providence 1, R. I. 

Imperial Brass Mfg. Co., Chicago, Ill. 

Leggitt Co., S. H., Marshall, Mich. 

Lincoln Brass Works, Detroit 16, Mich. 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

Madden Brass Products Co., Aurora, Ill. 

OPW Corp., Cincinnati, Ohio 

Reading Tube Corp., New York 1, N. Y. 

Reliance Tubular Prods. Co., Cleveland 8, 
Ohio 

Revere Copper & Brass, Inc., New York 17, 
Nw. ¥ 


Scovill Mfg. Co., Waterbury, Conn. 

Span Brass Mfg. Co., Inc., Otsego, Mich. 

Triplex Heating Specialty Co., Inc., Peru, 
Ind. 

Wayne Brass Co., Inc., Ft. Wayne, Ind. 

Weatherhead Co., The. Cleveland 8, Ohio 

Wolverine Tube Div., Detroit 26, Mich. 


Cast Iron 


Buckeye Iron & Brass Works, Dayton 1, 
Ohio 

Burn-Rite Products Co., Yonkers, N. Y. 

Crane Co., Chicago 5, Ill. 

Grinnell Co., Inc., Providence 1, R. I. 

Mel Gauge Co., E. Haven, Conn. 

OPW Corp., Cincinnati, Ohio 

O’Halloran Industries, Detroit 4, Mich. 

Triplex Heating Specialties Co., Inc., Peru, 
Ind. 


Copper Tube, Flexible 


American Brass Co., Waterbury 20, Conn. 

Chase Brass & Copper Co., Inc., Waterbury 
20, Conn. . 

Couplings Co., Chicago 16, Ill. 

Crane Co., Chicago, Ill. 

Grinnell Co., Inc., Providence 1, R. I. 

Imperial Brass Mfg. Co., The, Chicago 7, Ill. 

Leggitt Co., S. H., Marshall, Mich. 

Madden Brass Products Co., Aurora, Ill. 
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.... Pipe, Fittings 


Reading Tube Corp., New York 1, N. Y. 

Reliance Tubular Prod. Co., Cleveland 8, 
Ohio 

Revere Copper & Brass, Inc., New York 17, 
N. Y 


Wayne Brass Co., Inc., Ft. Wayne, Ind. 


Copper Tube, Rigid 


American Brass Co., Waterbury 20, Conn. 

Chase Brass & Copper Co., Waterbury 20, 
Conn. 

Grinnell Co., Inc., Providence 1, R. I. 

Guardian Prod. Corp., Michigan City, Ind. 

Imperial Brass Mfg. Co., The, Chicago, IIl. 

Leggitt Co., S. H., Marshall, Mich. 

Reading Tube Corp., New York 1, N. Y. 

Reliance Tubular Prod. Co., Cleveland 8, 
Ohio 

Revere Copper & Brass, Inc., New York 17, 
N. Y 


Scovill Mfg. Co., Waterbury, Conn. 
Wayne Brass Co., Inc., Ft. Wayne, Ind. 
Weatherhead Co., The, Cleveland 8, Ohio 
Wolverine Tube Div., Detroit 26, Mich. 


Covering 


Armstrong Cork Co., Lancaster, Pa. 

Carey Mfg. Co., The Philip, Cincinnati, Ohio 
Grant Wilson, Inc., Chicago, Ill. 
Johns-Manville Corp., New York 16, N. Y. 
Union Asbestos & Rubber Co., Chicago, Ill. 


Insulation 


Armstrong Cork Co., Lancaster, Pa. 

Carey Mfg. Co., The Philip, Cincinnati, Ohio 

Carlyle Rubber Co., Inc., New York 7, N. Y. 

Corbman Bros. Co., Inc., Philadelphia, Pa. 

Grant Wilson, Inc., Chicago, Tll. 

Johns-Manville Corp., New York 16, N. Y. 

L-O-F Glass Fibers Co., Toledo. Ohio 

Refractory & Insulation Corp., New York 5, 
...X- 

Sall Mountain Co., Hamilton, Ohio 

Union Asbestos & Rubber Co., Chicago, Ill. 

Zonolite Co., Chicago 3, Ill. 


Joint Compound 


Buckeye Iron & Brass Works, Dayton 1, 
Ohio 

Carey Mfg. Co., The Philip, Cincinnati, Ohio 

Crane Co., Chicago 40, III. 

Crane Packing Co., Chicago 13, IIl. 

Grinnell Co., Inc., Providence 1, R. I. 


- Hercules Chemical Co., Inc., New York 13, 


N. Y. 
Johns-Manville Corp., New York 16, N. Y. 
Key Co., E. St. Louis. Mo. 
Lake Chemical Co., Chicago 12, Ill. 
Leggitt Co., S. H., Marshall, Mich. 
Preferred Utilities Mfg. Corp., New York 
23,.N. Y. 
Rector Well Eqpt. Co., Inc., Houston 2, 
Texas 
S.0.S. Prods. Co., Inc., Brooklyn 22, N. Y. 
Sunshine Chemical Co., Inc., John, Chicago 
Weatherhead Co., The, Cleveland 8, Ohio 


Plastic 


Dow Chemical Co., Midland, Mich. 

Goodrich Co., B. F., Akron, Ohio 

Hamilton Rubber Mfg. Corp.; Trenton 3, 
a 

Imperial Brass Mfg. Co., The, Chicago 7, 
Til. 


Steel 
Babcock & Wilcox Co., The, New York 17, 
N. Y 


Beall Pipe & Tank Corp., Portland 3, Ore. 

Capitol Mfg. & Supply Co., Columbus, Ohio 

Crane Co., Chicago 40, Ill. 

Crucible Steel Co. of America, Pittsburgh, 
Pa. 

Excelsior Steel Furnace Co., The, Chicago 
6, Ill. 

Grinnell Co., Inc., Providence 1, R. I. 

O’Halloran Inds., Detroit 4, Mich. 

Trent Tube Co., East Troy, Wisc. 

Wayne Brass Co., Inc., Ft. Wayne, Ind. 

Weatherhead Co., The, Cleveland 8, Ohio 

Wolverine Tube Div., Detroit 26, Mich. 


Wrought Iron 


Grinnell Co., Ine., Providence 1, R. I. 
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Preheaters, Oil 
Electric 


Ace Eng. Co., Chicago 8, Ill. 

Anthony Co., Long Island City 1, N. Y. 

Billow Corp., Chicago 6, Ill. 

Brown Fintube Corp., Elyria, Ohio 

Eclipse Fuel Eng. Co., Rockford, Ill. 

Electro-Therm, Inc., Silver Spring, Md. 

Falcon Eqpt. Co., New Brighton, Pa. 

Fluid Systems, Inc., New Haven, Conn. 

Gabriel Boiler & Fabrication Co., Portland 
9, Ore. 

Hauck Mfg. Co., Brooklyn 15, N. Y. 

Hayden Heater Co., Inc., Easton, Md. 

Industrial Eng. & Equip Co., Inc., St. Louis, 
Mo. 

Instrument Laboratory, Inc., Seattle, Wash. 

Lancaster Heat Transfer Co., Inc., Brook- 
lyn. N. Y. 

Preferred Utilities Mfg. Corp., New York 
25° iN SX. 

Simplex Oil Htg. Corp., Philadelphia 11, Pa. 

Sternaman Oil & Supply Co., Chicago, Ill. 

Todd Shipyards Corp., Elmhurst, N. Y. 

Trent, Inc., Philadelphia 27, Pa. 

Vulcan Electric Co., Danvers, Mass. 

Wells Mfg. Co., San Francisco 3, Calif. 

Westinghouse Electric Corp., Industrial 
Heating Div., Meadvifle, Pa. 

Wiegand Co., Edwin L., Pittsburgh 8, Pa. 

Woolley Co., E. L.. Pawtucket, R. I. 


Gas Fired 


Brown Fintube Co., Elyria, Ohio 

Davis Eng. Corp., New York 20, N. Y. 
Northern Fuel Control, Minneapolis, Minn. 
Water Tube Boiler & Tank Co., Chicago, Ill. 


Hot Water (Under the Water Line) ‘ 


Alstrom Corp.. New York 60. N. Y. 

American District Steam Div., N. Tona- 
wanda, N. Y. 

American Tube Prods. Inc., Natick, R. I. 

Anthony Co., Long Island City 1, N. Y. 

Bell & Gossett Co., Morton Grove, III. 

Bernstrom, Inc., C. R., Providence, R. I. 

Chalmers Oil Burner Co., Minneapolis, 
Minn. 

Crotty Mfg. Co., Flushing, N. Y. (Water 
Wall) 

Davis Eng. Corp.. New York 33, N. Y. 

Gabriel Boiler & Fabrication Co., Portland 
9, Ore. 

General Fittings Co., Providence 5, R. I. 

Hammel Oil Burning Eqpt. Co., Providence, 
ih a 

Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y. 

Lancaster Heat Transfer Co., Inc., Brook- 
lyn, N. Y. 

Manning & Lewis Eng. Co., Newark 4, N. J. 

Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 

Norman Chemical Co., St. Paul, Minn. 

Northern Fuel Control, Minneapolis, Minn, 

Patterson-Kelley Co., Inc., The, E. Strouds- 
burg, Pa. 

Preferred Utilities Mfg. Corp., New York 
23, N.Y. 

Rempe Co., Chicago 12, Ill. 

Richmond Eng. Co., Inc., Richmond, Va. 

Simplex Oil Htg. Corp., Philadelphia 11, Pa. 

Slant-Fin Radiator Corp., Richmond Hill, 
sR. 36 

Staffco Eng. Co., Chicago 38, IIl. 

Superior Combustion Industries, Inc., New 
York, N. Y. 

Taco Heaters, Inc., Cranston, R. I. 

Thrush & Co., H. A., Peru, Ind. 

Water Tube Boiler & Tank Co., Chicago, IIl. 

Westinghouse Industrial Heating Dept., 
Meadville, Pa. 

Yula Water Heaters, Inc., New York, N. Y. 


Jacketed Pipe & Fittings 
Parks-Cramer Co., Fitchburg, Mass. 


Non-Contaminating 


Alstrom Corp., New York 60, N. Y. 

Crotty Mfg. Corp., Flushing, N. Y. 

Davis Eng. Corp., New York 20, N. Y. 

Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y. 

Lancaster Heat Transfer Co., Inc., Brook- 
lyn, N. Y. 

Manning & Lewis Eng. Co., Newark 4, N. J. 


+. Preneaters 
Preferred Utilities Mfg. Corp., New y, 
Ny. ™ 


Yula Water Heaters, Inc., New York, N, y 


Pipeline Resistance 


Electric Pipe Line, Inc., Jersey City, N, 3 
Falcon Eqpt. Co., New Brighton, Pa, 
Fluid Systems, Inc., New Haven, Conn, 
Preferred Utilities Mfg. Corp., New York 
N. Y. 
Wiegand Co,, Edwin L., Pittsburgh, Pa, 
Yula Water Heaters, Inc., New York, N, y, 


Steam, High Pressure 


Alstrom Corp., New York 60, N. Y. 

American District Steam Div., N. Tona. 
wanda, N. Y. 

Anthony Co., Long Island City 1, N. y, 

Bell & Gossett Co., Morton Grove, Ill, 

Bernstrom, Inc., C. R., Providence, R, 1, 

Biggs Boiler Works Co., Akron, Ohio 

Billow Corp., Chicago 6, Il. 

Davis Eng. Corp., New York 33, N, Y, 

Fano-Flame Oil Burner Co., Huntington 
Park, Calif. 

Gabriel Boiler & Fabrication Co., Portland 
9, Ore. 

Hammel Oil Burning Eqpt. Co., Providence, 
: ee 

Hauck Mfg. Co., Brooklyn 15, N. Y. 

Johnson Corp., The, Three Rivers, Mich, 

Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y. 

Lancaster Heat Transfer Co., Inc., Brook- 
lyn, N. Y. 

Leahy Mfg. Co., Los Angeles 21, Calif. 

Lientz & Co., B. P., Kansas City 42, Mo. 

Manning & Lewis Eng. Co., Newark 4, N. J. 

Norman Chemical Co., St. Paul, Minn. 

Northern Fuel Control, Minneapoils, Minn. 

Patterson-Kelley Co., Inc., The, E. Strouds- 
burg, Pa. 

Preferred Utilities Mfg. Corp., New York 
23, N. Y. 

Rempe Co., Chicago 12, Il. 

Renneburg & Sons Co., Edw., Baltimore 24, 
Md. 

Richmond Eng. Co., Inc., Richmond, Va. 

Simplex Oil Htg. Corp., Philadelphia 11, Pa. 

Slant-Fin Radiator Corp., Richmond Hill, 
Le 

Staples & Pfeiffer, San Francisco 7, Calif. 

Superior Combustion Industries, Inc., New 
York, N. Y. 

Water Tube Boiler & Tank Co., Chicago, Ill. 

York-Shipley Mfg. Co., York, Pa. 

Yula Water Heaters, Inc., New York 63, 
IN. Xe 


Steam, Low Pressure 


Alstrom Corp., New York 60, N. Y. 
American District Steam Div., N. Ton 
wanda, N. Y. 
Anthony Co., Long Island City 1, N. Y. 
Bell & Gossett Co., Morton Grove, Ill. 
Bernstrom, Inc., C. R., Providence, R. I. 
Brown Fintube Co., Elyria, Ohio 
Davis Eng. Corp., New York 33, N. Y. 
Fano-Flame Oil Burner Co., Huntington 
Park, Calif. 
Gabriel Boiler & Fabrication Co., Portland 
9, Ore. f 
Hammel Oil Burning Eqpt. Co., Providence, 
ae ‘ 
Johnson Corp., The, Three Rivers, Mich. 
Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y. 
Lancaster Heat Transfer Co., Inc., Brook 
lyn, N. Y. j 
Lientz & Co., B. P., Kansas City 42, Mo. 
Manning & Lewis Eng. Co., Newark 4, N.¢. 
Norman Chemical Co., St. Paul, Minn. 
Northern Fuel Control, Minneapolis, ord 
Patterson-Kelley Co., Inc., The, E. Strow 
burg, Pa. 
Preferred Utilities Mfg. Corp., New Yor 
23, NN. 3; 
Rempe Co., Chicago 12, Ill. 
Renneburg & Sons Co., Edw., Balt 
Md. Va 
Richmond Eng. Co., Inc., Richmond, Pt 
Simplex Oil Htg. Corp., Philadelphia . * 
Slant-Fin Radiator Corp., Richmon 
BE. eno 7, Calif 
Staples & Pfeiffer, San Francisco New 
Superior Combustion Industries, Inc., 
York, N. Y. 


imore 2, 
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_,. «Printed Forms 


Taco Heaters, Inc., Cranston, R. I. 

Water Tube Boiler & Tank Co., Chicago, Ill. 

york-Shipley Mfg. Co., York, Pa. 

Yula Water Heaters, Inc., New York 63, 
N. Y. 


Printed Forms 


Billheads 


Bradford Price Book, Quincy 69, Mass. 
Cromwell Printery, Inc., Albany, Nu. 
Degree Day Systems, Woodside, N. Y. 
Standard Register Co., The, Dayton 1, Ohio 


Budget Payment Envelopes 
Cromwell Printery, Inc., Albany, N. Y. 
Wassel Organization, Inc., Westport, Conn. 


Decalcomanias 


Crane Co., Chicago 5, Ill. 

Degree Day Systems, Woodside, N. Y. 

Hold-Tite Valve Mfg. Co., Brooklyn 26, 
N. Y. 

Thatcher Furnace Co., Garwood, N. J. 

Williamson Heater Co., The, Cincinnati 9, 
Ohio 


Degree-Day Cards 


Degree Day Systems, Woodside, N. Y. 
Kol-Master Corp., Oregon, Ill. 
Measurement Methods Co., Evanston, Ill. 
Remington-Rand Div., New York, N. Y. 


Degree-Day Indexes 


Degree Day Systems, Woodside, N. Y. 
Measurement Methods Co., Evanston, Ill. 


Delivery Tickets 


Cromwell Printery, Inc., Albany, N. Y. 
Degree Day Systems, Woodside, N. Y. 

Hano Co., Inc., Philip, New York 1, N. Y. 
Moore Business Forms, Niagara Falls, N. Y. 
Standard Register Co., The, Dayton 1, Ohio 


Door Knob Notice Cards 


Combustioneer Eng. Div., Springfield, Ohio 
Cromwell Printery, Inc., Albany, N. Y. 
Degree Day Systems, Woodside, N. Y. 


Drivers’ Daily Reports 


Cromwell Printery, Inc., Albany, N. Y. 
Degree Day Systems, Woodside, N. Y. 
Remington-Rand Div., New York, N. Y. 


Fueloil Order Forms 


Degree Day Systems, Woodside, N. Y. 
Remington-Rand Div., New York, N. Y. 
Standard Register Co., The, Dayton 1, Ohio 


Oilburner Instruction Cards 


Combustioneer Eng. Div., Spri 
, ., Springfield, Ohio 
Crane Co., Chicago 5, N. Y. 
Desree Day Systems, Woodside, N. Y. 
atvey, Inc., Sid, Valley Stream, N. Y. 


Oilburner Service Order Forms 


Cromwell Printery, Inc., Albany, N. Y. 
Preah Day Systems, Woodside, N. Y. 
ndard Register Co., The, Dayton 1, Ohio 


Oilburner Service Record Cards 


Bacharach Industri 
. burgh 8, ~~ strial Instrument Co., Pitts- 


meee Day Systems, Woodside, N. Y. 
mington-Rand Div., New York, N. Y. 


Oilburner Service Tickets 


Cromwell Printery, Inc., Albany, N. Y. 
Btee Day Systems, Woodside, N. Y. 


Price Charts 
Degree Da 
y Systems, Woodside, N. Y. 
ae. Calculating Systems, Inc., St. 


uu 
Mellicke Systems, Inc., Chicago, Ill. 


Statements 


Bradford Price Book, Quincy 69, Mass. 
Cromwell Printery, Inc., Albany, N. Y. 
Degree Day Systems, Woodside, N. Y. 
Remington-Rand Div., New York, N. Y. 
Standard Register Co., The, Dayton 1, Ohio 


Tank Capacity Charts 


Cromwell Printery, Inc., Albany, N. Y. 
Degree Day Systems, Woodside, N. Y. 
Harvey, Inc., Sid, Valley Stream, N. Y. 
Owosso Tank Co., Owosso, Mich. 


Ticket Holders 


Cromwell Printery, Inc., Albany, N. Y. 
Degree Day Systems, Woodside, N. Y. 


Pumps 
Boiler Feed 


Allis-Chalmers Mfg. Co., Milwaukee 1, Wisc. 
De Laval Steam Turbine Co., Trenton 2, 
N. ‘J. 
Eclipse Fuel Eng. Co., Rockford, Ill. 
Economy Pumps, Inc., Philadelphia 32, Pa. 
Gabriel Boiler & Fab. Co., Portland, Ore. 
Granberg Corp., Oakland, Calif. 
Hoffberger Co., C., Baltimore 2, Md. 
Ingersoll-Rand Co., New York 4, N. Y. 
Jackson Co., Byron, Los Angeles, Calif. 
Jancuzzi Bros., Ine., Richmond, Calif. 
Johnson Corp., The, Three Rivers, Mich. 
Kisco Boiler & Engineering Co., St. Louis 
4, Mo. 
Lattner Mfg. Co., P. M., Cedar Rapids, 
Iowa 
Magnaflow Pump Corp., Westfield, N. J. 
Preferred Utilities Mfg. Corp., New York, 
N.S, 
Schaub Eng. Co., Fred H., Chicago 23, Ill. 
Skidmore Corp., St. Joseph, Mich. 
Sterling, Inc., Milwaukee, Wisc. 
Stewart Oil Burner Co., Hanover, Pa. 
Stout & Sons, Dayid, St. Louis 17, Mo. 
Tuthill Pump Co., Chicago, Ill. 
Vapor Heating Corp., Chicago, Ill. 
Worthington Corp., Harrison, N. J. 
York-Shipley Mfg. Co., York, Pa. 


Bulkplant 


Allis-Chalmers Mfg. Co., Milwaukee 1, Wisc. 

Ardmore Prods., Chicago, Ill. 

Blackmer Pump Co., Grand Rapids, Mich. 

Bowser, Inc., Ft. Wayne, Ind. 

Carver Pump Co., Muscatine, Iowa 

Columbian Steel Tank Co., Kansas City 1, 
Mo. 

De Laval Steam Turbine Co., Trenton 2, 
N. J. 

Gasoline & Oil Eqpt. Co., New Haven, Conn. 

Gilbert & Barker Mfg. Co., W. Springfield, 
Mass. 

Gorman-Rupp Co., The, Mansfield, Ohio 

Granberg Corp., Oakland, Calif. 

Hall Eqpt. Co., Quincy, Mass. 

Ingersoll-Rand Co., Phillipsburg, N. J. 

Jackson Co., Byron, Los Angeles, Calif. 

Kraissl Co., The, Hackensack, N. J. 

Marlow Pumps, Ridgewood, N. J. 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

Roper Corp., G. D., Rockford, Ill. 

Schirmer Div., Cleveland 14, Ohio 

Tuthill Pump Co., Chicago, Ill. 

Viking Pump Co., Cedar Falls, Iowa 

Worthington Corp., Harrison, N. J. 

Yale & Towne Mfg. Co., Stamford, Conn. 


Condensation Return 


Allis-Chalmers Mfg. Co., Milwaukee, Wis. 

Aurora Pump Co., Aurora, Ill. 

Buffalo Pumps, Inc., Buffalo, N. Y. 

Burn-Rite Products Co., Yonkers 2, N. Y. 

Byron Jackson Co., Los Angeles, Calif. 

Chicago Pump Co., Chicago, Ill. 

Cochrane Corp., Philadelphia, Pa. 

De Laval Steam Turbine Co., Trenton, N. J. 

Dunham Co., C. A., Chicago, Tl. 

Dutton Boiler Div., Kalamazoo, Mich. 

Eagan Co., Inc., Walter H., Philadelphia, 
Pa. 

Eclipse Fuel Eng. Co., Rockford, Ill. 


BUYER'S GUIDE & INDUSTRY DIRECTORY 


.... Pumps 


Economy Pumps, Inc., Philadelphia, Pa. 

Fairbanks, Morse & Co., Chicago, Ill. 

Gould Pumps, Inc., Seneca Falls, N. Y. 

Granberg Corp., Oakland, Calif. 

Hoffman Specialty Mfg. Corp., Indianapolis, 
Ind. 

Ingersoll-Rand Co., New York, N. Y. 

Jacuzzi Bros., Richmond, Calif. 

Johnson Corp., Three Rivers, Mich. 

Kisco Boiler & Eng. Co., St. Louis, Mo. 

Lattner Mfg. Co., P. M., Cedar Rapids, Iowa 

Mears-Kane-Ofeldt Div., Bridgeport, Pa. 

Nash Eng. Co., South Norwalk, Conn, 

Peerless Pump Div., Los Angeles, Calif. 

Schaub Eng. Co., Fred H., Chicago, Ill. 

Sellers Eng. Co., Chicago, IIl. 

Sterling, Inc., Milwaukee, Wisc. 

Trane Co., LaCrosse, Wisc. 

Worthington Corp., Harrison, N. J. 


Fuel Unit 


Autopulse Corp., Ludington. Mich. 

De Laval Steam Turbine Co., Trenton 2, 
N. J. 

Eclipse Fuel Eng. Co., Rockford, Il. 

Flame-Master Co., Inc., Chicago, Ill. 

Granberg Corp., Oakland, Calif. 

Hasko Utilities Co., New York, N. Y. 

Kraissl Co., The, Hackensack, N. J. 

Preferred Utilities Mfg. Corp., New York, 
Nuk. 

Ray Oil Burner Co., San Francisco 12, Calif. 

Rayfield-Staffco Burner Co., Chicago 38, Ill. 

Schirmer Dornbrier Pump Co., Cleveland 
14, Ohio 

Schurs Oil Burner Co., Los Angeles 1, Calif. 

Simplex Oil Heating Corp., Philadelphia, 
Pa. 

Standard Automatic Burner Div., Newark, 
N. J. 

Sundstrand Hydraulic Div., Rockford, Ill. 

Tuthill Pump Co., Chicago 19, Ill. 

Viking Pump Co., Cedar Falls, Iowa 

Webster Electric Co., Racine, Wisc. 

Yale & Towne Mfg. Co., Stamford, Conn. 


Fuel Unit Booster 


Webster Electric Co., Racine, Wisc. 


Fuel Unit Tester 
Kingsley Mfg. Co., New Haven, Conn. 


Oil Circulating Unit 


Ace Engineering Co., Chicago, Ill. 

Drying Systems, Inc., Chicago 40, Ill. 

Granberg Corp., Oakland, Calif. 

Harvey, Inc., Sid, Valley Stream, N. Y: 

Ingersoll-Rand Co., Phillipsburg, N. J. 

Iron Fireman Mfg. Co., Cleveland, Ohio 

Kraissl Co., Inc., The, Hackensack, N. J. 

Northern Fuel Control, Minneapolis, Minn. 

Petro, Cleveland, Ohio 

Preferred Utilities Mfg. Corp., New York, 
N. Y. 

Ray Oil Burner Co., San Francisco, Calif, 

Rayfield-Staffeco Burner Co., Chicago, Ill. 

Roper Corp., G. D., Rockford, Ill. 

Schirmer Div., Cleveland, Ohio. 

Schurs Oil Burner Co., Los Angeles, Calif. 

Simplex Oil Heating Corp., Philadelphia, 
Pa. 

Tuthill Pump Co., Chicago, Ill. 

Viking Pump Co., Cedar Falls, Iowa 


Oil, Lift 


A-P Coritrols Corp., Milwaukee, Wisc. 

Autopulse Corp., Ludington, Mich. 

Barclay, Inc., Robert, Chicago, Ill. 

Carver Pump Co., Muscatine, Iowa 

De Laval Steam Turbine Co., Trenton 2, 
N. J. 

Detroit Controls Corp., Detroit, Mich. 

Flame-Master Co., Inc., Chicago, Ill. 

Kraissl Co., The, Hackensack, N. J. 

Gorman-Rupp Co., The, Mansfield, Ohio 

Granberg Corp., Oakland, Calif. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Oil Eqpt. Mfg. Corp., New Haven, Conn. 

Overhead Heaters N. Y., Inc., New York, 
N. Y. 

Pentwater Machinery Co., Pentwater, Mich. 

Roper Corp., G. D., Rockford, Ill. 

Schirmer Dornbrier Pump Co., Cleveland 
14, Ohio 

Seeger-Williams, Inc., Bridgeport, Conn. 
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.. +. Pumps 


Therm Gas Generator Co., Inc., Seattle, 
Wash. 

Tuthill Pump Co., Chicago 19, Ill. 

Viking Pump Co., Cedar Falls, Iowa 

Webster Electric Co., Racine, Wisc. 


Oil, Wall 


A-P Controls Corp., Milwaukee, Wisc. 

Autopulse Corp., Ludington, Mich. 

Detroit Controls Corp., Detroit, Mich. 

Granberg Corp., Oakland, Calif. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Pentwater Machinery Co., Pentwater, Mich. 

Preferred Utilities Mfg. Corp., New York, 
ae 

Viking Pump Co., Cedar Falls, Iowa 


Oilburner 


Autopulse Corp., Ludington, Mich. 

Combustioneer Div., Springfield, Ill. 

De Laval Steam Turbine Co., Trenton 2, 
N. J. 

Delo Screw Products Co., Delaware, Ohio 

Flame-Master Co., Inc., Chicago 18, III. 

Granberg Corp., Oakland, Calif. 

HomEase Prods. Div., Inc., Paterson, N. J. 

‘ Illinois Iron & Bolt Co., Carpentersville, Ill. 

Iron Fireman Mfg. Co., Cleveland 11, Ohio 

Kraissl Co., The, Hackensack, N. J. 

Lancaster Heat Transfer Co., Inc., Brook- 
lyn, N. Y. 

Ray Oil Burner Co., San Francisco 12, Calif. 

Roper Corp., Geo. D., Rockford, Ill. 

Schurs Oil Burner Co., Los Angeles 1, Calif. 

Simplex Oil Htg. Corp., Philadelphia 11, Pa. 

Standard Automatic Burner Div., Newark, 
Ni J, 

Sundstrand Hydraulic Div., Rockford, Ill. 

Tuthill Pump Co., Chicago 19, Ill. 

Viking Pump Co., Cedar Falls, Iowa 

Webster Electric Co., Racine, Wisc. 


Sets, Heavy Oil 


Ace Eng Co., Chicago 8, IIl. 

Billow Corp., Chicago 6, Ill. 

Blackmer Pump Co., Grand Rapids 9, Mich. 

Combustion Service Eng., W. Allis, Wisc. 

Eclipse Fuel Eng. Co., Rockford, IIl. 

Granberg Corp., Oakland, Calif. 

Hammel Oil Burning Eqpt. Co., Providence, 
a 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Iron Fireman Mfg. Co., Cleveland 11, Ohio 

Kraissl Co., The, Hackensack, N. J. 

Lammert & Mann Co., Chicago 12, Ill. 

Lancaster Heat Transfer Co., Inc., Brook- 
lyn, N. Y. 

Lientz & Co., B. P., Kansas City 42, Mo. 

— Airoil Burner Co., Philadelphia, 

a. 

National Oil Burner Co. of N. Y., Inc., 
Brooklyn, N. Y. 

Northern Fuel Control, Minneapolis, Minn. 

— ee Utilities Mfg. Corp., New York, 

ie 2 

Ray Oil Burner Co., San Francisco 12, Calif. 

Renneburg & Sons Co., Edw., Baltimore 24, 
Md. 

Roper Corp., Geo. D., Rockford, Ill. 

Schurs Oil Burner Co., Los Angeles 1, Calif. 

Simplex Oil Heating Corp., Philadelphia 
41, Pa. 

Staples & Pfeiffer, San Francisco 7, Calif. 

Tuthill Pump Co., Chicago 19, Ill. 

Viking Pump Co., Cedar Falls, Iowa 

Webster Electric Co., Racine, Wisc. 

Wilgus Mfg. Co., Los Angeles 21, Calif. 

Woolley Co., E. L., Pawtucket, R. I. 

Worthington Corp., Harrison, N. J. 

York-Shipley Mfg. Co., York, Pa. 


Sump-Pumps 
Silent Flame Mfg. Co., Inc., New York 72, 
N. Y. 


Volcano Burner Corp., New York City, N. Y. 


Tank Truck 


ye gee Truck Eqpt. Co., Philadelphia 

, Pa. 

Ardmore Products, Chicago, Ill. 

Blackmer Pump Co., Grand Rapids, Mich. 

Bowser, Inc., Ft. Wayne, Ind. 

Carver Pump Co., Muscatine, Iowa 

er Steel Tank Co., Kansas City 1, 
oO. 
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Gasoline & Oil Eqpt. Co., New Haven, Conn. 

Gilbert & Barker Mfg. Co., W. Springfield, 
Mass. 

Gorman-Rupp Co., The, Mansfield, Ohio 

Gould Oil Burner Co., Boston, Mass. 

Granberg Corp., Oakland, Calif. 

Hall Eqpt. Co., Quincy, Mass. 

Kraissl Co., The, Hackensack, N. J. 

Marlowe Pumps, Ridgewood, N. J. 

Moore & Kling, Inc., Boston, Mass. 

Quaker City Iron Works, Inc., Philadelphia 
34, Pa. 

Roper Corp., Geo. D., Rockford, Il. 

Schirmer Div., Cleveland 14, Ohio 

Southern Tank & Mfg. Co., Inc., Owensboro, 
Ky. 

Viking Pump Co., Cedar Falls, Iowa 

Worthington Corp., Harrison, N. J. 

Yale & Towne Mfg. Co., Stamford, Conn. 


Vacuum 


Allis-Chalmers Mfg. Co., Milwaukee 1, Wisc. 

Dunham Co., Chicago, Ill. 

Economy Pumps, Inc., Philadelphia 32, Pa. 

Granberg Corp., Oakland, Calif. 

Hoffman Specialty Mfg. Corp., Indianapolis 
7, Ind. 

Ingersoll-Rand Co., New York 4, N. Y. 

Kraissl Co., The, Hackensack, N. J. 

National Steam Pump Co., Upper Sandusky, 
Ohio ; 

Schirmer Div., Cleveland 14, Ohio 

Skidmore Corp., St. Joseph, Mich. 

Sterling, Inc., Milwaukee 12, Wisc. 

Worthington Corp.,- Harrison, N. J. 


Woter Circulating 
Allis-Chalmers Mfg. Co., Milwaukee 1, Wisc. 


Baseline Mfg. Corp., Minneapolis 23, Minn. 
Bell & Gossett Co., Morton Grove, Ill. 
Burn-Rite Products Co., Yonkers, N. Y. 


Carver Pump Co., Muscatine, Iowa 
Cool-ette, Inc., Detroit, Mich. 


Dayton Elec. Mfg. Co., Chicago, Ill. 

De Laval Steam Turbine Co., Trenton 2, 
Now 

Dunham Co., C. A., Chicago, Ill. 

Econo Prods. Co., East Haddam, Conn. 

Economy Pumps, Inc., Philadelphia 32, Pa. 


Flame-Master Co., Inc., Chicago 18, Ill. 
Fostoria Pressed Steel Corp., Fostoria, Ohio 


Golden Flame Mfg. Co., Camden 3, N. J. 

Gorman-Rupp Co., The, Mansfield, Ohio 

Granberg Corp., Oakland, Calif. 

Ingersoll-Rand Co., Phillipsburg, N. J. 

Jackson Co., Byron, Los Angeles, Calif. 

Jancuzzi Bros., Inc., Richmond, Calif. 

Kraissl Co., The, Hackensack, N. J. 

Magnaflow Pump Corp., New York 3, N. Y. 

Marlow Pumps, Ridgewood, N. J. 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Pate Co., The, Darby, Pa. 

Piqua Machine & Mfg. Co., The, Piqua, Ohio 

Preferred Utilities Mfg. Corp., New York, 
M,Z; 

Skidmore Corp., St. Joseph, Mich. 

Taco Heaters, Inc., Cranston, R. I. 

Thrush & Co., H. A., Peru, Ind. 

Trane Co., The, La Crosse, Wisc. 

Triplex Htg. Specialty Co., Peru, Ind. 

Worthington Corp., Harrison, N. J. 


Purifiers, Air 
Iron City Chemical Co., Valencia, Pa. 


Radiators 


Baseboard 
American Air Filter Co., Inc., Louisville, 


Ky. 

American Rad. & Std. Sanitary Corp., Pitts- 
burgh 30, Pa. 

Argo Co., Hartford 6, Conn. 

Baseline Mfg. Corp., Minneapolis 23, Minn. 

Bethlehem Foundry & Machine Co., Beth- 
lehem, Pa. 

Berger Furnace Mfg. Co., Pittsburgh 6, Pa. 

Brandenburg Industries, Inc., Baltimore 9, 
Md. 


.... Radiators 


Brown Oil Burning Eqpt. Co., Cambridge 
39, Mass. 
Brown Prods. Co., Forest Hills, N. y, 
Burnham Corp., Irvington, N. Y. 
Bush Mfg. Co., W. Hartford, Conn. 
Columbia Boiler Co., Pottstown, Pa, 
Conn-State Furnace Co., Bridgeport, Conn, 
Crane Co., Chicago 5, Ill. 
Dewey-Shepard Boiler Co., Indianapolis 
Ind. ; 
Dixon Mfg. Co., Baltimore 2, Md. 
Dunham Co., C. A., Chicago, III. 
Dunkirk Radiator Corp., Dunkirk, N. y, 
Ejay Baseboard Mfg. Co., Winsted, Conn, 
Electrigas Corp., Bergenfield, N. J. 
Fedders-Quigan Corp., Buffalo, N. y, 
Federal Boiler Co., Inc., Midland Park, N. J. 
Federal Engs., Inc., Barrington, R. I, 
General Automatic Prod. Corp., Baltimore, 
Md. 
General Htg. Prods. Co., Philadelphia, Pa, 
General Thriftmaster Prods., Philadelphia, 
Pa. 
Hoff Mfg. Co., Bethany, Conn. 
Kritzer Radiant Coils, Inc., Chicago 2%, I, 
Manville Boiler Co., Inc., Hackettstown, 


N. J. 

Nat’l.-U. S. Radiator Corp., Johnstown, Pa, 

Nesbitt, Inc., John J., Philadelphia 36, Pa, 

New Yorker Steel Boiler Co., Inc., Colmar, 
Pa. 

Patco Mfg. Co., Philadelphia, Pa. 

Pate Co., The, Darby, Pa. 

Quiet Automatic Burner Corp., Newark, 
ee 

Radiant Ray Radiation, Inc., New Britain, 
Conn. 

Rempe Co., Chicago 12, Ill. 

Republic & General Heating Prods. Co, 
Philadelphia 36, Pa. 

Rittling Corp., Buffalo 3, N. Y. 

Romac Industries, Inc., N. J. 

Rome-Turney Radiator Co., Rome, N. Y. 

Sarco Co., Inc., New York, N. Y. 

Schemenauer Mfg. Co., Holland, Ohio 

Slant-Fin Radiator Corp., Richmond Hill, 
he 

Smith Co., H. B., Westfield, Mass. 

Spi-Rol-Fin Corp., Pequannock, N. J. 

Stedco Prods., Kingston, Pa. 

Sterling Radiator Co., Inc., Westfieid, Mass. 

Therma Prods. Co., Inc., Boston 18, Mass. 

Thermo Base Div., Michigan City, Ind. 

Trane Co., The, La Crosse, Wisc. 

Triad Prods. Corp., Chicago, Ill. 

Trico Baseboard Htg., Pompton Lakes, N. J. 

Turbo-Ray, Inc., New Rochelle, N. Y. 

Tuttle & Bailey, New Britain, Conn. 

Union Asbestos & Rubber Co., Chicago, Ill. 

Utica Radiator Corp., Utica, N. Y. 

Valley Forge Metals Div., Lansdale, Pa. 

Vulcan Radiator Co.. Hartford 6, Conn. 

Warren Webster & Co., Camden 5, N. J. 

Waterfilm Boilers, Inc., Jersey City, N. J: 

Weil-McLain Co., Michigan City, Ind. 

Woodruff Thermo Prods. Inc., Fair Law, 
N. J. 

York-Shipley, Inc., York, Pa. 

Young Radiator Co., Racine, Wisc. 


Coils, Copper 
Alstrom Corp., New York 60, N. Y. 
Bush Mfg. Co., W. Hartford, Conn. 
Dunham Co., C. A., Chicago, Il. 
Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y. 1 
Kritzer Radiant Coils, Inc., Chicago 24, ™ 
Modine Mfg. Co., Racine, Wisc. 
Nesbitt, Inc., John J., Philadelphia, Pa. 
Pate Co., The, Darby, Pa. 
Perfex Corp., The, Milwaukee, Woe 
Romac Industries, Inc., Camden, N. J: 
Rittling Corp., Buffalo 3, N. Y. a a 
Slant-Fin Radiator Corp., Richmon ’ 
N. Y. j 
Spi-Rol-Fin Corp., Pequannock, N. J. 
Stedco Prods., Wilkes-Barre, Pa. 
Trane Co., The, La Crosse, Wise. eaae't 
Union Asbestos & Rubber Co., Chie 
Til. 
Young Rad. Co., Racine, Wisc. 


Convectors, Copper 


Airtherm Mfg. Co., St. Louis 10, Mo. 
American Air Filter Co., Inc. Louisvill 


Ky. 
American Coils, Inc., Newark 5, ™: J. 
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American Rad. & Std. Sanitary Corp., Pitts- 
purgh 30, Pa. 

Auburn Burner Corp., Auburn, Ind. 

Auto Rad. Specialty Co., Chicago 24, Ill. 

Baseline Mfg. Corp., Minneapolis, Minn. 

Brandenburg Industries, Inc., Baltimore 9, 
Md. 

Brown Oil Burning Eqpt. Co., Cambridge 
39, Mass. 

Brown Prods. Co., Forest Hills, N. Y. 

Bush Mfg. Co., W. Hartford, Conn. 

Dunham Co., C. A., Chicago, Ill. 

Federal Engs., Inc., Barrington, R. I. 

General Automatic Prod. Corp., Baltimore, 
Md. 

General Htg. Prods. Co., Philadelphia, Pa. 

Hoff Mfg. Co., Bethany, Conn. 

Kramer Trenton Co., Trenton, N. J. 

Kritzer Radiant Coils, Inc., Chicago, Ill. 

Modine Mfg. Co., Racine, Wisc. 

Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 

Penn Boiler & Burner Mfg. Corp., Lancas- 
ter, Pa. 

Rempe Co., Chicago 12, Ill. 

Republic & General Heating Prods. Co., 
Philadelphia 36, Pa. 

Rittling Corp., Buffalo 3, N. Y. 

Romae Industries, Inc., Camden, N. J. 

Rome-Turney Rad. Co., Rome, N. Y. 

Slant-Fin Radiator Corp., Richmond Hill, 
N. Y. 

Stedco Prods., Wilkes-Barre, Pa. 

Therma Prods. Co., Inc., Boston 18, Mass. 

Trane Co., The, La Crosse, Wisc. 

Tuttle & Bailey, New Britain, Conn. 

Union Asbestos & Rubber Co., Chicago, Ill. 

Warren Webster & Co., New York 16, N. Y. 

York-Shipley Mfg. Co., York, Pa. 

Young Radiator Co., Racine, Wisc. 


Convectors, Iron 


American Air Filter, Louisville, Ky. 
American Rad. & Std. Sanitary Corp., Pitts- 
burgh 30, Pa. 

Baseline Mfg. Corp., Minneapolis, Minn. 
Fedders-Quigan Corp., Buffalo, N. Y. 
Kritzer Radiant Coils, Inc., Chicago, II. 
National Rad. Co., The, Johnstown, Pa. 
eg Radiator Corp., Richmond Hill, 


Stedco Prods., Wilkes-Barre, Pa . 

Therma Prods. Co., Inc., Boston 18, Mass. 
Union Asbestos & Rubber Co., Chicago, IIl. 
U.S. Rad. Corp., Detroit 26, Mich. 


Extended Surface, Copper 


Alstrom Corp., New York, N. Y. 

American Rad. & Std. Sanitary Corp., Pitts- 
burgh 30, Pa. 

Baseline Mfg. Corp., Minneapolis, Minn. 

eres Industries, Inc., Baltimore 9, 


Brown Prods. Co., Forest Hills 75, N. Y. 
Bush Mfg. Co., W. Hartford, Conn. 

Crane Co,, Chicago, Ill. 

Dunham Co., C. A., Chicago, Ill. 

Dunkirk Radiator Corp., Dunkirk, N. Y. 
as Automatic Prod. Corp., Baltimore, 


Harner Boiler Corp., Brooklyn, N. Y. 
— Radiant Coils, Inc., Chicago 24, Ill. 
Fa Mfg. Co., Racine, Wisc. 
a L-U. §. Radiator Corp., Johnstown, Pa. 
fae te i gas J., Philadelphia 36, Pa. 
ur - 
ak e ner Mfg. Corp., Lan 


Matant-Ray Radiation, Inc., New Britain, 


Rempe Co., Chicago 12, Ill 
Rittling Corp., Buttalo 3 N. Y. 
See erney Rad. Co., Rome, N. Y. 
Slant Mat Inc., New York, N. Y. 
Sete, ion Rad. Corp., Richmond Hill, N. Y. 
Seton; H. B., Westfield, Mass. 
Sted n Corp., Pequannock, N. J. 
CO Prods., Wilkes-Barre, Pa. 
Yom Co., The, La Crosse, Wisc. 
8 Rad. Co., Racine, Wisc. 


Extended Surface, Iron 


American Rad & 
. & Std. a. 
burgh 30, Pa Sanitary Corp., Pitts 


Drees Mtg. Corp., Minneapolis 23, Minn, 

Bush Mt S. Co., Forest Hills 75, N. Y. 

Dunkirk Co., W. Hartford, Conn. 
Radiator Corp., Dunkirk, N. Y. 


Kritzer Radiant Coils, Inc., Chicago 24, Ill. 

Nat’1-U. S. Radiator Corp., Johnstown; Pa. 

Pilgrim Industries, Brookline 46, Mass. 
(‘‘Raparound’’ Material) 

Radiant-Ray Radiation, Inc., New Britain, 
Conn. 

Rittling Corp., Buffalo 3, N. Y. 

Slant-Fin Rad. Corp., Richmond Hill, N. Y. 

Spi-Rol-Fin Corp., Pequannock, N. J. 

Stedco Prods., Wilkes-Barre, Pa. 

Utica Radiator Corp., Utica, N. Y. 


Heating & Cooling 


Baseline Mfg. Corp., Minneapolis, Minn. 
Brown Products Corp.. Forest Hills, N. Y. 
Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 
Nesbitt, Inc., John J., Philadelphia, Pa. 
Penn Boiler & Burner Mfg. Corp., Lan- 
caster, Pa. 
Quiet May Div., Lancaster, Pa. 
Slant-Fin Rad. Corp., Richmond Hill, N. Y. 
Union Asbestos & Rubber Co., Chicago, Ill. 
Vulcan Radiator Co., Hartford, Conn. 


Standing, Cast-Iron 


American Rad. & Std. Sanitary Corp., Pitts- 
burgh 30, Pa. 

Burnham Corp., Irvington, N. Y. 

Crane Co., Chicago 5, Ill. 

Dunkirk Rad. Corp., Dunkirk, N. Y. 

Na’l.-U. S. Radiator Corp., Johnstown, Pa. 

Utica Rad. Corp., Utica, N. Y. 

Weil-McLain Co., Michigan City, Ind. 

Young Radiator Co., Racine, Wisc. 


Radios, Two-Way 


Motorola, Inc., Chicago, Ill. 
Radio Corp. of America, Camden 2, N. J. 


Refractories 


Castable 


Babcock & Wilcox Co., New York 17, N. Y. 

Carolina Refractories Co., Hartsville, S. C. 

Corundite Refractories, Inc., Massilon, Ohio 

Denver Fire Clay Co., The, Denver 17, Colo. 

Fireline Co., Chicago, Ill. 

France Refractories Co., J. H., Snow Shoe, 
Pa. 

Gem Clay Forming Co., The, Sebring, Ohio 

General Refractories Co., Philadelphia, Pa. 

Green Fire Brick Co., A. P., Mexico, Mo. 

Harbison-Walker Refractories Co., Pitts- 
burgh 22, Pa. 

Hyzer & Lewellen, Southampton, Pa. 

Insulating Refractories Co., San Rafael, 
Calif. 

Insul-Lyte Corp., River Rouge, Mich. 

Johns-Manville Corp., New York 16, N. Y. 

Kolb Refractories Co., Philadelphia, Pa. 

Laclede-Christy Co., St. Louis 1, Mo. 

Mexico Refractories Co., Mexico, Mo. 

Nock Fire-Brick Co., The, Cleveland 3, Ohio 

Oswald Refractories Co., Inc., St. Louis, Mo. 

Plibrico Firebrick Co., Chicago 14, Ill. 

Preferred Utilities Mfg. Corp., New York, 
N.S 

Ramtite Co., Chicago, Ill. 

Refractory & Insulation Corp., New York 5, 
N.S: 

Rex Roto Corp., Detroit, Mich. 

S.O.S. Prods. Co., Inc., Brooklyn 22,.N. Y. 

Schlitt & Son, Inc., Joseph A., Jersey City 
4, N. J. 

Shenango Refractories Div., New Castle, 
Pa. 

Walsh Refractories Corp., St. Louis 7, Mo. 

Western Stove Lining Works, Mexico, Mo. 


Cement 


Armstrong Cork Co., Lancaster, Pa. 
Babcock & Wilcox Co., New York 17, N. Y. 
Carolina Refractories Co., Hartsville, S. C. 
Clinton Metallic Paint Co., Clinton, N. Y. 
Corundite Refractories, Inc., Massilon, Ohio 
Denver Fire Clay Co., The, Denver 17, Colo. 
Fireline Co., Chicago, Ill. 

France Refractories Co., J. H., Snow Shoe, 

Pa. 
Gem Clay Forming Co., The, Sebring, Ohio 


BUYER'S GUIDE & INDUSTRY DIRECTORY 


.... Refractories 


General Refractories Co., Philadelphia, Pa. 

Grant Wilson, Inc., Chicago 4, Ill. 

Green Fire Brick Co., A. P., Mexico, Mo. 

Harbison-Walker Refractories Co., Pitts- 
burgh 22, Pa. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hyzer & Lewellen, Southampton, Pa. 

Insul-Lyte Corp., River Rouge, Mich. 

Insulating Refractories Co., San Rafael, 
Calif. 

Johns-Manville Corp., New York 16, N. Y. 

Kolb Refractories Co., Philadelphia, Pa. 

Laclede-Christy Co., St. Louis 1, Mo. 

Mexico Refractories Co., Mexico, Mo. 

Nock Fire Brick Co., The, Cleveland 3, Ohio 

Oswald Refractories Co., Inc., St. Louis, 
Mo. 

Plibrico Firebrick Co., Chicago 14, Ill. 

Preferred Utilities Mfg. Corp., New York, 

ee # 

Refractory & Insulation Corp., New York 5, 
N._¥ 


Refractory Specialty Co., Philadelphia 46, 
Pa 


S.0.S. Prods. Co., Inc., Brooklyn 22, N. Y. 
Sall Mountain Co., Hamilton, Ohio 

Schlitt & Son, Inc., Joseph A., Jersey City 4, 

IN: le 

Shenango Refractories Div., New Castle, Pa. 
Walsh Refractories Corp., St. Louis 7, Mo. 
Western Stove Lining Works, Mexico, Mo. 
Zonolite Co., Chicago 3, Ill. 


Chamber Back-Fill 


Corundite Refractories, Inc., Massilon, Ohio 

Denver Fire Clay Co., Denver, Colo. 

Gem Clay Forming Co., Sebring, Ohio 

General Refractories Co., Philadelphia, Pa. 

Grant Wilson, Inc., Chicago, Il. 

Green Fire Brick Co., A. P., Mexico, Mo. 

Harbison-Walker Refractories Co., Pitts- 
burgh, Pa. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hyzer & Lewellen, Southampton, Pa. 

Insulating Refractories Co., San Rafael, 
Calif. 

Insul-Lyte Corp., River Rouge, Mich. 

Mexico Refractories Co., Mexico, Mo. 

Nock Fire Brick Co., The, Cleveland 3, Ohio 

Peterson Co., B. A., Dowagiac, Mich. 

Refractory & Insulation Corp., New York 5, 
N. Y 


Rex Roto Corp., Detroit 6, Mich. 

Schlitt & Son, Inc., Joseph A., Jersey City 
4, N. J. 

Walsh Refractories Corp., St. Louis 7, Mo. 

Western Stove Lining Works, Mexico, Mo. 

Zonolite Co., Chicago 3, IIl. 


Fire Brick 


Babcock & Wilcox Co., New York 17, N. Y. 
Carolina Refractories Co., Hartsville, S. C. 
Corundite Refractories, Inc., Massilon, Ohio 
Denver Fire Clay Co., The, Denver 17, Colo. 
France Refractories Co., J. H., Snow Shoe, 
Pa. 
General Refractories Co., Philadelphia, Pa. 
Green Fire Brick Co., A. P., Mexico, Mo. 
Harbison-Walker Refractories Co., Pitts- 
burgh 22, Pa. 
Hyzer & Lewellen, Southampton, Pa. 
Johns-Manville Corp., New York, N. Y. 
Laclede-Christy Co., St. Louis 1, Mo. 
Louthan Mfg. Co., E. Liverpool, Ohio 
MacLeod & Henry Co., Inc., Troy, N. Y. 
Mexico Refractories Co., Mexico, Mo. 
Nock Fire Brick Co., The, Cleveland 3, Ohio 
Oswald Refractories Co., Inc., St. Louis, Mo. 
Plibrico Firebrick Co., Chicago 14, Ill. 
Presbrey Refractories Corp., Taunton, 
Mass. 
Schlitt & Son, Inc., Joseph A., Jersey City 4, 
N. J 


Shenango Refractories Div., New Castle, Pa. 
Walsh Refractories Corp., St. Louis 7, Mo. 
Western Stove Lining Works, Mexico, Mo. 


Fire Brick, Insulating 


Armstrong Cork Co., Lancaster, Pa. 
Babcock & Wilcox Co., New York 17, N. Y. 
Boston Machine Works Co., Lynn, Mass. 
Clinton Metallic Paint Co., Clinton, N. Y. 
Corundite Refractories, Inc., Massilon, Ohio 
Denver Fire Clay Co., The, Denver 17, Colo. 
France Refractories Co., J. H., Snow Shoe, 
Pa. 
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....» Refractories 


Gem Clay Forming Co., The, Sebring, Ohio 
General Refractories Co., Philadelphia, Pa. 
Green Fire Brick Co., A. P., Mexico, Mo. 
Harbison-Walker Refractories Co., Pitts- 
burgh 22, Pa. 
Hyzer & Lewellen, Southampton, Pa. 
Insulating Refractories Co., San Rafael, 
Calif. 
Iron-Hide Refractories, Inc., Matawan, N. J. 
Johns-Manville Corp., New York 16, N. Y. 
MacLeod & Henry Co., Inc., Troy, N. Y. 
Mexico Refractories Co., Mexico, Mo. 
Nock Fire Brick Co., The, Cleveland 3, Ohio 
Oswald Refractories, Inc., St. Louis, Mo. 
Plibrico Firebrick Co., Chicago 14, Ill. 
Presbrey Refractories Corp., Taunton, 
Mass. 
Schlitt & Son, Inc., Joseph A., Jersey City 
4,N. J. 
Shenango Refractories Div., New Castle, Pa. 
Walsh Refractories Corp., St. Louis 7, Mo. 
Western Stove Lining Works, Mexico, Mo. 
Zonolite Co., Chicago 3, Ill. 


Fire Brick Plastic 


Carolina Refractories Co., Hartsville, S. C. 

Corundite Refractories, Inc., Massilon, Ohio 

Denver Fire Clay Co., Denver, Colo. 

Fireline Co., Chicago, Ill. 

France Refractories Co., J. H., Snow Shoe, 
Pa. 

General Refractories Co., Philadelphia, Pa. 

Green Fire Brick Co., A. P., Mexico, Mo. 

Harbison-Walker Refractories Co., Pitts- 
burgh, Pa. 

Hyzer & Lewellen, Southampton, Pa. 

Insul-Lyte Corp., River Rouge, Mich. 

Johns-Manville Corp., New York, N. Y. 

Mexico Refractories Co., Mexico, Mo. 

Oswald Refractories Co., Inc., St. Louis, 
Mo. 

— Utilities Mfg. Corp., New York, 

¥ 


Refractory & Insulating Corp., New York, 
le. a 

Schlitt & Son, Inc., Joseph A., Jersey City, 
N. J. 

Shenango Refractories Div., New Castle, Pa. 

Walsh Refractories Corp., St. Louis 7, Mo. 


Firebox Baffles 


American Clay Forming Co., Tiffin, Ohio 

Bauer Oil Burner, Inc., Wilmington, Del. 

Boston Machine Works Co., Lynn, Mass. 
(Steel) 

Carolina Refractories Co., Hartsville, S. C. 

Corundite Refractories, Inc., Massilon, Ohio 

Denver Fire Clay Co., The, Denver 17, Colo. 

France Refractories Co., J. H., Snow Shoe, 
Pa. 

Gem Clay Forming Co., The, Sebring, Ohio 

General Refractories Co., Philadelphia, Pa. 

Green Fire Brick Co., A. P., Mexico; Mo. 

Harbison-Walker Refractories Co., Pitts- 
burgh 22, Pa. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hyzer & Lewellen, Southampton, Pa. 

Insulating Refractories Co., San Rafael, 
Calif. 

Insul-Lyte Corp., River Rouge, Mich. 

Insulation & Refractories Co., Williamson, 
N. Y. (Steel) 

Iron-Hide Refractories, Inc., Matawan, N. J. 

Kolb Refractories Co., Philadelphia, Pa. 

Mexico Refractories Co., Mexico, Mo. 

Nock Fire Brick Co., The, Cleveland 3, Ohio 

Oil Eqpt. Mfg. Corp., New Haven, Conn. 
(Stainless Steel) 

Peterson Co., B. A., Dowagiac, Mich. 

Refco Mfg. Co., St. Louis, Mo. 

Refractory & Insulation Corp., Port Ken- 
nedy, Pa. 

Rex Clay Prods. Co., The, Detroit 6, Mich. 

Rex Roto Corp., Detroit 6, Mich. 

S.O.S. Prods. Co., Inc., Brooklyn 22, N. Y. 

Schlitt & Son, Inc., Joseph A., Jersey City 
4, N. J. 

Shenango Refractories Div., New Castle, Pa. 

U. S. Machine Div., Lebanon, Ind. 

Walsh Refractories Corp., St. Louis 7, Mo. 

Western Stove Lining Works, Mexico, Mo. 

Zeh Co., Inc., Passaic, N. J. 


Pre-cast Combustion Chambers 


American Clay Forming ‘Co., Tiffin, Ohio 
Armstrong Cork Co., Lancaster, Pa. 
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Bard Mfg. Co., Bryan, Ohio 

Boston Machine Works Co., Lynn, Mass. 

Carolina Refractories Co., Hartsville, S. C. 

Corundite Refractories, Inc., Massilon, Ohio 

Denver Fire Clay Co., Denver, Colo. 

Eastern Prod. Co., Morganville, N. J. 

Federal Boiler Co., Inc., Midland Park, N. J. 

France Refractories Co., J. H., Snow Shoe, 
Pa. 

Gem Clay Forming Co., The, Sebring, Ohio 

General Refractories Co., Philadelphia, Pa. 

Grant Wilson, Inc., Chicago, Ill. 

Green Fire Brick Co., A. P., Mexico, Mo. 

Harbison-Walker Refractories Co., Pitts- 
burgh 22, Pa. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hyzer & Lewellen, Southampton, Pa. 

Ingersoll Steel Div., Chicago 4, Tll. (Steel) 

Insulating & Refractories Co., Williamson, 
Ny 4. 

Insulating Refractories Co., 
Calif. 

Insul-Lyte Corp., River Rouge, Mich. 

Tron-Hide Refractories, Inc., Matawan, N. J. 

Kolb Refractories Co., Philadelphia 48, Pa. 

Laclede-Christy Co., St. Louis 1, Mo. 

Louthan Mfg. Co., The, E. Liverpool, Ohio 

MacLeod & Henry Co., Inc., Troy, N. Y. 

Mexico Refractories Co., Mexico, Mo. 

Monogram Prods. Co., Inc., Philadelphia 4, 
Pa. 

National Airoil Burner Mfg. Co., Philadel- 
phia, Pa. 

Nock Fire Brick Co., The, Cleveland 3, Ohio 

Peterson Co., B. A., Dowagiac, Mich. 

Preferred Utilities Mfg. Corp., New York, 
5 ae i 

Presbrey Refractories 
Mass. 

Refco Mfg. Co., St. Louis, Mo. 


San Rafael, 


Corp., Taunton, 


Refractory & Insulation Corp., New York 5, ° 


N. Y. 
Rex Clay Prods. Co., The, Detroit 6, Mich. 
Rex Roto Corp., Detroit 6, Mich. 
Rybolt Heating Co.. The. Ashland, Ohio 
S.0.S. Prods. Co., Inc., Brooklyn 22, N. Y. 
Schlitt & Son, Inc., Joseph A., Jersey City 4, 
N.. J. 
Shenango Refractories Div., New Castle, Pa. 
U. S. Machine Div., Lebanon, Ind. 
Walsh Refractories Corp., St. Louis 7, Mo. 
Western Stove Lining Works, Mexico, Mo. 
York-Shipley Mfg. Co., York, Pa. 


Reflective Paint 

National Fuel Conservation Co., Inc., White 
Plains, N. Y. 

Refractory & Insulation Corp., Port Ken- 
nedy, Pa. 

S.0.S. Prods. Co., Inc., Brooklyn 22, N. Y. 

Schlitt & Son, Inc., Joseph A., Jersey City 
4,N. J. 


Reflective Powder 


Fuel Econ-O-mizer Co., Providence 5, R. I. 
National Fuel Conservation Co., White 
Plains, N. Y. 


Stainless Steel Chambers 


Air Conditioning Eng. Corp., Cambridge, 
Mass. 
Conn. State Furnace Co., Bridgeport, Conn. 
Harvey, Inc., Sid, Valley Stream, N. Y. 
Ingersoll Steel Div., Chicago 4, Ill. 
Mechanical Prod. Mfg. Co., Seattle 4, Wash. 
Oil Eqpt. Mfg. Co., New Haven, Conn. 
Rybolt Heating Co., The, Ashland, Ohio 
Sandberg Mfg. Co.. Portland 10, Ore. 
Stefco Steel Co., Michigan City, Ind. 


Salamanders, Oilburning 
Scheu Prods. Co., Upland, Calif. 


Service Truck Bodies 


American Steel Works of Kansas, 
Wichita 4, Kansas 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Holan Co., J. H., Cleveland 11, Ohio 

McCabe Powers Auto Body Co., St. Louis 
15, Mo. 

Stahl Metal Prods., Inc., Cleveland, Ohio 


Inc., 


. ++. Signals, Switches 


Signals 


Liquid, Low Level 


Carlson & Co., Inc., A. B., Aurora, TI, 
Diamond Power Specialty Corp., Lancaster 
Ohio 
Econo Products Co., Inc., East Haddam 
Conn. j 
General Controls Co., Glendale, Calif. 
Johnson Corp., The, Three Rivers, Mich, 
Liquidepth Indicators, Inc., Long Islang 
City iN. ‘Y: 
McDonnell & Miller, Inc., Chicago 18, yy 
Magnetrol, Inc., Chicago 23, Ill. j 
Newark Controls Co., Bloomfield, N, J, 
Rochester Mfg. Co., Inc., Rochester, N. y. 
Techniflex Corp., Port Jervis, N. Y, 
Wright-Austin Co., Detroit 7, Mich. 


Smoke 


Cleveland Fuel Eqpt. Co., Cleveland 9, Ohio 

Combustion Control Div., Boston, Mags, 

Diamond Power Specialty Corp., Lancaster, 
Ohio 

General Power Plant Corp., Ossining, N, y, 

Heat Timer Corp., New York 12, N. y. 

Preferred Utilities Mfg. Corp., New York 
23,°". x. 


Tank Fill 


Carlson & Co., Inc., A. B., Aurora, Ill, 

Kresno-Stamm Mfg. Co., Palisades Park, 
Nia 

Magnetrol, Inc., Chicago 23, Ill. 

Oil Equipment Mfg. Corp., New Haven, 
Conn. 

OPW Corp., Cincinnati, Ohio 

Plastic Appliance Co., Philadelphia 31, Pa, 

Scully Signal Co., Melrose, Mass. 


Switches 


Manual 


Burke Eng. Co., Los Angeles 7, Calif. 

Cutler-Hammer, Inc., Milwaukee 1, Wise. 

General Electric Co., Schenectady 5, N. Y. 

Master Appliance Co., Racine, Wisc. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Soreng Div., Schiller Park, Ill. 

Square D Co., Milwaukee 12, Wisc. 

Westinghouse Electric Corp., Industrial 
Heating Div., Meadville, .Pa. 


Overload 


Burke Eng. Co., Los Angeles 7, Calif. 
Cutler-Hammer, Inc., Milwaukee 1, Wise 
General Controls Co., Glendale, Calif. 
General Electric Co., Schenectady 5, N. ¥. 
Minneapolis-Honeywell Regulator Co., Mir 
neapolis 8, Minn. 
Spencer Thermostat Div., Attleboro, Mass. 
Square D Co., Milwaukee 12, Wisc. 
Westinghouse Electric Corp., Industria 
Heating Div., Meadville, Pa. 


Pressure or Vacuum Actuated 


Barksdale Valves, Los Angeles 11, Calif 
Cleveland Fuel Eapt. Co., Cleveland, (tid 
Combustion Control Div., Boston, 
Cutler-Hammer, Inc., Milwaukee, Wise. 
Dietz Co., Henry, Long Island City, N. ¥: 
Detroit Controls Corp., Detroit, Mich. 1 
Dwyer Mfg. Co., F. W., Michigan City, In 
Dewey Gas Furnace Co., Detroit 2, 
Friez Inst. Div., Baltimore, Md. i 
General Controls Co., Glendale 1, Calif 
General Electric Co., Schenectady, N. * 
Iron Fireman Mfg. Co., Portland, OF 
Mercoid Corp., The, Chicago, Il. Mir 
Minneapolis-Honeywell Regulator Co., 
neapolis, Minn. 
Penn Controls, Inc., Goshen, Ind. Yak 
Preferred Utilities Mfg. Corp., New 
N.Y. 
Soreng Div., Schiller Park, Ill. 


Temperature 


* eft 

Automiatic Devices Co., Ine. West 
Springs, Ill. 

Barber-Colman Co., Rockford, Ill. 
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cambridge Tool & Mfg. Co., Somerville, 
Ss. 
comstat Div., Los Angeles 64, Calif. 
cooper Co., Clark, Palmyra, N. J. 
Defender Instrument & Regulator Co., St. 
Louis, Mo. 
Detroit Controls Corp., Detroit 8. Mich. 
General Controls Co., Glendale, Calif. 
General Electric Co., Schenectady 5, N. Y. 
Iron Fireman Mfg. Co., Portland, Ore. 
McClarty Systems, Battle Creek, Mich. 
Mercoid Corp., The, Chicago 41, Ill. 
Miller-Harris Instrument Co., Milwaukee, 
isc. 
suaiate- Honeywell Regulator Co., Min- 
neapolis 8, Minn. 
Morse-Smith-Morse Co., Watertown, Mass. 
Penn Controls, Inc., Goshen, Ind. 
Preferred Utilities Mfg. Corp., New York, 
N. Y. 
Seifert Mfg. Co., Highland Park, Mich. 
Soreng Div., Schiller Park, Ill. 
Spencer Thermostat Div., Attleboro, Mass. 
Westinghouse Electric Corp., Industrial 
Heating Div., Meadville, Pa. 
White-Rodgers Electric Co., St. Louis 6, Mo. 


Time 


Automatic Devices Co., Inc., Western 
Springs, Ill. 

Detroit Controls Corp., Detroit, Mich. 
General Electric Co., Schenectady, N. Y. 
Iron Fireman Mfg. Co., Portland, Ore. 
Miller-Harris Inst. Co.. Milwaukee, Wisc. 
Minneapolis-Honeywell Regulator Co., Min- 
neapolis, Minn. 

Paragon Electric Co., Two Rivers, Wisc. 
Preferred Utilities Mfg. Corp., New York, 
N. Y. 

Reliance Automatic Lighting Co., Racine, 
Wise. 

Seifert Mfg. Co., Highland Park, Mich. 
Soreng Div., Schiller Park, Ill. 


Tail Gates, Truck 


Heil Co., The, Milwaukee, Wisc. 


Tanks 


Basement, Steel Oil Storage 


Ace Tank & Welding Co., Seattle, Wash. 
Acme Welding Div., W. Hartford 10, Conn. 
Areweld Mfg. Co., Inc., Seattle 99, Wash. 
Bard Mfg. Co., Bryan, Ohio 

Beall Pipe & Tank Corp., Portland, Ore. 
Biggs Boiler Works Co., Akron, Ohio 
= Sivalls & Bryson, Inc., Kansas City, 


Boston Steel.& Mfg. Co., Malden, Mass. 
Buffalo Tank Corp., Dunellen, N. J. 
Burtchaell Heating Co., Portland, Ore. 
Butler Mfg. Co., Kansas City 26, Mo. 
Clemmy Co., Inc., J. L., Mansfield, Mass. 
Cows Tank Works, Inc., Taunton, Mass. 
&C Eqpt. Co., Hartford, Conn. 
Derby Tank & Welding Co.. Shelton, Conn. 
agiac Steel Tank Co., Dowagiac, Mich. 
or Steel Tank Corp, Flushing, N. Y. 
ton Metal Prods. Co., Omaha, Nebr. 
nomic Steel Pack Co., Everett, Mass. 
Fare Watt Industries, Inc., Salem, Ore. 
tquhar Furnace Co., Wilmington, Ohio 
race Products, Baltimore, Md. 
Ga -- Hermansville, Mich. 
Cae Steel Prods., Gary, Ind. 
Gibvanerolina Co., Rocky Mount, N. C. 
x ia Corp. of America, Inc., Brooklyn, 


Gold So 
Sr Seal Tank Co., Inc., Fall River, Mass. 
lates io Quincy, Mass. 
delphia, Ngsworth Tank Corp., Phila- 
ssc Corp., Brooklyn. N. Y. 
Island 7 rnace Co., Medina, Ohio 
mo ank Eqpt. Co., Bayport, N. Y. 
ee unace & Tank Corp., Inc. 


Kenn ¥ 
ie fea & Mfg. Co., Inc., Indianap- 


rt & Sons, Brooklyn, N. Y. 
Co., Inc., The, Portland, Ore. 


Meldon Industries, Inc., Detroit, Mich. 

Michigan Tank & Heater Corp., Dearborn, 
Mich. 

Missouri Boiler & Sheet Iron Works, St. 
Louis, Mo. 

Morrison Bros. Co., Dubuque, Iowa 

Montag Inc., Portland 17, Ore. 

Norwalk Tank Co., So. Norwalk, Conn. 

Novelty Steam Boiler Works, Inc., Balti- 
more 30, Md. 

Olsen Mfg. Co., The C. A., Elyria, Ohio 

Pennsylvania Furnace & Iron Co., Warren, 
Pa. 

Philadelphia Valve Co., Philadelphia 34, Pa. 

Price Fireplace Heater & Tank Corp., Buf- 
falo, N. Y. 

Quaker City Iron Works, Inc., Philadelphia 
34, Pa. 

Remco, Inc., Baltimore 2, Md. 

Richmond Eng. Co., Richmond, Va. 

Rossoe Mfg. Co., Seattle, Wash. 

Salisbury Tank & Steel Co., Newburyport, 
Mass. 

Sandberg Mfg. Co., Portland 10, Ore. 

San-Equip, Inc., Syracuse, N. Y. 

Shadyside Fdry., Martins Ferry, Ohio 

Snappy, Inc., Detroit Lakes, Minn. 

Southern Tank & Mfg., Inc., Owensboro, 
Ky. 

Steel Tank & Sheet Metal Fabricators, Inc., 
Chicago 9, TIll. 

Sunderman Mfg. Co.. Sioux Falls, S.. D. 

Trageser Copper Works, Inc., Maspeth, 
Bid. Be 

Tri-State Heating Inc., Detroit Lakes, Minn. 

Waterfilm Boilers, Inc., Jersey City 7, N. J. 

Water Tube Boiler & Tank Co., Chicago, Ill. 

Wood Co., John, Conshohocken, Pa. 

Zambelli Boiler Works, Philadelphia 25, Pa. 


Bulk Plant 


Ace Tank & Welding Co.. Seattle, Wash. 
Acme Welding Div., W. Hartford 10, Conn. 
Allied Tank Truck Egqpt. Co., Philadelphia 


30, Pa. 

American Steel Works of Kansas, Wichita 
4, Kan. 

Beall Pipe & Tank Corp., Portland. Ore. 

Biggs Boiler Works Co., Akron, Ohio 

Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 

Bowser, Inc., Ft. Wayne, Ind. 

Buffalo Tank Corp., Dunellen, N. J. 

Wm. Bros Boiler & Mfg. Co., Minneapolis, 
Minn. 

Butler Mfg. Co.. Kansas City 26, Mo. 

Clemmey Co., Inc., John L., Mansfield, 
Mass. 

Columbian Steel Tank Co., Kansas City 1, 


Mo. 
Eastern Steel Tank Corp., Flushing, N. Y. 
Eaton Metal Prods. Corp., Omaha 2, Nebr. 
Fisher Tank Co., Chester, Pa. 


Gary Carolina Co., Rocky Mount, N. C. 

Graver Tank & Mfg. Co., Inc., E. Chicago, 
Ind. 

Hall Eqpt. Co., Quincy, Mass. 

Hammond Iron Works, New York, N. Y. 

Island Tank & Eqpt. Co., Bayport, N. Y. 


Kaustine Furnace & Tank Corp., Perry, 
N. Y. 

Kennedy Tank & Mfg. Co., Inc., Indianap- 
olis, Ind. 

Missouri Boiler & Sheet Iron Works, St. 
Louis, Mo. 

Moore & Kling, Inc., Boston, Mass. 

Morrison Bros. Co., Dubuque. Iowa 

Niles Steel Tank Co., Niles, Mich. 

Norwalk Tank Co., So. Norwalk, Conn, 

Novelty Steam Boiler Works, Inc., Balti- 
more 30, Md. 

Owosso Tank Co., Owosso, Mich. 

Pennsylvania Furnace & Iron Co., Warren, 
Pa. 

Philadelphia Valve Co., Philadelphia 34, Pa. 

Price Fireplace Heater & Tank Corp., Buf- 
falo, N. Y. 

Quaker City Iron Works, Inc., Philadelphia 
34, Pa. 

Richmond Eng. Co., Richmond, Va. 

Salisbury Tank & Steel Co., Newburyport, 
Mass. 

Sharpsville Steel Fabricators, Inc., Sharps- 
ville, Pa. 

Southern Tank & Mfg., Inc., Owensboro, 


Ky. 
Zambelli Boiler Works, Philadelphia 25, Pa. 
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Expansion 


Acme Welding Div., W. Hartford 10, Conn. 

American District Steam Co., Inc., N. Tona- 
wanda, N. Y. 

American District Steam Div., N. Tona- 
wanda, N. Y. 

American Steel Works of Kansas, Wichita, 
Kan. 

American Tube Prods., Inc., Natick, R. I. 

Baseline Mfg. Corp., Minneapolis 23, Minn. 

Beall Pipe & Tank Corp., Portland, Ore. 

Bell & Gossett Co., Morton Grove, Ill. 

Biggs Boiler Works Co., Akron, Ohio 

Buffalo Tank Corp., Dunellen, N. J. 

Clemmey Co., Inc., John L., Mansfield, 
Mass. 

Columbian Steel Tank Co., Kansas City 1, 
Mo. 

Crown Tank Works, Taunton, Mass. 

Eastern Steel Tank Corp., Flushing,.N. Y. 

Fire Proven Prods., Baltimore 18, Md. 

Furblo Co., Hermansville, Mich. 

Gabriel Boiler & Fabrication Co., Portland 
9, Ore. 

General Automatic Products Corp., Balti- 
more, Md. 

Gibraltar Corp. of America, Inc., Brooklyn, 
| ip 

Gold Seal Tank Co., Fall River, Mass. 

Graven Tank & Mfg. Co., Inc., E. Chicago, 
Ind. 

Hammond Iron Works, New York, N. Y. 

Harner Boiler Corp., Brooklyn, N. Y. 

Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y. 

Kennedy Tank & Mfg. Co., Inc., Indianap- 
olis, Ind. 

Klaff & Sons, Brooklyn, N. Y. 

Michigan Tank & Heater Corp., Dearborn, 
Mich. 

Missouri Boiler & Sheet Iron Works, St. 
Louis, Mo. 

Morrison Bros. Co., Dubuque, Iowa 

Nat’1.-U. S. Radiator Corp., Johnstown, Pa. 

National Steel Construction Co., Seattle 8, 
Wash. 

Niles Steel Tank Co., Niles, Mich. 

Novelty Steam Boiler Works, Inc., Balti- 
more 30, Md. 

Owosso Tank Co., Owosso, Mich. 


Patterson-Kelley Co., The, E. Stroudsburg, 
Pa. 

Penn Boiler & Burner Mfg. Corp., Lan- 
caster, Pa. 

Quaker City Iron Works, Inc., Philadelphia 
34, Pa. 

Richmond Eng. Co., Inc., Richmond, Va. 

Salisbury Tank & Steel Co., Newburyport, 
Mass. 

Sharpsville Steel Fabricators, Inc., Sharps- 
ville, Pa. 

Thrush & Co., H. A., Peru, Ind. 

Triplex Heating Specialty Co., Inc., Peru, 
Ind. 

Waterfilm Boilers, Inc., Jersey City 7, N. J. 

Wm. Bros Boiler & Mfg. Co., Minneapolis, 
Minn. 

Wood Co., John, Conshohocken, Pa. 


Hot Water Storage 


Acme Htg. Div., W. Hartford 10, Conn. 

American District Steam Div., N. Tona- 
wanda, N. Y. 

American Steel Works of Kansas, Wichita, 
Kan. 

Beall Pipe & Tank Corp., Portland, Ore. 

Bell & Gossett Co., Morton Grove, IIl. 

Biggs Boiler Works Co., Akron, Ohio 

Brown Oil Burning Eqpt. Co., Cambridge 
39, Mass. 

Buffalo Tank Corp., Dunellen, N. J. 

Clayton & Lambert Mfg. Co., Louisville, Ky. 

Clemmey Co., John L., Mansfield, Mass. 

Columbian Steel Tank Co., Kansas City 1, 
Mo. 

Davis Eng. Corp., New York 53, N. Y. 

Dillon Steam Boiler Works, Inc., D. M., 
Fitchburg, Mass. 

Eastern Steel Tank Corp, Flushing, N. Y. 

Eaton Metal Prods. Corp., Omaha 2, Nebr. 

Gabriel Boiler & Fabrication Co., Portland 
9, Ore. 

General Fittings Co., Providence 5, R. I. 

Gerstein & Cooper, Inc., South Boston, Mass, 

Hapman-Dutton Co., Kalamazoo, Mich. 

Island Tank & Eqpt. Co., Bayport, N. Y. 


39 








. «+ Tanks 


Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y. 

Kennedy Tank & Mfg. Co., Inc., Indianap- 
olis, Ind. 

Manning & Lewis Eng. Co., Newark, N. J. 

Michigan Tank & Heater Corp., Dearborn, 
Mich. 

Morrison Bros Co., Dubuque, Iowa 

Mund Boilers, Inc., Los Angeles 63, Calif. 

National Steel Construction Co., Seattle 8, 
Wash. 

Niles Steel Tank Co., Niles, Mich. 

Novelty Steam Boiler Works, Inc., Balti- 
more 30, Md. 

Owosso Tank Co., Owosso, Mich. 

Patterson-Kelley Co., Inc., The, E. Strouds- 
burg, Pa. 

Philadelphia Valve Co., Philadelphia 34, Pa. 

Quaker City Iron Works, Inc., Philadelphia 
3, Pa. 

Richmond Eng. Co., Richmond, Va. 

Schaub Eng. Co., Fred H., Chicago 23, Ill. 

Sharpsville Steel Fabricators, Inc., Sharps- 
ville, Pa. 

Steel Tank & Sheet Metal Fabricators, Inc., 
Chicago 9, Ill. 

Taco Heaters, Inc., Cranston, R. I. 

Thermo-Prods., Inc., No. Judson, Ind. 

Trageser Copper Works, Inc., Maspeth, 
1 A le > ae 

Waterfilm Boilers, Inc., Jersey City 7, N. J. 

Water Tube Boiler & Tank Co., Chicago, III. 

Wm. Bros Boiler & Mfg. Co., Minneapolis, 
Minn. 

Wood Co., John, Conshohocken, Pa. 

Yula Water Heaters, Inc., New York, N. Y. 


Range Burner, Oil 


Barridon Oil Burner Corp., Hartford, Conn. 

Columbian Steel Tank Co., Kansas City 1, 
Mo. 

Crown Tank Works, Inc., Taunton, Mass. 

Novelty Steam Boiler Works, Inc., Balti- 
more 30, Md. 

Philadelphia Valve Co., Philadelphia 34, Pa. 

Progress Mfg. Co., Inc., Arthur, Ill. 

Quaker City Iron Works, Inc., Philadelphia 
34, Pa. 

Salisbury Tank & Steel Co., Newburyport, 
Mass. 


Repair Kits 
Tankit Co., Newark, N. J. 


Space Heater, Oil 


Barridon Oil Burner Corp., Hartford, Conn. 

Coleman Co., Inc., The, Wichita, Kan. 

Columbian Steel Tank Co., Kansas City 1, 
Mo. 

Gary Carolina Co., Rocky Mount, N. C. 

Little Burner Co., H. C., San Rafael, Calif. 

Novelty Steam Boiler Works, Inc., Balti- 
more 30, Md. 

Salisbury Tank & Steel Co., Newburyport, 
Mass. 

Silent Sioux Corp., Orange City, Iowa 

Southern Tank & Mfg., Inc., Owensboro, 
Ky. 


Tank Cleaning Equipment 


National Visa-Clean Co., Baltimore, Md. 


Truck 
Allied Tank Truck Eqpt. Co., Philadelphia 


, Pa. 
American Steel Works of Kansas, Wichita, 
Kan. 
Beall Pipe & Tank Corp., Portland, Ore. 
Biggs Boiler Works Co., Akron, Ohio 
Billings, Inc., Bronx 59, N. Y. 
Boston Steel & Mfg. Co., Malden, Mass. 
Bowser, Inc., Ft. Wayne, Ind. 
Butler Mfg. Co., Kansas City 26, Mo. 
Columbian Steel Tank Co., Kansas City 1, 
Mo. 
D. & C. Eqpt. Co., Hartford 1, Conn. 
Decker Bros., Hawthorne, N. J. 
Eaton Metal Prods. Corp., Omaha 2, Nebr. 
Gary Carolina Co., Rocky Mount, N. C. 
Gramm Trailer Corp., Delphos, Ohio 
Hall Eqpt. Co., Quincy, Mass. 
Heil Co., The, Milwaukee 1, Wisc. 
a Furnace & Tank Corp., Perry, 
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Kennedy Tank & Mfg. Co., Inc., Indianap- 
olis, Ind. 

Moore & Kling, Inc., Boston, Mass. 

Morrison Bros. Co., Dubuque, Iowa 

Niles Steel Tank Co., Niles, Mich. 

Owosso Tank Co., Owosso, Mich. 

Pennsylvania Furnace & Iron Co., Warren, 
Pa. 

Philadelphia Valve Co., Philadelphia 34, Pa. 

Progress Mfg. Co., Arthur, Ill. 

Quaker City Iron Works, Inc., Philadelphia 
3, Pa. 

Richmond Eng. Co., Richmond, Va. 

Sharpsville Steel Fabricators, Inc., Sharps- 
ville, Pa. 

Southern Tank & Mfg., Inc., Owensboro, 


y. 
Trailmobile Co., Cincinnati, Ohio 
Triangle Tank Div., Inc., Brooklyn 22, N. Y. 
Zambelli Boiler Works, Philadelphia, Pa. 


Underground, Concrete, Oil Storage 


Beall Pipe & Tank Corp., Portland, Ore. 

Conspheres Co., New Canaan, Conn. 

Missouri Boiler & Sheet Iron Works, St. 
Louis, Mo. 


Underground, Steel, Oil Storage 


Ace Tank & Welding Co., Seattle, Wash. 

Acme Welding Div., W. Hartford 10, Conn. 

Allied Tank Truck Eqpt. Co., Philadelphia 
30, Pa. 

American Steel Works of Kansas, Wichita, 
Kan. 

Areweld Mfg. Co., Inc., Seattle 99, Wash. 

Beall Pipe & Tank Corp., Portland, Ore. 

Biggs Boiler Works Co., Akron, Ohio 

Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 

Buffalo Tank Corp., Dunellen, N. J. 

Burtchaell Htng. Co., Portland 2, Ore. 

Butler Mfg. Co., Kansas City 26, Mo. 

Clemmey Co., Inc., John L., Mansfield, 
Mass. 

Columbian Steel Tank Co., Kansas City 1, 
Mo. 

Crown Tank Works, Inc., Taunton, Mass. 

D. & C. Eqpt. Co., Hartford, Conn. 

Denby Tank & Welding Co., Shelton, Conn. 

Dowagiac Steel Tank Co., Dowagiac, Mich. 

Eaton Metal Prods. Corp., Omaha 2, Nebr. 

Eastern Steel Tank Corp., Flushing, N. Y. 

Electro-Watt Industries, Inc., Salem, Ore. 

Furblo Co., Hermansville, Mich. 

Gabriel Boiler & Fabrication Co., Portland 
9, Ore. 

Gary Carolina Co., Rocky Mount, N. C. 

Gary Steel Prods. Co., Gary, Ind. 

Gibraltar Corp. of America, Inc., Brooklyn, 
Fe a 

Gold Seal Tank Co., Inc., Fall River, Mass. 

Graver Tank & Mfg. Co., Inc., E. Chicago, 
Ind. 

Hall Eqpt. Co., Quincy, Mass. 

Hammond Iron Works, New York, N. Y. 

Harlan & Hollingsworth Tank Corp., Phila- 
delphia, Pa. 

Island Tank & Eqpt. Co., Bayport, N. Y. 

Kaustine Furnace & Tank Corp., Perry, 
N,. Y. 

Kennedy Tank & Mfg. Co., Inc., Indianap- 
olis, Ind. 

Klaff & Sons, Brooklyn 36, N. Y. 

Lynch Co., Inc., The, Portland 11, Ore. 

Meldon Industries, Inc., Detroit 23, Mich. 

Michigan Tank & Heater Corp., Dearborn, 
Mich. 

Moore & Kling, Inc., Boston, Mass. 

Morrison Bros. Co., Dubuque, Iowa 

Niles Steel Tank Co., Niles, Mich. 

Norse Boiler Co., Inc., New Market, N. J. 

Norwalk Tank’Co., So. Norwalk, Conn. 

Novelty Steam Boiler Works, Baltimore 30, 
Md. 

Owosso Tank Co., Owosso, Mich. 

Pennsylvania Furnace & Iron Co., Warren, 
Pa, 

Philadelphia Valve Co., Philadelphia 34, Pa. 

Price Fireplace Heater & Tank Div., Buf- 
falo, N. Y. 

Progress Mfg. Co., Arthur, Ill. 

Quaker City Iron Works, Inc., Philadelphia 
34, Pa. 

Remco, Inc., Baltimore 2, Md. 

Rossoe Mfg. Co., Inc., Seattle, Wash. 

Richmond Eng. Co., Richmond, Va. 


Salisbury Tank & Steel Co., Newburyport 
Mass. / 
Sandberg Mfg. Co., Portland 10, Ore. 
San-Equip, Inc., Syracuse, N. Y. 
Shadyside Fdry., Martins Ferry, Ohio 
Sharpsville Steel Fabricators, Inc., Sharps. 
ville, Pa. 
Southern Tank & Mfg., Inc., Owensboro 
Ky. 
Sunderman Mfg. Co., Sioux Falls, S. pD, 
Trageser Copper Works, Inc., Maspeth 
he ki ‘ 
Waterfilm Boilers, Inc., Jersey City 7, N, J, 
Water Tube Boiler & Tank Co., Chicago, Ij, 
Wm. Bros Boiler & Mfg. Co., Minneapolis 
Minn. 
Wood Co., John, Conshohocken, Pa. 
Zambelli Boiler Works, Philadelphia 25, Pa, 


Water Heating 


Acme Welding Div., West Hartford, Conn, 

American District Steam Co., Inc., N. Tona- 
wanda, N. Y. 

American Steel Works, Kansas City, Mo. 

Bell & Gossett Co., Morton Grove, II. 

Coleman Co., Inc., The, Wichita, Kan. 

Dillon Steam Boiler Works, Inc., D. M, 
Fitchburg, Mass. 

Eastern Steel Tank Corp., Flushing, N. Y, 

Eaton Metal Prods. Corp., Omaha 2, Nebr, 

Gabriel Boiler & Fabrication Co., Portland 
9, Ore. 

Gerstein & Cooper, Inc., South Boston, 
Mass. 

Hapman-Dutton Co., Kalamazoo, Mich. 

Island Tank & Eqpt. Co., Bayport, N. Y. 

Kam Water Heater Mfg. Co., Inc., Brook- 
on, W. XY. 

Kennedy Tank & Mfg. Co., Inc., Indianap- 
olis, Ind. 

Michigan Tank & Heater Corp., Dearborn, 
Mich. 

National Steel Construction Co., Seattle 8, 
Wash. 

Niles Steel Tank Co., Niles, Mich. 

Norse Boiler Co., Inc., New Market, N. J. 

Novelty Steam Boiler Works, Baltimore 3, 
Md. 

Owosso Tank Co., Owosso, Mich. 

Patterson-Kelley Co., Inc., The, E. Strouds- 
burg, Pa. 

Quaker City Iron Works, Inc., Philadelphia 
34, Pa. 

Richmond Eng. Co., Richmond, Va. 

Sharpsville Steel Fabricators, Inc., Sharps 
ville, Pa. 

Taco Heaters, Inc., Cranston, R. I. 

Waterfilm Boilers, Inc., Jersey City 7, N. J. 

Watertube Boiler & Tank Co., Chicago, Ill. 

Yula Water Heaters, Inc., New York, N. ¥. 


Tank Stands, Racks 


Fueloil Storage, Basement 


Acme Welding Div., W. Hartford 10, Conn. 

American Steel Works, Kansas City, Mo. 

Ardmore Prods., Chicago, IIl. 

Beall Pipe & Tank Corp., Portland, Ore. 

Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. , 

Brown Oil Burning Egqpt. Co., Cambridge 
39, Mass. 

Butler Mfg. Co., Kansas City 26, Mo. 

Eaton Metal Prods. Corp., Omaha 2, Nebr. 

Economic Steel Pack Co., Everett, Mass. 

McGillis Service Eng., Brockton, Mass. 

Missouri Boiler & Sheet Iron Works, % 
Louis, Mo. 

O’Halloran Inds., Detroit 4, Mich. ne 

Philadelphia Valve Co., Philadelphia 4, 

Progress Mfg. Co., Inc., Arthur, Ill. 

Rossoe Mfg. Co., Seattle, Wash. san 

Southern Tank & Mfg., Inc., Owensvol 
Ky. 


Hot Water Storage 


rd, Cont. 


rtfo 
Acme Welding Div., West Ha Wichit. 


American Steel Works of Kansas, 
Kan. ore. 
Beall Pipe & Tank Corp., Portland, Of 
Buffalo Tank Corp., Dunellen, N. J. NS. 
Eastern Steel Tank Corp., Flushing, ™ 
Gerstein & Cooper, Inc., Souta 


Mass. sich 
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Tools, Pipe 


Kam Water Heater Mfg. Co., Inc., Brook- 


lyn, N. Y. 
Michigan Tank & Heater Corp., Dearborn, 


ch. 
ee Bros. Co., Dubuque, Iowa 
Waterfilm Boilers, Inc., Jersey City 7, N. J. 
Wm. Bros Boiler & Mfg. Co., Minneapolis 
14, Minn. 


Tools, Pipe 
Air Hammer 


Brown-Appton Co., New York 22, N. Y. 
Ingersoll-Rand Co., Phillipsburg, N. J. 


Benders 


Boiler Engineering & Supply Co., Inc., 
Phoenixville, Pa. 

Carlton Supply Co., Hartford 1, Conn. 

Greenlee Tool Co., Rockford, Ill. 

Holsclaw Bros., Inc., Evansville, Ind. 

Imperial Brass Mfg. Co., The, Chicago, Ill. 

Reliance Tubular Prod. Co., Cleveland 8, 
Ohio 

Skinner Co., M. B., South Bend, Ind. 

Tal Bender, Inc., Milwaukee 2, Wisc. 

Wayne Brass Co., Inc., Ft. Wayne, Ind. 


Copper Tubing Tools, Bend 


Carlton Supply Co., Hartford 1, Conn. 

Chase Brass & Copper Co., Inc., Waterbury 
20, Conn. 

Greenlee Tool Co., Rockford, Ill. 

Imperial Brass Mfg. Co., The, Chicago 7, Ill. 

Leggitt Co. S. H., Marshall, Mich. 

Madden Brass Prod. Co., Aurora, IIl. 

Martin Tube Benders, W. H., Owensboro, 
Ky. 

Reliance Tubular Prod. Co., Cleveland 8, 
Ohio 

Span Brass Mfg. Co., Inc., Otsego, Mich. 

Tal Bender, Inc., Milwaukee 2, Wisc. 

Universal Brass Corp., Arlington, N. J. 

Wayne Brass Co., Inc., Ft. Wayne, Ind. 

Weatherhead Co., The, Cleveland 8, Ohio 


Copper Tubing Tools, Cut 


Armstrong Bros. Tool Co., Chicago 30, II. 

CS Brass Mfg. Co., New York 23, N. Y. 

Carlton Supply Co., Hartford 1, Conn. 

= Brass & Copper Co., Waterbury 20, 
nn, 

Imperial Brass Mfg. Co., The, Chicago 7, Ill. 

Leggitt Co., S. H., Marshall, Mich. 

Madden Brass Prod. Co., Aurora, IIl. 

Penn Brass & Copper Co., Erie, Pa. 

Ridge Tool Co., The, Elyria, Ohio 

Span Brass Mfg. Co., Inc., Otsego, Mich. 

Tal Bender, Inc., Milwaukee, Wisc. 

Universal Brass Corp., Arlington, N. J. 

Wayne Brass Co., Inc., Ft. Wayne, Ind. 

Weatherhead Co., The, Cleveland 8, Ohio 


Copper Tubing Tools, Flare 


Armstrong Bros. Tool Co., Chicago 30, Ill. 
Carlton Supply Co., Hartford 1, Conn. 
— & Copper Co., Waterbury 20, 
Couplings Co., Chicago 16, Ill. 
Imperial Brass Mfg. Co., The, Chicago 7, Ill. 
wssitt Co., S. H., Marshall, Mich. 
: dden Brass Prod, Co., Aurora, IIl. 
enn Brass & Copper Co., Erie, Pa. 
Spe rs Brass Co., Hillsdale, Mich. 
toe rass Mfg. Co., Inc., Otsego, Mich. 
Wa ersal Brass Corp., Arlington, N. J. 
¥ yne Brass Co., Inec., Ft. Wayne, Ind. 
eatherhead Co., The, Cleveland 8, Ohio 


Copper Tubing Tools, Ream 


Chattong Bros. Tool Co., Chicago 30, Ill. 
Gan Tass & Copper Co., Inc., Waterbury, 


imperial Brass Mfg. Co., The, Chicago 7, 


aden Brass Prod. Co., Chicago 10, Ill. 
Way “a Co., The, Elyria, Ohio 


rass Co., Inc., Ft. Wayne, Ind. 


. «+ Tools, Sheet Metal 


Cutters 


Armstrong Bros. Tool Co., Chicago 30, Ill. 
Ridge Tool Co., The, Elyria, Ohio 
Wayne Brass Co., Inc., Ft. Wayne, Ind. 


Masonry Drills 


Carboloy Dept., Detroit 32, Mich. 

Ingersoll-Rand Co., Phillipsburg, N. J. 

New England Carbide Tool Co., Inc., Cam- 
bridge 39, Mass. 


Power Stands 


Ridge Tool Co., The, Elyria, Ohio 


Reamers 


Armstrong Bros. Tool Co., Chicago 30, Ill. 
Ridge Tool Co., The, Elyria, Ohio 


Stocks & Dies 


Armstrong Bros. Tool Co., Chicago 30, Ill. 
Ridge Tool Co., The, Elyria, Ohio 


Threading Machine 


Armstrong Bros. Tool Co., Chicago 30, Ill. 
Ridge Tool Co., The, Elyria, Ohio 


Vises & Stands 


Armstrong Bros. Tool Co., Chicago 30, Ill. 
Ridge Tool Co., The, Elyria, Ohio 


Wrenches 


Armstrong Bros. Tool Co., Chicago 30, Ill. 

Ridge Tool Co., The, Elyria, Ohio 

Tubing Appliance Co., Inc., Los Angeles 45, 
Calif. 


Tools, Portable Electric 
Drills 


Dayton Elec. Mfg. Co., Chicago, Ill. 

Ingersoll-Rand Co., Phillipsburg, N. J. 

Krieg, Victor J., Inc., New York, N. Y. 

Milwaukee Electrical Tool Corp., Milwau- 
kee 8, Wisc. 

Syntron Co., Homer City, Pa. 


Electric Hammer 


Snytron Co., Homer City, Pa. 
Tri-Saw Corp., St. Louis 17,.Mo. 


Saws 


Bett-Marr Mfg. Co., Hopkins, Minn. 

Dayton Elec. Mfg. Co., Chicago, IIl. 

Krieg, Inc., Victor J., New York 12, N. Y. 

Milwaukee Electrical Tool Corp., Milwau- 
kee 8, Wisc. 

R.C.S. Tool Sales Co., Joliet, Ill. 

Syntron Co., Homer City, Pa. 


Tools, Powder-actuated 
Niagara Machine & Tool Works, Buffalo, 
De. 


Ramset Div., Cleveland 11, Ohio 
Remington Arms Co., Bridgeport, Conn. 


Tools, Sheet Metal 


Band Saws 
Bett-Marr Mfg. Co., Hopkins, Minn. 


Brakes 


Beverly Shear Mfg. Co., Chicago, Ill. 
Cutler-Hammer, Inc., Milwaukee, Wisc. 
Falsington Mfg. Co., Falsington, Pa. 
Niagara Machine & Tool Works, Buffalo, 


N. Y. 

Peck, Stow & Wilcox Co., Southington, 
Conn. 

Power Eqpt. Co., Kansas City, Mo. 

Stueck, Inc., W. Whitney, Old Saybrook, 
Conn, 
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. +». Transformers 


Hand Shears 


Falsington Mfg. Co., Falsington, Pa. 

Krieg, Inc., V. J., New York, N. Y. 

Mercury Supply Co., Elmhurst, III. 

Niagara Machine & Tool Works, Buffalo 
ah eX. 

Peck, Stow & Wilcox Co., Southington, 
Conn. 

Whitney Mfg. Co., W. A., Rockford, Ill. 

Wiss & Sons, Co., J., Newark 7, N. J. 


Lockformers 


Falsington Mfg. Co., Falsington, Pa. 
Lockformer Co., The, Chicago 50, Ill. 
a Machine & Tool Works, Buffalo, 


Portable Brakes 
ee Machine & Tool Works, Buffalo 11, 
Y 


Stueck, Inc., W. Whitney, Old Saybrook, 
Conn. 

Peck, Stow & Wilcox, Southington, Conn. 

Webb Machine & Tool Co., Imperial, Pa. 


Portable Shears 


Beverly Shear Mfg. Co., Chicago 43, Ill. 
Falsington Mfg. Co., Falsington, Pa. 
Kraus Mfg. Co., C. E., Louisville 2, Ky. 
Krieg, Inc., V. J., New York, N.Y. 
Mercury Supply Co., Elmhurst, $1. 
ii Machine & Tool Works, Buffalo, 
Peck, Stow & Wilcox, Southington, Conn. 
Whitney Mfg. Co., W. A., Rockford, Ill. 
Wilder Mfg. Co., Carmel, Calif. 


Power Hammer 


American Pneumatic Tool Co., New York 
22,.N. Y. 


Power Shears 


Krieg, Inc., V. J., New York, N. Y. 
Libert Machine Co., Green Bay, Wisc. 
Niagara Machine & Tool Works, Buffalo 
ee AE fe 
Peck, Stow & Wilcox, Southington, Conn. 
Wilder Mfg. Co., Carmel, Calif. 
Punches 
Falsington Mfg. Co., Falsington, Pa. 
Niagara Machine & Tool Works, Buffalo 
14,- Ni. 
Peck, Stow & Wilcox, Southington, Conn. 
Whitney Mfg. Co., W. A., Rockford, Ill. 
Wilder Mfg. Co., Carmel, Calif. 
Wysong & Miles Co., Greensboro, N. C. 


Transformers 
Control 


Acme Electric Corp., Cuba, N. Y. 

Detroit Controls Corp., Detroit 8, Mich. 

Dongan Electric Mfg. Co., Detroit, Mich. 

Forest Electric Co., The, Forest Park, Il. 

General Controls Co., Glendale 1, Calif. 

General Electric Co., Schenectady 5, N. Y. 

Hold-Tite Valve Mfg. Co., New York 22, 
N. Y. : 

Jefferson Electric Co., Bellwood, Ill. 

Mercoid Corp., The, Chicago, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis, Minn. 

Soreng Div., Schiller Park, Il. 

Square D Co., Milwaukee 12, Wisc. 

Union Electric & Mfg. Co., Jersey City, N. J. 

Union Spring & Mfg. Co., Jersey City, N. J. 

Westinghouse Electric Corp., Industrial 
Heating Div., Meadville, Pa. 


Ignition 
Ace Transformer Co., Inc., New York 16, 


N. Y. 
Acme Electric Corp., Cuba, N. Y. 
Aldrich Co., Wyoming, Ill. 
Berkshire Transformer Corp., New Milford, 
Conn. 
Bogue Elec. Mfg. Co., Paterson, N. J. 
Burn-Rite Products Co., Yonkers, N. Y. 
Dongan Electric Mfg. Co., Detroit, Mich. 
Forest Electric Co., The, Forest Park, Ill. 
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. «+.» Transformers, Traps 


General Controls Co., Glendale 1, Calif. 

General Electric Co., Ft. Wayne 2, Ind. 

General Electric Co., Schenectady 5, N. Y. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hold-Tite Valve Mfg. Co., New York 22, 
NN, X. 

HomEase Prods. Div., Inc., Paterson, N. J. 

Jefferson Electric Co., Bellwood, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis, Minn. 

Nu-Way Corp., Rock Island, Il. 

Penn Transformer Corp., Bellefonte, Pa. 

Preferred Utilities Mfg. Corp., New York, 
Me. Xs 

Silent Flame Mfg. Co., Inc., New York 72, 
t. Fitep a 

Standard Automatic Burner Div., Newark, 
ns De 

Union Electric & Mfg. Co., Jersey City, N. J. 

Webster Electric Co., Racine, Wisc. 

Westinghouse Electric Corp., Industrial 
Heating Div., Meadville, Pa. 


Traps 


Boiler Return 


Acker Organization, Inc., W. M. Cleveland 
9, Ohio 

Dunham Co., C. A., Chicago, Ill. 

Johnson Corp., The, Three Rivers, Mich. 
Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 
Sarco Co., Inc., New York, N. Y. 

Sterling, Inc., Milwaukee, Wisc. 

Warren Webster & Co., New York 17, N. Y. 


Lifting 


Acker Organization, Inc., W. M., Cleveland 
9, Ohio 

Anderson Co., V. D., Cleveland, O. 

Johnson Corp., The, Three Rivers, Mich. 

Sarco Co., Inc., New York, N. Y. 


Non-return 


Acker Organization, Inc., W. M., Cleveland 
9, Ohio 

Anderson Co., V. D., Cleveland, O. 

Johnson Corp., The, Three Rivers, Mich. 

O'Halloran Industries, Detroit, Mich. 

Sarco Co., Inc., New York, N. Y. 


Steam 


American District Steam Div., N. Tona- 
wanda, N. Y. 

Anderson Co., V. D., Cleveland 2, Ohio 

Armstrong Machine Works, Three Rivers, 
Mich. 

Barnes & Jones, Inc., Boston 30, Mass. 

Clark Mfg. Co., Cleveland 14, Ohio 

Dunham Co., C. A., Chicago, Ill. 


Hoffman Specialty Mfg. Corp., Indianap- 
olis 7, Ind. 

Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 

Preferred Utilities Mfg. Corp., New York, 
N.Y. 

Sarco Co., Inc., New York, N. Y. 

Schaub Eng. Co., Fred H., Chicago 25, Ill. 

Sterling, Inc., Milwaukee, Wisc. 


Strong, Carlisle &° Hammond, Cleveland, 
Ohio 


Warren Webster & Co., New York 17, N. Y. 


Truck Bodies 


Service & Installation 


Beall Pipe & Tank Corp., Portland, Ore. 


Boyertown Auto Body Works, Boyertown, 
Pa. : 


Gramm Trailer Corp., Delphos, Ohio 

Heil Co., The, Milwaukee, Wisc. 

Karyall Body, Inc., Cleveland 9, Ohio 
Nolan Corp., J. H., Cleveland, Ohio 

Stahl Metal Prods., Inc., Cleveland 10, Ohio 


Truck Cranes 
Stedt Hydraulic Crane Co., Brookline, Mass. 
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. +» Tubing 
Tubing 


Aluminum 


American Brass Co., Waterbury 20, Conn. 

Leggitt Co., S. H., Marshall, Mich. 

Linderme Tube Co., The, Cleveland 17, Ohio 

Mechanical Steel Tubing Corp., New York, 
ee 

Penn Brass & Copper Co., Erie, Pa. 

Reliance Tubular Prods. Co., Cleveland 8, 
Ohio 

Revere Copper & Brass, Inc., New York 17, 
ae 


Span Brass Mfg. Co., Inc., Otsego, Mich. 
Universal Brass Corp., Arlington, N. J. 
Viking Mfg. Corp., Cleveland, Ohio 

Wolverine Tube Div., Detroit 26, Mich. 


Benders 


(See listings on page 41 under Tools, 
Pipe, Copper Tubing, Bend) 


Brass 


American Brass Co., Waterbury 20, Conn. 

Chase Brass & Copper Co., Waterbury 20, 
Conn. 

Grinnell Co., Inc.. Providence 1, R. I. 

Mechanical Steel Tubing Corp., New York, 
WN. ¥. 

Reading Tube Corp., New York 1, N. Y. 

Reliance Tubular Prods. Co., Cleveland 8, 
Ohio 

Revere Copper & Brass, Inc., New York 17, 
N. Y 


Scovill Mfg. Co., Waterbury, Conn. 
Wayne Brass Co., Inc., Ft. Wayne, Ind. 
Wolverine Tube Div., Detroit 26, Mich. 


Coils 


American Brass Co., Waterbury, Conn. 

Carlton Supply Co., Hartford 1, Conn. 

Lewis & Co., J. E., Baltimore 30, Md. 

Madden Brass Prod. Co., Chicago 10, Ill. 

Reliance Tubular Prods. Co., Cleveland 8, 
Ohio 

Rome-Turney Rad. Co., Rome, N. Y. 

Taco Heaters, Inc., Providence, R. I. 

Wayne Brass Co., Inc., Ft. Wayne, Ind. 

Wolverine Tube Div., Detroit, Mich. 

Yula Water Heaters, Inc., New York 63, 
mm. Y. 


Copper 


American Brass Co., Waterbury 20, Conn. 

Chase Brass & Copper Co., Waterbury 20, 
Conn. 

Couplings Co., Chicago 16, Ill. 

Grinnell Co., Inc., Providence 16, Ill. 

H. & H. Tube & Mfg. Co., Detroit 17, Mich. 

Imperial Brass Mfg. Co., The, Chicago 7, Ill. 

Leggitt Co., S. H., Marshall, Mich. 

Lincoln Brass Works, Inc., Detroit 16, Mich. 

Linderme Tube Co., The, Cleveland 17, Ohio 

Madden Brass Prod. Co., Chicago 10, Ill. 

Mechanical Steel Tubing Corp., New York, 
WN. ¥. 

Pate Co., Inc., The, Darby, Pa. 

Penn Brass & Copper Co., Erie, Pa. 

Reading Tube Corp., New York 1, N. Y. 

Reliance Tubular Prods. Co., Cleveland 8, 
Ohio 

Revere Copper & Brass, Inc., New York 17, 
WY. 


Rome-Turney Rad. Co., Rome, N. Y. 
Scovill Mfg. Co., Waterbury, Conn. 
Slant-Fin Rad. Corp., Richmond Hill, N. Y. 
Span Brass Mfg. Co., Inc., Otsego, Mich. 
Universal Brass Corp., Arlington, N. J. 
Wayne Brass Co., Inc., Ft. Wayne, Ind. 
Weatherhead Co., The, Cleveland 8, Ohio 
Wolverine Tube Div., Detroit 26, Mich. 


Hangers 


American Tube Products, Inc., Natick, R. I. 
Carlton Supply.Co., Hartford 1, Conn. 
General Fittings Co., Providence, R. I. 
Grinnell Co., Inc., Providence 1, R. I. 
Leggitt Co., S. H., Marshall, Mich. 

Pate Co., The, Darby, Pa. 

Universal Brass Corp., Arlington, N. J. 





... Unit Heaters 


Metal Flexible 


American Brass Co., Waterbury Conn, 
International Metal Hose Co., Bellevue 
Ohio ; 
McDonald Mfg. Co., A. Y., Dubuque, Iow, 
a Metal Hose, Inc., New Rochelje 
Techniflex Mfg. Co., Port Jervis, N, y, 


Plastic 


Dow Chemical Co., Midland, Mich. 
Flexible Tubing Corp., Guilford, Conn, 
Goodrich Co., B. F., Akron, Ohio 
Imperial Brass Mfg. Co., The, Chicago, Ij, 
Pyramid Plastics, Inc., Chicago 7, Ij, 

U. S. Rubber Co., New York 20, N. y, 


Steel 


Avon Tube Div., Rochester, Mich. 

Beall Pipe & Tank Corp., Portland, Ore. 

Crucible Steel Co. of America, Pittsburgh, 
Pa. 

Revere Copper & Brass, Inc., New York, 
N. Y 


Trent Tube Co., East Troy, Wisc. 
Wolverine Tube Div., Detroit, Mich, 


Unit Heaters 


Direct Oilfired 


Air Conditioning Eng. Co., Cambridge 41, 
Mass. 

Airtherm Mfg. Co., St. Louis 10, Mo. 

Altherm, Inc., New York 21, N. Y. 

American Crop Drying Egqpt. Co., Crystal 
Lake, Ill. 

American Fdry. & Furnace Co., Blooming- 
ton, Ill. 

Anchor Div., New Albany, Ind. 

Beck Eng. Combustion Co., St. Louis 6, Mo. 

Campbell Heating Co., Des Moines 17, Iowa 

Chicago Steel Furnace Co., Chicago 17, Ill. 

Chimney Furnace-Western, Seattle 44, 
Wash. 

Delta Htg. Corp., Trenton 8, N. J. 

Dravo Corp., Pittsburgh 22, Pa. 

Drying Systems, Inc., Chicago 40, Ill. 

Fageol Heat Machine Co., Detroit 11, Mich. 

Gilbert & Barker Mfg. Co., W. Springfield, 
Mass. 

Herman Nelson Div., Moline, Ill. 

Lee Corp., Wilmington, Del. 

Mammoth Furnace Co., St. Paul, Minn. 

Mechanical Products Mfg. Co., Seattle 4, 
Wash. 

Mechanical Steel Tubing Corp., New York, 


Montag, Inc., Portland, Ore. 

Mueller Furnace Co., L. J., Milwaukee %, 
Wisc. : 
National Heater Co., Inc., St. Paul 4, Minn. 
Norwalk Air Conditioning Corp., The, ©. 

Norwalk, Conn. ; 
Olson & Co., Arthur A, Canfield, Ohio 
Over Head Heaters, Inc., Detroit 26, Mich. 
Peabody Eng. Corp., New York 36, N. . 
Prat-Daniel Corp., So. Norwalk, Conn. 
Rybolt Htg. Co., Ashland, Ohio 
Therm-O-Bloc Div., So. Norwalk, Conn. 
Tjernlund Mfg. Co., St. Paul 14, Minn. 
Viking Mfg. Corp., Cleveland, Ohio 
Young Radiator Co., Racine, Wise. 


Hot Water 


Airtherm Mfg. Co., St. Louis 10, Mo. te 
American Air Filter Co., Inc., Louisvilt 
Ky. 
American Blower Corp., Dearborn, re 
Bishop & Babcock Mfg. Co., Cleveland 4% 
Ohio 
Brown Prods. Co., Forest Hills, N. Le 
Buffalo Forge Co., Inc., Buffalo, N, }. 
Burnham Corp., Irvington, N. % 
Carrier Corp., Syracuse, N. Y._ 
Clarage Fan Co., Kalamazoo, Mich. 
Dunham Co., C. A., Chicago, Ill. y 
Fedders-Quigan Corp., Buffalo, N. A 
Grinnell Co., Inc., Providence 1, R. vast 
Hastings Air Conditioning Co., Inc., 
ings, Nebr. 
Hoff Mfg. Co., Bethany, Conn. 
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Martin Fan & Blower Co., Inc., Chicago 50, 


dk Mfg. Co., Racine, Wisc. 

Nat’L-U, S. Radiator Corp., Johnstown, Pa. 

Nesbitt, Inc., John J., Philadelphia 36, Pa. 

Patterson-Kelley Co., Inc., The, E. Strouds- 
purg, Pa. 

penn Boiler & Burner Mfg. Corp., Lancas- 
ter, Pa. 

Rittling Corp., Buffalo 2 WY. 

Skinner Htg. & Ventilating Co., Inc., St. 
Louis 6, Mo. 

Sturtevant Div., Boston 36, Mass. 

Trane Co., The, LaCrosse, Wisc. 

Union Asbestos & Rubber Co., Chicago, Ill. 

U. §. Air Conditioning Corp., Minneapolis 
14, Minn. 

Warren Webster & Co., Camden 5, N. J. 

Wing Mfg. Co., L. J., Linden, N.. J. 

Young Rad. Co., Racine, Wisc. 


Steam 


Airtherm Mfg. Co., St. Louis 10, Mo. 
American Air Filter Co., Inc., Louisville, 


Ky. 

American Blower Corp., Dearborn, Mich. 

Bishop & Babcock Mfg. Co., Cleveland 14, 
Ohio 

Brown Prods. Co., Forest Hills, N. Y. 

Buffalo Forge Co., Inc., Buffalo, N. Y. 

Burnham Corp., Irvington, N. Y. 

Carrier Corp., Syracuse, N. Y. 

Clarage Fan Co., Kalamazoo, Mich. 

Dunham Co., C. A., Chicago, Ill. 

Fedders-Quigan Corp., Buffalo, N. Y. °* 

Grinnell Co., Inc., Providence 1, R. I. 

Hastings Air Conditioning Co., Inc., Hast- 
ings, Nebr. 

Hoff Mfg. Co., Bethany, Conn. 

Kisco Boiler & Eng. Co., St. Louis 14, Mo. 

Martin Fan & Blower Co., Inc., Chicago 50, 
Ill. 

Modine Mfg. Co., Racine, Wisc. 

Nat’l.-U, S. Radiator Corp., Johnstown, Pa. 

Nesbitt, Inc., John J., Philadelphia 36, Pa. 

Patterson-Kelley Co., Inc., The, E. Strouds- 
burg, Pa. 

Rittling Corp., Buffalo 3, N. Y. 

Skinner Htg. & Ventilating Co., Inc., St. 
Louis 6, Mo. 

Sturtevant Div., Boston, Mass. 

Trane Co., The, LaCrosse, Wisc. 

Union Asbestos & Rubber Co., Chicago, Ill. 

U. 8. Air Conditioning Corp., Minneapolis 
14, Minn. 

Warren Webster & Co., Camden 5, N. J. 

Wing Mfg. Co., L. J., Linden, N. J. 

Young Rad. Co., Racine, Wisc. 


Vacuum Cleaners 


Boilers & Furnaces 
Baker Furnace & Cleaner Mfg. Co., Toledo 
6, Ohio 
Breuer Electric Mfg. Co., Chicago 49, Ill. 
Poyie Vacuum Cleaner Co., Grand Rapids, 


Empire Chemical Prod. Co., Newark, N. J. 
Harvey, Inc., Sid, Valley Stream, N. Y. 
Hasko Utilities Co., New York, N. Y. 

Ideal Industries, Inc., Sycamore, Ill. 

Kent Co., Inc., The, Rome, N. Y. 
Memo-Stamm Mfg. Co., Palisades, Park, 


Master-Craft Supply Co., Inc., Haverstraw, 


ae Machine Corp., Chicago, Ill. 
— Super Service Co., Inc., Toledo 2, 


se Co., St. Paul, Minn. 
— Vacuum Cleaner Corp., Boston 11, 


Seeger-Williams, Inc., Bridgeport, Conn. 
val n Co., M. D., Boston, Mass. 
que Art Mfg. Co., Inc., Newark, N. J. 


Cleaning Brushes 


Ace Mo Brush Co., Brooklyn, N. Y. 
Mich, acuum Cleaner Co., Grand Rapids, 
Harvey Inc., § 
» anc., Sid, Valley Stream, N. Y. 
Hasko Utilities Co., New York, N. Y. 


..». Vacuum Cleaners 


Ideal Industries, Inc., Sycamore, IIl. 

National Super Service Co., Toledo, Ohio 

Premier Co., St. Paul, Minn. 

Schaefer Brush Mfg. Co., Milwaukee 4, 
Wisc. 


Hose 


Admiral Rubber Corp., Brooklyn 32, N. Y. 

Carlyle Rubber Co., Inc., New York, N. Y. 

Doyle Vacuum Cleaner Co., Grand Rapids, 
Mich. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hasko Utilities Co., New York, N. Y. 

Hewitt-Robbins, Inc., Stamford, Conn. 

Ideal Industries, Inc., Sycamore, Ill. 

Master-Craft Supply Co., Inc., Haverstraw, 
N. Y¥. 

National Super Service Co., Toledo, Ohio 

Premier Co., St. Paul, Minn. 

Pullman Vacuum Cleaner Corp., Boston, 
Mass. 


Tools & Accessories 


Baker Furnace & Cleaner Mfg. Co., Toledo 
6, Ohio 

Breuer Electric Mfg. Co., Chicago 49, Til. 

Doyle Vacuum Cleaner Co., Grand Rapids, 
Mich. 

Empire Chemical Prod. Co., Newark, N. J. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hasko Utilities Co., New York, N. Y. 

Ideal Industries, Inc., Sycamore, Il. 

Kent Co., Ine., The, Rome, N. Y. 

Master-Craft Supply Co., Inc., Haverstraw, 
wy. . 

Molloy Machine Corp., Chicago, Ill. 

National Super Service Co., Inc., Toledo 2, 
Ohio 

Premier Co., St. Paul, Minn. 

Pullman Vacuum Cleaner Corp., Boston 11, 
Mass. 

Schaefer Brush Mfg. Co., Milwaukee 4, 
Wisc. 

Unique Art Mfg. Co., Inc., Newark, N. J. 


Valves 


Air Relief 


American Rad. & Std. Sanitary Corp., Pitts- 
burgh 30, Pa. 

Anthony Co., Long Island City 1, N. Y. 

Anderson Co., V. D., Cleveland, Ohio 

Anderson Prods., Cambridge 39, Mass. 

Beacon Brass Co., Inc., Waltham, Mass. 

Bell & Gossett Co., Morton Grove, IIl. 

Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 

Buckeye Iron & Brass Works, Dayton 1, 
Ohio 

Cash Valve Mfg. Corp., A.W., Decatur,Tll. 

Cooper Co., Clark, Palmyra, N. J. 

Dunham Co., C. A., Chicago, Ill. 

Edward Valves, Inc., E. Chicago, Ind. 

Heat-Timer Corp., New York, N. Y. 

Hoffman Specialty Mfg. Corp., Indianapolis, 
Ind. 

Keeney Mfg. Co., Newington, Conn. 

Klipfel Valves, Inc., Hamilton, Ohio 

Kunkle Valve Co., Fort Wayne 2, Ind. 

Lammert & Mann Co., Chicago 12, Ill. 

Maid-O-Mist, Inc., Chicago 41, Ill. 

Milwaukee Valve Co., Milwaukee 7, Wisc. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis, Minn. 

Multiplex Mfg. Co., Berwick, Pa. 

Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 

New York Air Valve Corp., Brooklyn, N. Y. 

OPW Corp., Cincinnati, Ohio 

Oster Laboratories, Ellenville, N. Y. 

Rockwell Co., W. S., Fairfield, Conn. 

Span Brass Mfg. Co., Inc., Otsego, Mich. 

Taco Heaters, Inc., Cranston, R. I. 

Thrush & Co., H. A., Peru, Ind. 

Watts Regulator Co., Lawrence, Mass. 


Angle 


Anderson Brass Co., Detroit 8, Mich. 

Automatic Switch Co., Orange, N. J. 

Barber-Colman Co., Rockford, Ill. 

Beacon Brass Co., Inc., Waltham, Mass. 

Buckeye Iron & Brass Works, Dayton 1, 
Ohio 

Cambridge Tool & Mfg. Co., Inc., Somer- 
ville, Mass. 


BUYER'S GUIDE & INDUSTRY DIRECTORY 


.... Valves 


Central Brass Mfg. Co., Cleveland, Ohio 

Chase Brass & Copper Co., Waterbury 20, 
Conn. 

Couplings Co., Chicago 8, Ill. 

Detroit Controls Corp., Detroit, Mich. 

Edward Valves, Inc., E. Chicago, Ind. 

Grinnell Co., Inc., Providence 1, R. I. 

Guardian Products Corp., Michigan City, 
Ind. 

Hoffman Specialty Mfg. Corp., Indianapolis, 
Ind. 

Homestead Valve Mfg. Co., Coraopolis, Pa. 

Leggitt Co., S. H., Marshall, Mich. 

Marsh Corp., Skokie, Ill. 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

Milwaukee Valve Co., Milwaukee 7, Wisc. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis, Minn. 

Morse-Smith-Morse Co., Watertown, Mass, 

Ohio Brass Co., Mansfield, Ohio 

Oil Eqpt. Mfg. Co., Inc., Louisville 11, Ky. 

OPW Corp., Cincinnati, Ohio 

Oster Laboratories, Ellenville, N. Y. 

Preferred Utilities Mfg. Corp., New York 
23, N. Y. 

Reliance Tubular Prod. Co., Cleveland 8, 
Ohio 

Remco, Inc., Baltimore, Md. 

Schaible Co., The, Cincinnati 4, Ohio 

Span Brass Mfg. Co., Inc., Otsego, Mich. 

Strong, Carlisle & Hammond Co., Cleveland 
13, Ohio 

Universal Brass Corp., Arlington, N. J. 

Wayne Brass Co., Inc., Ft. Wayne, Ind. 

Weatherhead Co., The, Cleveland 8, Ohio 


Blow-off 


Automatic Switch Co., Orange, N. J. 
Burn-Rite Products Co., Yonkers, N. Y. 
Central Brass Mfg. Co., Cleveland 27, Ohio 
Crane Co., Chicago 5, Ill. 
Edward Valves, Inc., E. Chicago, Ill. 
General Controls Co., Glendale 1, Calif. 
Homestead Valve Mfg. Co., Coraopolis, Pa. 
King Eng. Corp., Ann Arbor, Mich. 
McDonnell & Miller, Inc., Chicago 18, Ill. 
Madden Corp., Chicago 26, Ill. 
Preferred Utilities Mfg. Corp., New York, 
WN. X. 
Rockwell Co., W. S., Fairfield, Conn. 
Uniblow Valve Co., Cleveland 2, Ohio 
Universal Brass Corp., Arlington, N. J. 
Vapor Heating Corp., Chicago 31, Ill. 
Wright-Austin Co., Detroit 7, Mich. 


Boiler Feed 


Automatic Switch Co., Orange, N. J. 

Bell & Gossett Co., Morton Grove, Ill. 

Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 

Burn-Rite Products Co., Yonkers, N. Y. 

Cash Valve Mfg. Corp., A. W., Decatur, Ill. 

Central Brass Mfg. Co., Cleveland, Ohio 

Crane Co., Chicago 40, Ill. 

Eclipse Fuel Eng. Co., Inc., Rockford, Ill. 


Econo Products Co., Inc., East Haddam, 
Conn. 


Edward Valves, Inc., E. Chicago, Ill. 
General Controls Co., Glendale 1, Calif. 
Homestead Valve Mfg. Co., Coraopolis, Pa. 
Klipfel Valves, Inc., Hamilton, Ohio 
Magnetrol, Inc., Chicago 23, Ill. 
McDonnell & Miller, Inc., Chicago 18, Il. 
Maid-O-Mist, Inc., Chicago 41, Ill. 
Nat’1.-U. S. Radiator Corp., Johnstown, Pa. 
Thrush & Co., H. A., Peru, Ind. 


Triplex Heating Specialty Co., Inc., Peru, 
Ind. 


Vapor Heating Corp., Chicago, Ill. 
Watts Regulator Co., Lawrence, Mass. 


Emergency, Truck 


Automatic Switch Co., Orange, N. J. 
Buckeye Iron & Brass Works, Dayton, Ohio 
McDonald Mfg. Co., A. Y., Dubuque, Iowa 
OPW Corp., Cincinnati 25, Ohio 


Exhaust 


Automatic Switch Co., Orange, N. J. 
Crane Co., Chicago 40, Ill. 
General Controls Co., Glendale 1, Calif. 
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.... Valves 


National Fuel Conservation Co., Inc., White 
Plains, N. Y. 
Rockwell Co., W. S., Fairfield, Conn. 


Flow Control 


A-P Controls Corp., Milwaukee, Wisc. 
Askania Regulator Co., Chicago 11, Ill. 
Automatic Switch Co., Orange, N. J. 
Barksdale Valves, Los Angeles, Calif. 
Beacon Brass Co., Inc., Waltham, Mass. 
Bell & Gossett Co., Morton Grove, IIl. 
Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 


Carleton Supply Co., Hartford 1, Conn. 
Cary Mfg. Co., Waupaca, Wisc. 

Clark Mfg. Co., Cleveland 14, Ohio 
Cash Valve Corp., A. W., Decatur, Ill. 
Cooper Co., Inc., Clark, Palmyra, N. J. 


Dole Valve Co., Chicago 12, Ill. 

Dunham Co., C. A., Chicago, Ill. 

Econo Prods. Co., Inc., East Haddam, Conn. 

General Controls Co., Glendale 1, Calif. 

Granberg Corp., Oakland, Calif. 

Hammel Oil Burning Eqpt. Co., Providence, 
es 

Hauck Mfg. Co., Brooklyn 15, N. Y. 

Hoffman Specialty Corp., Indianapolis, Ind. 

Homestead Valve Mfg. Co., Coraopolis, Pa. 

Imperial Brass Mfg. Co., The, Chicago 7, Ill. 

Lientz Mfg. Co., B. P., Kansas City, Mo. 

McDonnell & Miller, Inc., Chicago 16, Ill. 

Maxon Premix Burner Co., Muncie, Ind. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

North American Mfg. Co., The, Cleveland 
5, Ohio 

Philadelphia Valve Co., Philadelphia 34, Pa. 

Rockwell Co., W. S., Fairfield, Conn. 

Staples & Pfeiffer, San Francisco 7, Calif. 

Strong, Carlisle & Hammond Co., Cleveland 
13, Ohio 

Taco Heaters, Inc., Cranston, R. I. 

Thrush & Co., H. A., Peru, Ind. 

Triplex Heating Specialty, Inc., Peru, Ind. 

Vapor Heating Corp., Chicago, Ill. 

Worcester Taper Pin Co., Worcester, Mass. 


Fueloil 


A-P Controls Corp., Milwaukee, Wisc. 
Anderson Brass Co., Detroit 8, Mich. 
Automatic Switch Co., Orange, N. J. 
Buckeye Iron & Brass Works, Dayton, Ohio 
Combustion Control Div., Cambridge, Mass. 
EhCo Brass Products, Indianapolis, Ind. 
Flame Master Co., Inc., Chicago, Ill. 
General Controls Co., Glendale, Calif. 
Granberg Corp., Oakland, Calif. 
Leggitt Co., S. H., Marshall, Mich. 
McCorkle Co., D. H., Berkeley, Calif. 
Milwaukee Valve Co., Milwaukee, Wisc. 
Minneapolis-Honeywell Regulator Co., Min- 
neapolis 5, Minn. 
National Airoil Burner Corp., Philadelphia, 
Pa. 
Preferred Utilities Mfg. Corp., New York, 
N 


ite $5 
Span Brass Mfg. Co., Inc., Otsego, Mich. 
Vapor Heating Corp., Chicago, Il. 


Furnace Exhaust 


Fuel Econ-O-Mizer Co., Providence 5, R. I. 
Gate 

Automatic Switch Co., Orange, N. J. 

Buckeye Iron & Brass Works, Dayton, Ohio 

Chase Brass & Copper Co., Waterbury 20, 
Conn, 

Crane Co., Chicago 5, Ill. 

Detroit Controls Corp., Detroit, Mich. 

Eclipse Fuel Eng. Co., Rockford, Ill. 

Edward Valves, Inc., E. Chicago, Ind. 

General Controls Co., Glendale 1, Calif. 

Guardian Products Corp., Michigan City, 
Ind. 

Leggitt Co., S. H., Marshall, Mich. 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

Milwaukee Valve Co., Milwaukee 7, Wisc. 

Morrison Bros., Dubuque, Iowa 

Morse-Smith-Morse Co., Watertown, Mass. 

Nat’l.-U. S, Radiator Corp., Johnstown, Pa. 

OPW Corp., Cincinnati, Ohio 

Ohio Brass Co., Mansfield, Ohio 

Pilgrim Oil Burner Co., Hartford, Conn. 

Rockford Bass Works, Rockford, Ill. 

Quaker City Iron Works, Inc., Philadelphia 
34, Pa. 
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Schaible Co., The, Cincinnati 4, Ohio 
Schurs Oil Burner Co., Los Angeles 1, Calif. 


Span Brass Mfg. Co., Inc., Otsego, Mich. 


Globe 


Automatic Switch Co., Orange, N. J. 


Barber-Colman Co., Rockford, Ill. 
Buckeye Iron & Brass Works, Dayton 1, 
Ohio 


Cambridge Tool & Mfg. Co., Inc., Somer- 
ville, Mass. 

Central Brass Mfg. Co., Cleveland, Ohio 

Chase Brass & Copper Co., Waterbury 20, 
Conn. 

Crane Co., Chicago 5, IIl. 


Detroit Controls Corp., Detroit, Mich. 
Edward Valves, Inc., E. Chicago, Ind. 


General Controls Co., Glendale, Calif. 
Grinnell Co., Inc., Providence 1, R. I. 
Guardian Prods. Corp., Michigan City, Ind. 


Hoffman Specialty Corp., Indianapolis, Ind. 
Leggitt Co., S. H., Marshall, Mich. 


Marsh Co., Jas. P. Skokie, Ill. 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

Milwaukee Valve Co., Milwaukee 7, Wisc. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Morrison Bros., Dubuque, Iowa 

Morse-Smith-Morse Co., Watertown, Mass. 

Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 

Ohio Brass Co., Mansfield, Ohio 

OPW Corp., Cincinnati, Ohio 

Pilgrim Oil Burner Co., Hartford, Conn. 

Quaker City Iron Works, Inc., Philadelphia 
34, Pa. 

Remco, Inc., Baltimore, Md. 

Rockford Brass Works, Rockford, IIl. 

Schaible Co., The, Cincinnati, Ohio 

Span Brass Mfg. Co., Inc., Otsego, Mich. 

Universal Brass Corp., Arlington, N. J. 


Humidifier 


Barber-Colman Co., Rockford, Ill. 

Cary Mfg. Co., Waupaca, Wisc. 

General Controls Co., Glendale 1, Calif. 

Imperial Brass Mfg. Co., The, Chicago, Ill. 

Leggitt Co., S. H., Marshall, Mich. 

Lincoln Brass Works, Inc., Detroit 16, Mich. 

McDonnell & Miller, Inc., Chicago 18, Ill. 

Maid-O-Mist, Inc., Chicago 41, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Oster Laboratories, Ellenville, N. Y. 

Scovill Mfg. Co., Waterbury 20, Conn. 

Skuttle Mfg. Co., Milford, Mich. 

Viking Air Conditioning Div., Cleveland, 
Ohio 


Magnetic 


Automatic Switch Co., Orange, N. J. 

Barber-Colman Co., Rockford, Ill. 

Barksdale Valves, Los Angeles, Calif. 

Bell & Gossett Co., Morton Grove, Ill. 

Bryant Heater Div., Cleveland, Ohio 

Cary Mfg. Co., Waupaca, Wisc. 

Combustion Control Div., Cambridge 42, 
Mass. 

Cooper Co., Clark, Palmyra, N. J. 

Detroit Controls Corp., Detroit 8, Mich. 

Eclipse Fuel Eng. Co., Rockford, Ill. 

General Controls Co., Glendale 1, Calif. 

General Electric Co., Schenectady 5, N. Y. 

Johnson Corp., The, Three Rivers, Mich. 

Maxon Premix Burner Co., Muncie, Ind, 

McDonnell & Miller, Inc., Chicago 18, Ill. 

Mercoid Corp., The, Chicago 41, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Penn Controls, Inc., Goshen, Ind. 

Perfex Corp., Milwaukee 7, Wisc. 

Preferred Utilities Mfg. Corp., New York, 
N. Y 


Skinner Electric Valve Div., New Britain, 
Conn. 

Soreng Div., Schiller Park, IIl. 

Union Electric & Mfg. Co., Jersey City, N. J. 

Webster Electric Co., Racine, Wisc. 


Manifold (Radiant Heating) 


General Controls Co., Glendale, Calif. 
Milwaukee Valve Co., Milwaukee 7, Wisc. 
Ohio Brass Co., Mansfield, Ohio 

Pate Co., The, Darby, Pa. 

Thrush & Co., H. A., Peru, Ind. 





Manifold, Truck 


Buckeye Iron & Brass Works, Dayton Ohio 
General Controls Co., Glendale, Calif 
Milwaukee Valve Co., Milwaukee, Wise 
Morrison Bros., Dubuque, Iowa : 


Mixing 
Automatic Switch Co., Orange, N. J, 
Barber-Colman Co., Rockford, Ill. 
Beacon Brass Co., Waltham, Mass. 
Bell & Gossett Co., Morton Grove, Il, 
— Sivalls & Bryson, Inc., Kansas City 
0. ; 
Burn-Rite Products Co., Yonkers, N, ¥, 
Detroit Controls Corp., Detroit 8, Mich, 
Dole Valve Co., Chicago 12, Ill. 
General Controls Co., Glendale, Calif. 
General Electric Co., Schenectady 5, N. y. 
General Fittings Co., Providence, R. 1 
Kam Water Heater Mfg. Co., Inc., Brook 
lyn, N. -¥. 
Lawler Automatic Controls, Inc., Mt, Ver- 
non, WX: 
Metromatic Mfg. Co., Inc., Medford, Mass, 
Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 
Nat’l.-U. S. Radiator Corp., Johnstown, Pa, 
—— American Mfg. Co., The, Cleveland 5, 
ts) 
Ohio Brass Co., Mansfield, Ohio 
Radiant Utilities Corp., Brooklyn, N, Y. 
Sarco Co., Inc., New York 1, N. Y. 
Soreng Div., Schiller Park, Il. 
Taco Heaters, Inc., Cranston, R. I. 
Watts Regulator Co., Lawrence, Mass, 
— aa Heaters, Inc., New York 63, 


Motor-Operated 


Barber-Colman Co., Rockford, Til. 

Bell & Gossett Co., Morton Grove, IIl. 

Combustion Control Div., Cambridge, Mass, 

Crane Co., Chicago 5, IIl. 

Dunham Co., C. A., Chicago, Tl. 

Eclipse Fuel Eng. Corp., Rockford, Ill. 

Fuel Watchman, Inc., New York 5, N. Y. 

General Controls Co., Glendale 1, Calif. 

Grinnell Co., Inc., Providence 1, R. I. 

Heat-Timer Corp., New York 12, N. Y. 

oe Specialty Mfg. Corp., Indianapolis 
, Ind. 

Homestead Valve Mfg. Co., Coraopolis, Pa. 

Mar-Coil Heater Co., Union City, N. J. 

Maxon Premix Burner Co., Muncie, Ind. 

Mercoid Corp., The, Chicago 41, II. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8. Minn. 

Nat’1-U. S. Radiator Corp., Johnstown, Pa. 

North American Mfg. Co., The, Cleveland 
5, Ohio 

—! Utilities Mfg. Corp., New York, 

¥ 


Rockwell Co., W. S., Fairfield, Conn. 
Rockwell Mfg. Co., Pittsburgh, Pa. 
Sarco Co., Inc., New York 1, N. Y. 


Needle 


Anderson Brass Co., Detroit 8, Mich. 

Automatic Switch Co., Orange, N. J. 

Best Brass Co., Marshall, Mich. 

Buckeye Iron & Brass Works, Dayton | 
Ohio 

Carleton Supply Co., Hartford 1, Conn. 

Cary Mfg. Co., Waupaca, Wisc. 

Central Brass Mfg. Co., Cleveland, Ohio 

Cooper Co., Inc., Clark, Palmyra, N. J 

Couplings Co., Chicago 8, Il. 

Crane Co., Chicago, Ill. 

Edward Valves, Inc., E. Chicago, Ind. 


Imperial Brass Mfg. Co., The, Chicago 
Til. 


King Eng. Corp., Ann Arbor, Mich. 
Leggitt Co., S. H., Marshall, Mich. ich 
Lincoln Brass Works, Inc., Detroit 16, M 
McDonnell & Miller, Inc., Chicago 18, Il. 
Maid-O-Mist, Inc., Chicago 41, Ill. 
Marsh Corp., Jas. P., Skokie, Ill. 
Milwaukee Valve Co., Milwaukee 
Ohio Brass Co., Mansfield, Ohio ‘ 
Reliance Tubular Prod. Co., Cleveland 
Ohio ” 4, 
Renneburg & Sons Co., Edw., Baltimore 
Md. 


Calif 


1, Wise 


Schurs Oil Burner Co., Los Angeles1, 
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Skuttle Mfg. Co., Milford, Mich. 

Span Brass Mfg. Co., Inc., Otsego, Mich. 
Universal Brass Corp., Arlington, N. J. 
Wayne Brass Co., Inc., Ft. Wayne, Ind. 
Weatherhead Co., The, Cleveland 8, Ohio 
Werco Prods., Chicago 50, Til. 

Wilgus Mfg. Co., Los Angeles 21, Calif. 
worcester Taper Pin Co., Worcester, Mass. 


Oil, Anti-hum 


tomatic Switch Co., Orange, N. J. 
aoaer, Inec., Robert, Chicago, Ill. 
Cambridge Tool & Mfg. Co., Somerville, 


Mass. ; 
Cary Mfg. Co., Waupaca, Wisc. 
General Controls Co., Glendale 1, Calif. 
Guardian Prods. Corp., Michigan City, Ind. 
Hold-Tite Valve Mfg. Co., Brooklyn 26, 


eg 
sdenald Mfg. Co., A. Y., Dubuque, Iowa 
Milwaukee Valve Co., Milwaukee 7, Wisc. 
Morse-Smith-Morse Co., Watertown, Mass. 
Preferred Utilities Mfg. Corp., New York 

N. Y. 

ha Gas Generator Co., Inc., Seattle, 

Wash. 


Oil, Anti-syphon 


Barclay, Inc., Robert, Chicago, Ill. 

Burn-Rite Prods. Co., Yonkers 2, N. Y. 

Cambridge Tool & Mfg. Co., Somerville, 
Mass. 

Hold-Tite Valve Mfg. Co., Brooklyn 26, 
N. Y. 

Lammert & Mann Co., Chicago 12, Ill. 

Morse-Smith-Morse Co., Watertown, Mass. 

Preferred Utilities Mfg. Corp., New York 
23, N. Y. 

Ray Oil Burner Co., San Francisco 12, Calif. 

Silent Flame Mfg. Co., Inc.,. New York 72, 
N. Y. 


Oil, Check 


Airflame, Waukegan, III. 

Automatic Switch Co., Orange, N. J. 

Beacon Brass Co., Waltham, Mass. 

Buckeye Iron & Brass Works, Dayton 1, 
Ohio 

Cambridge Tool & Mfg. Corp., Somerville, 
Mass. 

Crane Co., Chicago 5, Ill. 

Detroit Controls Corp., Detroit 8, Mich. 

Edward Valves, Inc., E. Chicago, Ind. 

Hold-Tite Valve Mfg. Co., Brooklyn 26, 
N. Y. 

Hydrovalve Co., Brooklyn 3, N. Y. 

Lammert & Mann Co., Chicago 12, Ill. 

Leggitt Co., S. H., Marshall, Mich. 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

Milwaukee Valve Co., Milwaukee 7, Wisc. 

Morse-Smith-Morse Co., Watertown, Mass. 

OPW Corp., Cincinnati, Ohio 

Oil Eqpt. Mfg. Co., Inc., Louisville 11, Ky. 

ge Utilities Mfg. Corp., New York 

es 
Ray Oil Burner Co., San Francisco 12, Calif. 
Remeo, Inc., Baltimore, Md. 


Oil, Float 


A-P Controls Div., Milwaukee, Wisc. 
Autopulse Corp., Ludington, Mich. 

—_ Sivalls & Bryson, Inc., Kansas City, 
Cooper Co., Clark, Palmyra, N. J. ¥ 
Crane Co., Chicago, Ill. 

Detroit Controls Corp., Detroit 8, Mich. 
Klipfel Valves, Inc., Hamilton, Ohio 
McDonald Mfg. Co., A. Y. Dubuque, Iowa 
Miller Co., The, Meriden, Conn. 

OPW Corp., Cincinnati, Ohio 

Platt Prods. Corp., Lansing 4, Mich. 


Oil, Foot 
— Iron & Brass Works, Dayton 1, 


Crane Co., Chicago 5, Ill 
eg Valve Mfg. Co., New York 22, 


Kunkle Valve Co., Ft. Wayne 2, Ind. 
Milwa id Mfg. Co., A. Y., Dubuque, Iowa 
ae, oO Milwaukee 7, Wisc. 
S., uque, Iowa 
— & Kling, Inc., Boston, Mass. 
OPW Mfg. Co., Inc., Louisville 11, Ky. 
Corp., Cincinnati, Ohio 


Preferred Utilities Mfg. Corp., New York 
23, Mt. ¥. 

Ray Oil Burner Co., San Francisco 12, Calif. 

Remco, Inc., Baltimore, Md. 

Wilgus Mfg. Co., Los Angeles 21, Calif. 


Oil, Fusible 


Buckeye Iron & Brass Works, Dayton 1, 
Ohio 

Guardian Prods. Corp., Michigan City, Ind. 

Hold-Tite Valve Mfg. Co., Brooklyn 26, 
NN. -¥: 

Moore & Kling, Inc., Boston, Mass. 

Morse-Smith-Morse Co., Watertown, Mass. 

Oil Eqpt. Mfg. Co., Inc., Louisville 11, Ky. 

OPW Corp., Cincinnati, Ohio 

Preferred Utilities Mfg. Corp., New York 
23, N.. X. 

Remco, Inc., Baltimore, Md. 

Webstone Corp., Boston, Mass. 

Worcester Taper Pin Co., Worcester, Mass. 


Oil, Metering 


A-P Controls Corp., Milwaukee, Wisc. 

Allied Tank Truck Eqpt. Co., Philadelphia 
30, Pa. 

Automatic Switch Co., Orange, N. J. 

Cary Mfg. Co., Waupaca, Wisc. 

Detroit Controls Corp., Detroit 8, Mich. 

Flamo-Master Co., Inc., Chicago, Il. 

General Controls Co., Glendale 1, Calif. 

Granberg Corp., Oakland, Calif. 

Henzey Co., Watertown, Wisc. 

McDonnell & Miller, Inc., Chicago 18, Tll. 

National Airoil Burner Mfg. Co., Philadel- 
phia, Pa. 

North American Mfg. Co., The, Cleveland 5, 
Ohio 

Preferred Utilities Mfg. Corp., New York 
23, N.Y: 

Staples & Pfeiffer, San Francisco 7, Calif. 

Vapor Heating Corp., Chicago 31, Ill. 

Worcester Taper Pin Co., Worcester, Mass. 


Oil, Non-metering 


Automatic Switch Co., Orange, N. J. 
Detroit Controls Corp., Detroit 8, Mich. 
Platt Prods. Corp., Lansing 4, Mich. 


Oil, Pressure-regulating 


Automatic Switch Co., Orange, N. J. 
Anthony Co., Long Island City 1, N. Y. 


Barnes & Jones Co., Boston 31, Mass. 

Beacon Brass Co., Waltham, Mass. 

Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 

Cary Mfg. Co., Waupaca, Wisc. 

Cash Valve Mfg. Corp., A. W., Decatur, Ill. 

Chandler Co., Cedar Rapids, Iowa 

Clark Mfg. Co., Cleveland 14, Ohio 

Cooper Co., Clark, Palmyra, N. J. 


Delavan Mfg. Co., W. Des Moines, Iowa 

Detroit Controls Corp., Detroit 8, Mich. 

Eddington Metal Specialty Co., Eddington, 
Pa. 

Fulton Sylphon Div., Knoxville 1, Tenn. 

Hammel Oil Burning Eqpt. Co., Providence, 
Rt. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Klipfel Valves, Inc., Hamilton, Ohio 

Kunkle Valve Co., Ft. Wayne 7, Ind. 

Monarch Mfg. Works, Inc., Philadelphia 
3, Pa. 

Mueller Steam Specialty Co., Inc., Long 
Island City 4, N. Y. 

National Oil Burner Co. of N. Y., Ince., 
Brooklyn, N. Y. 

Preferred Utilities Mfg. Corp., New York, 
Ww. Y, 

Staples & Pfeiffer, San Francisco 7, Calif. 

Webster Electric Co., Racine, Wisc. 

Wilgus Mfg. Co., Los Angeles 21, Calif. 


Oil, Safety Cut-off 


Automatic Switch Co., Orange, N. J. 

Barksdale Valves, Los Angeles, Calif. 

Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 

Combustion Control Div., Cambridge, Mass. 

Cooper Co., Clark, Palmyra, N. J. 

Eddington Metal Specialty Co., Eddington, 
P 


a. 

General Controls Co., Glendale, Calif. 
McDonald Mfg. Co., A. Y., Dubuque, Iowa 
Harvey, Inc., Sid, Valley Stream, N. Y. 
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... Valves 


Webster Electric Co., Racine, Wisc. 
Worcester Taper Pin Co., Worcester, Mass. 


Oil, Solenoid 


A-P Controls Corp., Milwaukee, Wisc. 
Atkomatic Valve Co., Indianapolis, Ind. 
Automatic Switch Co., Orange, N. J. 
Barksdale Valves, Los Angeles, Calif. 
Cary Mfg., Waupaca, Wisc. 
Combustion Control Div., Cambridge, Mass. 
Cooper Co., Clark, Palmyra, N. J. 
Detroit Controls Corp., Detroit 8, Mich. 
Eclipse Fuel Eng. Corp., Detroit 8, Mich. 
Eclipse Fuel Eng. Corp., Rockford, IIl. 
General Controls Co., Glendale 1, Calif. 
Lammert & Mann Co., Chicago 12, Ill. 
Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 
Penn Controls, Inc., Goshen, Ind. 
—" Utilities Mfg. Corp., New York, 
Sarco Co., Inc., New York 1, N. Y. 
Square D Co., Milwaukee 12, Wisc. 
a Electric & Mfg. Co., Jersey City, 
Union Spring & Mfg. Co., Jersey City, N. J. 
Webster Electric Co., Racine, Wisc. 


Oil, 3-Way-Tank 


Anderson Brass Co., Detroit 8, Mich. 
Detroit Controls Corp., Detroit 8, Mich. 
General Controls Co., Glendale 1, Calif. 
Homestead Valve Mfg. Co., Coraopolis, Pa. 
Imperial Brass Mfg. Co., Chicago 7, Ill. 
Leggitt Co., S. H., Marshall, Mich. 
Lincoln Brass Works, Inc., Detroit 16, Mich. 
McDonald Mfg. Co., A. Y., Dubuque, Iowa 
Rockwell Mfg. Co., Pittsburgh, Pa. 
Span Brass Mfg. Co., Otsego, Mich. 
Therm Gas Generator Co., Inc., Seattle, 
Wash. 
Universal Brass Corp., Arlington, N. J. 
Werco Prods., Chicago 50, Ill. 


Plug 


Anderson Brass Co., Detroit 8, Mich. 

C-S Brass Mfg. Co., New York 23, N. Y. 

Cooper Co., Clark, Palmyra, N. J. 

Couplings Co., Chicago, Ill. 

Crane Co., Chicago 5, Ill. 

General Controls Co., Glendale, Calif. 

Homestead Valve Mfg. Co., Coraopolis, Pa. 

Imperial Brass Mfg. Co., The, Chicago 7, Ill. 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

Rockwell Mfg. Co., Pittsburgh, Pa. 

Schoenberger Co., The W. J., Cleveland 5, 
Ohio 


Pop, Safety 


Buckeye Iron & Brass Works, Dayton 1, 
Ohio 

Cash Valve Mfg. Corp., A. W., Decatur, Ill. 

Consolidated Brass Co., Charlotte, N. C. 

Cooper Co., Clark, Palmyra, N. J. 

Crane Co., Chicago 5, IIl. 

Kunkle Valve Co., Ft. Wayne 2, Ind. 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis, Minn. 

Nat’l.-U, S. Radiator Corp., Johnstown, Pa. 

Schaible Co.,’ The, Cincinnati 4, Ohio 

Thrush & Co., H. A., Peru, Ind. 

Watts Regulator Co., Lawrence, Mass. 


Radiator, Adjustable Orifice 
Anderson Products, Inc., Cambridge 39, 


Mass. 
Automatic Switch Co., Orange, N. J. 
Barnes & Jones, Inc., Boston 30, Mass. 
Beacon Brass Co., Waltham, Mass. 
Detroit Controls Corp., Detroit 8, Mich. 
Dole Valve Co., Chicago 12, Ill. 
Dunham Co., C. A., Chicago, Il. 
Econo Prods. Co., Inc., East Haddam, Conn. 
Grinnell Co., Inc., Providence 1, R. I. 
Heat Timer Corp., New York 12, N. Y. 
Minneapolis-Honeywell Regulator Co., Min- 
neapolis, Minn. 
New York Air Valve Corp., Brooklyn, N. Y. 
Oster Laboratories, Ellenville, N. Y. 


Radiator, Air (Above 3 Ibs.) 


Anderson Products, Inc., Cambridge 39, 
Mass. . 
Beacon Brass Co,, Waltham, Mass. 
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Detroit Controls Corp., Detroit 8, Mich. 

Dole Valve Co., Chicago, Ill. 

Dunham Co., C. A., Chicago, Ill. 

Econo Products Co., Inc., East Haddam, 
Conn. 

Gorton Heating Corp., Cranford, N. J. 

Grinnell Co., Inc., Providence 1, R. I. 

Heat Timer Corp., New York 12, N. Y. 

Hoffman Specialty Mfg. Corp., Indianapolis 
7, Ind. 

Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 

New York Air Valve Corp., Brooklyn, N. Y. 

Oster Laboratories, Ellenville, N. Y. 

Schaible Co., Cincinnati, Ohio 

Taco Heaters, Inc., Cranston, R. I. 

Thrush & Co., H. A., Peru, Ind. 


Radiator, Air (Below 3 Ibs.) 


American Rad. & Std. Sanitary Corp., Pitts- 
burgh 30, Pa. 

Anderson Prods., Cambridge 39, Mass. 

Beacon Brass Co., Waltham, Mass. 

Bell & Gossett Co., Morton Grove, Ill. 

Detroit Controls Corp., Detroit 8, Mich. 

Dole Valve Co., Chicago 10, Ill. 

Dunham Co., -C. A., Chicago, Ill. 

Econo Products Co., Inc., East Haddam, 
Conn. 

Gorton Htg. Corp., Cranford, N. J. 

Grinnell Co. ,Inc., Providence 1, R. I. 

Heat Timer Corp., New York 12, N. Y. 

Hoffman Specialty Mfg. Corp., Indianapolis 
7, Ind. 

Marsh Corp., Jas. P., Skokie, IIl. 

Multiplex Mfg. Co., Berwick, Pa. 

New York Air Valve Corp}, Brooklyn, N. Y. 

Oster Laboratories, Ellenville, N. Y. 

Ring Valve Co., Holtsville, N. Y. 

Schaible Co., The, Cincinnati 4, Ohio 

Taco Heaters, Inc., Cranston, R. I. 

Thrush & Co., H. A., Peru, Ind. 


Radiator, Control Electric 


Automatic Switch Co., Orange, N. J. 

Barber Colman Co., Rockford, IIl. 

General Controls Co., Glendale 1, Calif. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Penn Controls, Inc., Goshen, Ind. 


Radiator, Control Pneumatic 


Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 


Radiator, Control Self-Actuated 


Barber-Colman Co., Rockford, Ill. 

Bell & Gossett Co., Morton Grove, Ill. 

Fulton Sylphon Div., Knoxville 1, Tenn. 

Grinnell Co., Inc., Providence 1, R. I. 

Heat Timer Corp., New York 12, N. Y. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Oster Laboratories, Ellenville, N. Y. 

Sarco Co., Inc., New York 1, N. Y. 

Sterling, Inc., Milwaukee 12, Wisc. 


Radiator, Manual Modulating 
Barnes & Jones, Inc., Boston 30, Mass. 
Dunham Co., C. A., Chicago, Ill. 
Grinnell Co., Inc., Providence 1, R. I. 
Hoffman Specialty Mfg. Corp., Indianapolis 

7, Ind. 

Marsh Corp., Jas. P. Skokie, Ill. 
Sarco Co., Inc., New York 1, N. Y. 
Sterling, Inc., Milwaukee 12, Wisc. 
Trane Co., The, La Crosse, Wisc. 


Radiator, Manual On-Off 
American Rad. & Std. Sanitary Corp., Pitts- 
burgh 30, Pa. 
Barnes & Jones, Inc., Boston 30, Mass. 
Crane Co., Chicago 5, Ill. 
Detroit Controls Corp., Detroit 8, Mich. 
Dunham Co,, C. A., Chicago, Ill. 
Fulton Sylphon Div., Knoxville 1, Tenn. 
Grinnell Co., Inc., Providence 1, R. I. 
Hoffman Specialty Mfg. Corp., Indianapolis 
7, Ind. 
Milwaukee Valve Co., Milwaukee 7, Wisc. 
Ohio Brass Co., Mansfield, Ohio 
Sarco Co., Inc., New York 1, N. Y. 
Sterling, Inc., Milwaukee 12, Wisc. 
Trane Co., The, La Crosse, Wisc. 
Warren Webster & Co., New York, N. Y. 





Radiator, Vacuum 
Anderson Prods., Cambridge, Mass. 
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Barnes & Jones, Inc., Boston 30, Mass. 

Detroit Controls Corp., Detroit 8, Mich. 

Dole Valve Co., Chicago 10, Ill. 

Dunham Co., C. A., Chicago, Ill. 

Fulton Sylphon Div., Knoxville 1, Tenn. 

Grinnell Co., Inc., Providence 1, R. I. 

Hoffman Specialty Mfg. Co., Indianapolis 
7, Ind. 

Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 

Ohio Brass Co., Mansfield, Ohio 

Oster Laboratories, Ellenville, N. Y. 

Sarco Co., Ine., New York 1, N. Y. 

Schaible Co., The, Cincinnati 4, Ohio 


Relief 


American Rad. & Std. Sanitary Corp., Pitts- 
burgh 30, Pa. 

Automatic Switch Co., Orange, N. J. 

Beacon Brass Co., Waltham, Mass. 

Beaton & Cadwell Mfg. Co., New Britain, 
Conn. 

Bell & Gossett Co., Morton Grove, IIl. 

Blackmer Pump Co., Grand Rapids 9, Mich. 

Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 

Buckeye Iron & Brass Works, Dayton 1, 
Ohio 

Burn-Rite Products Co., Yonkers, N. Y. 

Cash Valve Mfg. Corp., A. W., Decatur, Ill. 

Cooper Co., Clark, Palmyra, N. J. 

Crane Co., Chicago 5, Ill. 

Dole Valve Co., Chicago, Il. 

Dunham, C. A., Chicago, Ill. 

Econo Products Co., Inc., East Haddam, 
Conn. 

Edward Valves, Inc., E. Chicago, Ind. 

Fitzgibbons Boiler Co., New York 17, N. Y. 

General Controls Co., Glendale 1, Calif. 

Hoffman Specialty Mfg. Corp., Indianapolis 
7, Ind. 

Homestead Valve Mfg. Co., Coraopolis, Pa. 

Klipfel Valves, Inc., Hamilton,- Ohio 

Kunkle Valve Co., Ft. Wayne 2, Ind. 

Lammert & Mann Co., Chicago 12, Ill. 

Leahy Mfg. Co., Los Angeles 21, Calif. 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

McDonnell & Miller, Inc., Chicago. 18, Ill. 

Milwaukee Valve Co., Milwaukee 7, Wisc. 

Monarch Mfg. Works, Inc., Philadelphia, 
Pa. 

Morrison Bros., Dubuque, Iowa 

Mueller Co., Decatur, Ill. 

OPW Corp., Cincinnati, Ohio 

Preferred Utilities Mfg. Corp., New York, 
N. Y. 

Ray Oil Burner Co., San Francisco 12, Calif. 

Schaible Co., The, Cincinnati 4, Ohio 

Schoenberger Co., The W. J., Cleveland 5, 
Ohio 

Shand & Jurs Co., Berkeley 10, Calif. 

Span Brass Mfg. Co., Inc., Otsego, Mich. 

Spencer Thermostat Div., Attleboro, Mass. 

Taco Heaters, Inc., Cranston, R. I. 

Thrush & Co., H. A., Peru, Ind. 

Trane Co., The, La Crosse, Wisc. 

Triplex Heating & Specialty Co., Inc., Peru, 
Ind. 

Tuthill Pump Co., Chicago 19, Til. 

Watts Regulator Co., Lawrence, Mass. 


Saddle Valve 


Anderson Brass Co., Detroit 8, Mich. 
Imperial Brass Mfg. Co., The, Chicago, Ill. 
Leggitt Co., S. H., Marshall, Mich. 
Maid-O-Mist, Inc., Chicago 41, Ill. 
Skuttle Mfg. Co., Milford, Mich. 
Viking Airconditioning Div., Cleveland, 

Ohio 

Safety 


Automatic Switch Co., Orange, N. J. 

Beacon Brass Co., Waltham, Mass. 

Beaton & Cadwell Mfg. Co., New Britain, 
Conn. 

Cambridge Tool & Mfg. Co., Somerville, 
Mass. 

Cash Valve Mfg. Corp., A. W., Decatur, Ill. 

Combustion Control Div., Cambridge, Mass. 

Cooper Co., Clark, Palmyra, N. J. 

Crane Co., Chicago 5, Ill. 

Eclipse Fuel Mfg. Co., Rockford, Ill. 

Fitzgibbons Boiler Co., New York 17, N. Y. 

General Controls Co., Glendale 1, Calif. 

Kunkle Valve Co., Ft. Wayne 2, Ind. 

McDonnell & Miller, Inc., Chicago 18, Ill. 

Maxon Premix Burner Co., Muncie, Ind. 

Mueller Co., Decatur, Ill. 


North American Mfg. Co., The, Cleveland 


5, Ohio 





OPW Corp., Cincinnati, Ohio 

Oil Eqpt. Mfg. Co., Inc., Louisville 14 Ky 
Schaible Co., The, Cincinnati 4, Ohio’ 
Taco Heaters, Inc., Cranston, R. I. 
Shand & Jurs Co., Berkeley 10, Calif, 
Thrush & Co., H. A., Peru, Ind. 

Vapor Heating Corp., Chicago 31, I], 
Watts Regulator Co., Lawrence, Mass, 


Safety, Hot Water Tanks, 
Pressure Relief 


Beacon Brass Co., Waltham, Mass. 
Beaton & Cadwell Mfg. Co., New Britain 
Conn. : 
Bell & Gossett Co., Morton Grove, Ill, 
Cash Valve Mfg. Corp., A. W., Decatur, Ij] 
Cooper Co., Clark, Palmyra, N. J. : 
Crane Co., Chicago, IIl. 
Hoffman Specialty Mfg. Corp., Indianap- 
olis, Ind. 
Kunkle Valve Co., Ft. Wayne 2, Ind, 
McDonald Mfg. Co., A. Y., Dubuque, Iowa 
McDonnell & Miller, Inc., Chicago 18, ty 
Mueller Co., Decatur, Ill. 
ia lee Utilities Mfg. Corp., New York 
@, 
Schaible Co., The, Cincinnati 4, Ohio 
Schoenberger Co., The W. J., Cleveland 5 
Ohio 
Spencer Thermostat Div., Attleboro, Mass, 
Taco Heaters, Inc., Cranston, R. I, 
Thrush & Co., H. A., Peru, Ind. 
be 0 Heating & Specialty Co., Inc., Peru, 
nd, 
Watts Regulator Co., Lawrence, Mass, 
Wright-Austin Co., Detroit 7, Mich. 


Safety, Hot Water Tanks, Temperature 
A-P Controls Corp., Milwaukee, Wisc. 


‘Beacon Brass Co., Waltham, Mass. 


Beaton & Cadwell Mfg. Co., New Britain, 
Conn. 

Bell & Gossett Co., Morton Grove, III. 

Cash Valve Mfg. Co., A. W., Decatur, IIL. 

Cooper Co., Clark, Palmyra, N. Y. 

General Controls Co., Glendale 1, Calif, 

Kunkle Valve Co., Ft. Wayne 2, Ind. 

McDonnell & Miller, Inc., Chicago 18, Ill. 

Mueller Co., Decatur, Ill. 

Schaible Co., The, Cincinnati 4, Ohio 

Schoenberger Co., The W. J., Cleveland 5, 
Ohio 

Spencer Thermostat Div., Attleboro, Mass, 

Thrush & Co., H. A., Peru, Ind. 

Watts Regulator Co., Lawrence, Mass. 


Safety Hot Water Tanks, Vacuum 


Automatic Switch Co., Orange, N. J. 
Beacon Brass Co., Waltham, Mass. 

Cash Valve Mfg. Corp., A. W., Decatur, Ill. 
Cooper Co., Clark, Palmyra, N. J. 
Crane Co., Chicago 40, Ill. 

McDonnell & Miller, Inc., Chicago 18, Il. 
Watts Regulator Co., Lawrence, Mass, 


Slow Closing 


Automatic Switch Co., Orange, N. J. 

General Controls Co., Glendale, Calif. 

Granberg Corp., Oakland, Calif. ; 

Hoffman Specialty Mfg. Corp., Indianapolis, 
Ind. 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

Oil Eqpt. Mfg. Co., Inc., Louisville 11, Ky. 

Preferred Utilities Mfg. Corp., New York, 
N,. ¥. 

Wheaton Brass Works, Union, N. J. 


Tank 


Anderson Brass Co., Detroit 8, Mich. 

Barclay, Inc., Robert, Chicago, IIl. 

Buckeye Iron & Brass Wrks., Dayton 1, Ohio 

Cambridge Tool & Mfg. Co., Somerville, 
Mass. 

Carlson & Co., A. B., Aurora, IIl. 

Central Brass Mfg. Co., Cleveland 27, Ohio 

Chase Brass & Copper Co., Inc., Waterbury 
20, Conn. 

EhCo Brass Products, Indianapolis, Ind. ‘. 

Guardian Prods. Corp., Michigan City, 51 

Hold-Tite Valve Mfg. Co., New York 2, 
p. Re 

Remco, Inc., Baltimore, Md. 

Rockford Brass Works, Rockford, Ill. 

Span Brass Mfg. Co., Otsego, Mich. 

Webstone Corp., Boston, Mass. 

Wheaton Brass Works, Union, N. J. 
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ll. 


10 
le, 


nd. 
22, 





Valves 


Tank, Bottom Outlet 


cambridge Tool & Mfg. Co., Inc., Somer- 
ville, Mass. 
Tempering 
Beacon Brass Co., Waltham, Mass. 
Bell & Gossett Co., Morton Grove, Iil. 
purn-Rite Products Co., Yonkers, N. Y. 
Detroit Controls Corp., Detroit 8, Mich. 
Dole Valve Co., Chicago 10, Tl. 
General Controls Co., Glendale, Calif. 
Lawler Automatic Controls, Inc., Mt. Ver- 
non, N. Y. 
Mar-Coil Heater Co., Union City, N. J. 
Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 
Sarco Co., Inc., New York 1, N. Y. 
Soreng Div., Schiller Park, Ill. 
Sterling, Inc., Milwaukee 12, Wisc. 
Taco Heaters, Inc., Cranston, R. I. 
Watts Regulator Co., Lawrence, Mass. 
Yula Water Heaters, Inc., New York, N. Y. 


Thermostatic 


AP Controls Div., Milwaukee, Wisc. 
Aleo Valve Co., St. Louis, Mo. 
Barber-Colman Co., Rockford, Ill. 
Cooper Co., Clark, Palmyra, N. J. 
Detroit Controls Corp., Detroit 6, Mich. 
Dole Valve Co., Chicago, Ill. 
Dunham Co., C. A., Chicago, Ill. 
General Controls Co., Glendale 1, Calif. 
Grinnell Co., Inc., Providence 1, R. I. 
Heat Timer Corp., New York 12, N. Y. 
Hoffman Specialty Mfg. Corp., Indianapolis 
7, Ind. 
Klipfel Valves, Inc., Hamilton, Ohio 
Lawler Automatic Controls, Inc., Mt. Ver- 
non, N. Y. 
McCorkle Co., D. H., Berkeley, Calif. 
MeDonnell & Miller, Inc., Chicago 18, Ill. 
Milwaukee Valve Co., Milwaukee 7, Wisc. 
Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8. Minn. 
Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 
Oster Laboratories, Ellenville, N. Y. 
Preferred Utilities Mfg. Corp., New York, 
ee A 
Sarco Co., Inc., New York 1, N. Y. 
Soreng Div., Schiller Park, Ill. 
Sterling, Inc., Milwaukee 12, Wisc. 
Trane Co., The, La Crosse, Wisc. 
bs Water Heaters, Inc., New York 63, 
ae f 
Vacuum, Breaking 


— Products, Inc., Cambridge 39, 

Mass. 

Automatic Switch Co., Orange, N. J. 

Beacon Brass Co., Waltham, Mass. 

nae Iron & Brass Works, Dayton 1, 

0 

Cash Valve Mfg. Co., A. W., Decatur, IU. 

Cooper Co., Inc., Clark, Palmyra, N. J. 

Crane Co., Chicago 40, Til. 

Dunham Co., C. A., Chicago, Ill. 

Bor Specialty Mfg. Corp., Indianapolis 
, Ind. 

oe Valve Mfg. Co., Brooklyn 26, 


MeDonald Mfg. Co., A. Y., Dubuque, Iowa 
Multiplex Mfg. Co., Berwick, Pa. 

OPW Corp., Cincinnati, Ohio 

Shand & Jurs Co., Berkeley 10, Calif. 
Skidmore Corp., St. Joseph, Mo. 

Watts Regulator Co., Lawrence, Mass. 


Vent 
Anderson Prods., Cambridge 39, Mass. 
Automatic Switch Co., Orange, N. J. 
— Sivalls & Bryson, Inc., Kansas City, 


— Iron & Bras Works, Dayton 1, 


Crane Co., Chicago 40, Ill. 

peerage Controls Corp., Detroit 8, Mich. 

ag Co., Chicago 12, Ill. 

on m Co., C. A., Chicago, Tl. 
a Co., Inc., East Haddam, 


= Htg. Corp., Cranford, N. J. 
Timer Corp., New York 23; N.Y. 

ry ; 9 Specialty Mfg. Corp., Indianapolis 
pomestead Valve Mfg. Co., Coraopolis, Pa. 
Maney Mtg. Co., Newington, Conn. 

Mist, Inc., Chicago 41, Tl. 

Me rong oh Jas. P. Skokie, Til. 

Donal Mfg. Co., A. Y., Dubuque, Iowa 
Morrison Bros., Dubuque, Iowa 


Multiplex Mfg. Co., Berwick, Pa. 
OPW Corp., Cincinnati, Ohio 

Ohio Brass Co., Mansfield, Ohio 

Oster Laboratories, Ellenville, N. J. 
Sarco Co., Inc., New York 1, N. Y. 
Shand & Jurs Co., Berkeley 10, Calif. 
Taco Heaters, Inc., Cranston, R. I. 
Thrush & Co., H. A., Peru, Ind. 
Trane Co., The, La Crosse, Wisc. 
Wheaton Brass Works, Union, N. J. 


Water Heaters 
Indirect Tank, Built-In 


Alstrom Corp., New York 60, N. Y. 

American Rad. & Std. Sanitary Corp., Pitts- 
burgh 30, Pa. 

American Tube Prods., Inc., Natick, R. I. 

Aqua Air Corp., Elmont, N. Y. 

Bell & Gossett Co., Morton Grove, Ill. 

Bernstrom Inc., C. R., Providence, R. I. 

Bryan Steam Corp., Peru, Ind. 

Crane Co., Chicago 5, IIl. 

Davis Eng. Corp., New York 33, N. Y. 

Fitzgibbons Boiler Co., New York 17, N. Y. 

Gabriel Boiler & Fab. Co., Portland, Ore. 

General Electric Co., Bloomfield, N. J. 

General Fittings Co., Providence 5, R. I. 

Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y. 

Kohler Co., Kohler, Wisc. 

Lewis & Co., Inc., Joseph E., Baltimore, Md. 

Lindy Heaters, Inc., New York, N. Y. 

National Rad. Co., The, Johnstown, Pa. 

Norse Boiler Co., Inc., New Market, N. J. 

Novelty Steam Boiler Works, Inc., Balti- 
more 30, Md. 

O’Brien Steam Specialty Co., Inc., Syra- 
cuse 2, N. Y. 

Patterson-Kelley Co., Inc., The, E. Strouds- 
burg, Pa. 

Portmar Boiler Co., Brooklyn 15, N. Y. 

Spi-Rol-Fin Corp., Pequannock, N. J. 

Taco Heaters, Inc., Cranston, R. I. 

Triangle Tube & Specialty Co., Berlin, N. J. 

U. S. Machine Div., Lebanon, Ind. 

Water Tube Boiler & Tank Co., Chicago, Tl. 

Yula Water Heaters, Inc., New York 63, 
Nes 

Indirect Tank, External 


Alstrom Corp., New York 60, N. Y. 
American District Steam Div., N. Tona- 
wanda, N. Y. 
American Radiator & Std. Sanitary Corp., 
Pittsburgh, Pa. 
American Tube Prods., Inc., Natick, R. I. 
Aqua Air Corp., Elmont, N. Y. 
Bell & Gossett Co., Morton Grove, Ill. 
Bernstrom, Inc., C. R., Providence, R. I. 
Clayton Mfg. Co., El Monte, Calif. 
Davis Eng. Corp., New York 33, N. Y. 
Ever Hot All-Copper, Inc., Boston, Mass. 
General Fittings Co., Providence 5, R. I. 
Gernstein & Cooper, Inc., So. Boston 27, 
Mass. 
Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y. 
Lawson Mfg. Co., Pittsburgh 8, Pa. 
Lindy Heaters, Inc., New York, N. Y. 
Manning & Lewis Eng. Co., Newark 4, N. J. 
Mund Boilers, Inc., Los Angeles 63, Calif. 
Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 
Novelty Steam Boiler Works, Inc., Balti- 
more 30, Md. 
O’Brien Steam Specialty Co., Inc., Syra- 
cuse 2, N. Y. 
Patterson-Kelley Co., Inc., The, E. Strouds- 
burg, Pa. 
Standard Automatic Burner Div., Newark, 
N. J. 
Taco Heaters, Inc., Cranston, R. I. 
Thrush & Co., H. A., Peru, Ind. 
Water Tube Boiler & Tank Co., Chicago, Il. 
Wells Mfg. Co., San Francisco, Calif. 
Yula Water Heaters, Inc., New York 63, 
WN. ee 
Indirect Tank, External for 
Warm Air Furnaces 
American Tube Prods., Inc., Natick, R. I. 
Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y. 
Water Tube Boiler & Tank Co., Chicago, Il. 


Indirect Tankless, Built-In 
Alstrom Corp., New York 60, N. Y. 
American Tube Prods., Inc., Natick, R. I. 
American Rad. & Std. Sanit>ry Corp., Pitts- 
burgh 30, Pa. 
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.... Water Meaters 


Barridon Oil Burner Corp., Hartford, Conn. 

Bell & Gossett Co., Morton Grove, IIl. 

Bernstrom, Inc., C. R., Providence, R. I. 

Bryan Steam Corp., Peru, Ind. 

Clayton Mfg. Co., El Monte, Calif. 

Crane Co., Chicago 5, Ill. 

Crotty Mfg. Corp., Flushing, N. Y. 

Davis Eng. Corp., New York 33, N. Y. 

Dewey-Shepard Boiler Co., Indianapolis 2, 
Ind. 

Federal Boiler Co., Inc., Midland Park, 
Nid 


Fitzgibbons Boiler Co., New York 17, N. Y. 

General Electric Co., Bloomfield, N. J. 

General Fittings Co., Providence 5, R. I. 

International Boiler Works Co., The, East 
Stroudsburg, Pa. 

Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y. 

Kohler Co., Kohler, Wisc. 

Lewis & Co., Inc., Joseph E., Baltimore 
30, Md. 

Lindy Heaters, Inc., Bronx, N. Y. 

Manning & Lewis Eng. Co., Newark 4, N. J. 

Manville Boiler Co., Hackettstown, N. J. 

Mar-Coil Heater Co., Union City, N. J. 

Marietta Metal Prods. Corp., Marietta, Pa. 

Nat’l.-U. S: Radiator Corp., Johnstown, Pa. 

Novelty Steam Boiler Works, Inc., Balti- 
more 30, Md. 

Pate Co., Inc., The, Darby, Pa. 

Portmar Boiler Co., Inc., Brooklyn, N. Y. 

Republic & General Htg. Prods., Philadel- 
phia, Pa. 

Spi-Rol-Fin Corp., Pequannock, N. J. 

Taco Heaters, Inc., Cranston, R. I. 

Triangle Tube & Specialty Co., Berlin, N. J. 

Triplex Heating Specialty Co., Inc., Peru, 
Ind. 

U. S. Machine Div., Lebanon, Ind. 

Utica Rad. Corp., Utica, N. Y. 

Water Tube Boiler & Tank Co., Chicago, Ill. 

York-Shipley, Inc., York, Pa. 

Yula Water Heaters, Inc., New York 63, 
NY: 


Indirect Tankless, External 


A&C Sales Supply Co., Boston 18, Mass. 

Allied Eng. Co., Allston 34, Mass. 

Alstrom Corp., New York 60, N. Y. 

American District Steam Div., N. Tona- 
wanda, N. Y. 

American Rad. & Std. Sanitary Corp., Pitts- 
burgh 30, Pa. 

American Tube Prods., Inc., Natick, R. I. 

Bell & Gossett Co., Morton Grove, IIl. 

Bernstrom, Inc., C. R., Providence, R. I. 

Bryan Steam Corp., Peru, Ind. 

Davis Eng. Corp., New York 33, N. Y. 

Dewey-Shepard Boiler Co., Indianapolis 2, 
Ind. 

Ever Hot All Copper, Inc., Boston 18, Mass, 

Gabriel Boiler & Fab. Co., Portland, Ore. 

General Fittings Co., Providence 5, R. I. 

Gerstein & Cooper, Inc., So. Boston 27, 
Mass. 

Johnson Corp., The, Three Rivers, Mich. 

Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y. 

Lewis & Co., Inc., Joseph E., Baltimore 
30, Md. 

Lindy Heaters, Inc., New York, N. Y. 

Manning & Lewis Eng. Co., Newark 4, N. J. 

Mund Boilers, Inc., Los Angeles 63, Calif. 

Novelty Steam Boiler Works, Inc., Balti- 
more 30, Md. 

Republic & General Htg. Prods., Philadel- 
phia, Pa. 

Ret-Rac Corp., Flushing, N. Y. 

Taco Heaters, Inc., Cranston, R. I. 


Thrush & Co., H. A., Peru, Ind. 


Triplex Heating Specialty Co., Inc., Peru, 
Ind. 


Water Tube Boiler & Tank Co., Chicago, Ill. 
Yula Water Heaters, Inc., New York 63, 


Steam Mixer Water Heater 


Dewey-Shepard Boiler Co., Indianapolis, 
Ind. 


Dunham Co., C. A., Chicago, Til. 

Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y. 

O’Brien Steam Specialty Co., Inc., Syra- 
cuse 2, N. Y. 


Patterson-Kelley Co., Inc., The, East 
Stroudsburg, Pa. 


Water Tube Boiler & Tank Co., Chicago, Il. 
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COMPANIES LISTED ALPHABETICALLY 


aL. HE SECTION that follows gives the 
complete company name, street 
address, city and state for manufac- 
turers shown in the directory listings. 
Where it was possible to obtain the 

information from questionnaire re- 
turns, this also includes the names of 
company officers, Abbreviations used 
to designate positions are as follows: 

p—president 

vp—vice president 

gm—general manager 

sm—-sales manager 

ce—chief engineer 

am—advertising manager 


‘didi 


A & A Register Co., The, 8327 Clinton Rd., 
Cleveland 9, O. 

G. G. Auer, p; Mark Auer, vp; J. Con- 
galton, am. 

A & C Sales & Supply Co., 51 Albion St., 
Boston 18, Mass. 

A-J Mfg. Co., 2119 Washington St., Kansas 
City 8, Mo. 

A-P Controls Div., Controls Corp. of 
America, 2400 N. 32nd St., Milwaukee, 
Wisc. 

Roy W. Johnson, ch b; L. Putze, p; J. 
Tate, vp & gm; D. Moerick, sm, vp; A. 
L. Topp, vp eng; H. J. Welch, am. 

Accurate Sheet Metal & Mfg. Works, 2336- 

38 Milwaukee Ave., Chicago 47, Til. 


Ace Eng. Co., 1435 W. 15th St., Chicago 8, 
ll 


G. L. Schurman, p; J. W. Cowan, vp & 
gm; A. Eckstein, ce; R. W. Bardach, 
Jr., sm & am. 
Ace Instrument Co., 172 Pacific St., Brook- 
lyn 2, N. Y. 
Ace Tank & Welding Co., 1124 Elliot W., 
Seattle, Wash. 
R. W. Burwell, G. R.- Burwell, W. H. 
Burwell, partners. 


Ace Transformer Co., Inc., 330 E. 35th 
St., New York 16, N. Y. 
C. M. Anzalone, p; C. S. Anzalone, gm. 


Ace Wire Brush Co., 146 Fulton St., Brook- 
wn 4. eS 
L. Levy, gm. 
Acker Organization, Inc., W. M., 3167 Ful- 
ton Rd., Cleveland 9, O. 


Acme Electric Corp., Water St., Cuba, 
N.Y. 


Mie °° 
J. A. Comstock, p; V. E. Wilson, vp; 
Jack Hall, sm; Kirk Hampton, ce. 


Acme Heat & Power, Inc., 318 Ten Eyck 
St., Brooklyn 6, N. Y. 

J. Gigli, p; S. M. Lombardo, gm. 

Acme Industries, Inc., Mechanic & Ganson 
Sts., Jackson, Mich. 

Acme Mfg. Co., 7500 State Rd., Philadel- 
phia 36, Pa. 

H. Cohn, p; N. Cohn, gm. 

Acme Oil Burner Co., Inc., 210 Third Ave., 
S.W., Cedar Rapids, Ia. 

Acme Tool & Gauge Co., 235-7 Charles St., 
Providence 4, R. I. 

Acme Welding Division of The United Tool 
& Die Co., 1031 New Britain Ave., West 
Hartford, Conn. 

Acro Mfg. Co., 2040 E. Main St., Colum- 
bus, O. (See Crise Controls Div.) 
Addison Products Co., Railroad St., Ad- 

dison, Mich. 

Adelsman Boiler Co., Box 300, Fergus 
Falls, Minn. 

L. G. Adelsman, gm. 
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Adelta Mfg. Co., Inc., 21st and Ellsworth 
Sts., Philadelphia 46, Pa. 
A. Corbman, p; R. Corbman, vp; M. 
Corbman, gm & sm; H. Minson, ce. 
Admiral Rubber Corp., 75 19th St., Brook- 
lyn 32, N. Y. 
Air Conditioning Eng. Co., 44 First St., 
Cambridge 41, Mass. 
R. A. Sheffield, p; H. C. Hartford, sm. 
Air Controls, Inc., Div., Cleveland Heater 
Co., 2310 Superior Ave., Cleveland 
14, O. 
A. Friedman, p & gm; A. E. Friedman, 
vp; B. G. Krause, sm; N. Busch, ce. 
Air Control Products, Inc., Coopersville, 
PCD, - 
R. L. Leigh, p & gm; K. Parsons, vp; 
R. Heflin, ce; R. L. Kowaloski, am. 
Air-Eau Heat, Inc., 1002 S.E. 52nd Ave., 
Portland 12, Ore. 
Aire-Flo Furnace Pipe Co., 750 Rickett 
Rd., Brighton, Mich. 
F. R. Stumpf, p & sm; H. Sutcliff, gm; 
Q. Stumpf, ce. 
Air-Maze Corp., 2500 Miles Rd., Cleveland 
28, O. 
O. H, Schaaf, p & gm; H. H. Schaaf, vp; 
F. P. Purvis, sm; R. E. Brown, ce; A. P. 
Dovala. 
Airborne Industries, Inc., 525 Lyndale 
Ave., Minneapolis 11, Minn. 
Aircraft-Marine Products, Inc., 1531 Fourth 
St., Harrisburg, Pa.. 
Aire Director Mfg. Co., Aurora at Mercer, 
Seattle 9, Wash. 


Airflame, 646 McAlister Ave., Waukegan, 


Til. : 
L. C. Perdue, gm & sm; W. B. Perdue, 
ce & am. 
Airkem, Inc., 241 E. 44 St., New York 17, 
i ae 


Air Products, 407 N. Eleventh St., St. Louis, 


Mo. 
Airtemp Div. of Chrysler Corp., 1600 Web- 
ster St., Dayton 1, O. 
C. E. Buchholzer, p; J. F. Knoff, vp; 
S. Anderson, sm; M. T. Bard, sm; H. M. 
Carnahan, sm; J. D. Lovely, ce; M. A. 
Morris, am. ; 
Airtherm Mfg. Co., 728 S. Spring Ave., St. 
Louis 10, Mo. 
R. O. Reeves, sm, 

Airtron Corp., Holland, Ohio 

Airwasher OCorp., Eaton Rapids, Mich. 

Cc. L. Sprinkle, p; O. L. Sprinkle, sm, 
am. 
Ajax Furnace Fitting Co., 216-220 E. Front 
St., Cincinnati 2, O. 

Alasco Burner Co., Inc., Winchendon, Mass. 

Alco Valve Co., 833 Kingsland Ave., St. 
Louis, Mo. 

Aldrich Co., Wyoming, IIl. 

P. M. Stephenson, p. 

Alert Boiler & Mfg. Co., 9661 Robson St., 
Detroit 27, Mich. 

Allen Co., Robert G., P. O. Drawer No. 110, 
Mechanicville, N. Y. 

Allen Mfg. Co., Nashville 1, Tenn. 

Allied Eng. Co., 20 Glenville Ave., Allston 
34, Mass. 

Allied Heating & Air Conditioning Co., Box 
1025, Lawndale, Calif. 

Allied Tank Truck Eqpt. Co., 24th & Brown 
Sts., Philadelphia 30, Pa. 

Allis Chalmers Mfg. Co., Milwaukee 1, Wisc. 
R, S. Stevenson, p; J. L. Singleton, vp; 
Cc. W. Schweers, sm; J. F. Roberts, ce; 
A. R. Tofte, am, 

Alstrom Corp., The, 790 E. 176th St., Bronx 

) IN. Ys 
Alton Mfg. Co., 1112 Ross Ave., Dallas 2, 
Tex. 

Amana Refrigeration, Inc., Amana, Ia. 

Amber-Rose Industries, 3445 N. Racine, 

Chicago 18, Ill. 
R. Amberson, p; R. Walshin, vp; B. 
Amberson, gm; J. Goeller, sm; R. 
Walshin, ce; B. Bigalki, am. 

American Air Filter Co., Inc., 215 Central 

Ave., Louisville 8, Ky. 
W. G. Frank, p; B. R. Shaver, vp; R. 
Nelson, vp; Richard Nelson, vp; H. 


Fitch, vp; B. Robertson, vp; J. MeCop. 
nel, vp; J. Hellstrom, sm; A, Nutting 
ce; R. W. Smith, am. ‘ 

American Blower Co., 8111 Tireman Aye 
Detroit 32, Mich. ig 

C. P.. Shaw, am. 

American Boiler & Fdry. Co., Milan, Mich, 

American Brass Co., The, 414 Meadow St 
Waterbury 20, Conn. % 

J. A. Coe, Jr., p; W. M. Moffatt, vD: 
E. B. Tracy, sm; J. F. Hobbins, am, 

American Clay Forming Co., The, Corner 
Wall & Broad Sts., Tiffin, O. 

American Coils, Inc., 360 Thomas St., Ney. 
ark 5, N. J. 

American Coolair Corp., 3604 Mayflower 
St., Jacksonville 3, Fla. 

American Corp. Drying Eqpt. Co., East st 
& Crystal Lake Ave., Crystal Lake, Il] 

American District Steam Div., Adsco hp. 
dustries, Inc., Bryant St., N. Ton. 
wanda, N. Y. 

American Fdry. & Furnace Co., 917 £, 
Washington St., Bloomingten, Ill, 
American Furnace Co., 1300 Hampton Ave, 

St. Louis 10, Mo. 
C. H. Franke, p; E. H. Spellmeyer, yp; 
R. A. Etavard, gm; R. L. Archibald, sm; 
E. W. Gettinger, ce; D. W. Schaberg, 
am. 

American Gas Machine Co., 505 Front St, 
Albert Lea, Minn. 

American Ideal-Aire Corp., Box 177, Gar- 
den City, N. Y. 

M. C. Carter, gm; R. Roth, sm; J. A 
Cornell, ce. 

American-LaFrance Corp., 127 E. LaFrance 
St., Elmira, N. Y. 

G. R. Hanks, p; W. M. Price, executive 
vp; G. J. Halpin, vp, sales. 

American Lava Corp., Cherokee Blvd. & 
Mfgrs. Rd., Chattanooga 5, Tenn, 

American Liquid Fertilizer Co., Inc., Box 
267 (2nd & St. Clair Sts.), Marietta, 0. 

E. Whitaker, p & am; Mrs. H. M. 
Whitaker, vp. 

American Machine Prods. Co., Marshall- 
town, Ia. 

American Mfg. Co., Inc., 211 Walnut St, 
P. O. Box 2172, Hartford, Conn. 
American Mohawk Co., Inc., 580 Hudson 
St., New York 14, N. Y. 

Harry Londa, mgr. 

American Oil Burners & Heating Utilities, 
447 Senator St., Brooklyn 20, N. Y. 

American Pneumatic Tool Co., 681 Fifth 
Ave., New York 22, N. Y. 

American Radiator & Standard Sanitary 
Corp., Plumbing & Heating Division, 
Box 1226, Pittsburgh 30, Pa. 

W. Bauer, p; D. J. Quinn, vp; L.. Pierce, 
gsm; R. W. Williams, am; R. W. Leal, 
vp, marketing; H. I. Detro, vp, mfg; ). 
Richfield (oilburners) 

American Sand-Banum Co., Inc., Meadow 
Brook National Bank Bldg., Freeport, 
N.... 

L. Bradie, p; F. Fullgrabe, gm; M$ 
Bradie, sm; R. Hawley, am. 

American Steel Works of Kansas, Inc., 40) 
N. Broadway, Wichita 4, Kan. 

American Tube Products, Inc., Riverdale 
Bldg., Natick, R. I. 

C. Bis. :-Kirk,:-p. 

Ames Iron Works, Inc., Oswego, N. ¥. ; 
S. S. Flug, p; A. Bradley, vp & a 
D. F. Lytle, sm; L. B. Coppernoll, ¢. 

Amionic Chemical Co., Box 371, Tauntom 
Mass. 

Ampion Corp., 4-88 47 Ave., Long Island 
City, Ni -Y,. 

H. Schwarcz, p; R. H. Dworsak, vp & 
sm. 

Anchor Div., Stratton & Terstegge 0 5 
311, New Albany, Ind. ": 

W. H. Terstegge, p; M. V. Hodapp, ¥ 
E. J. Fackler, sm; J. L. Meagher, 
J. K. Hammond, ce. 

Anchor Stove & Range Co., New Albany 
Ind, st 

Anderson Co., V. D., The, 1935 W. % > 
Cleveland 2, O. 
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n Brass Co., 100 S. Campbell Ave., 
Detroit 9, Mich. 
R. C. Anderson, p; Cc. B. Jones, vp; 
E, R. Anderson, gm; D. E. Stropes, sm; 
G. H. Kass, ce. 
Anderson Products, Inc., 17 Tudor St., 
Cambridge, Mass. 
w. T. Ferguson, p. 
Andrews Heating Co., 121-199 Main St., 
§.E., Minneapolis 14, Minn. 
Androe Chemical Co., 7301 W. Lake St., 
Minneapolis, Minn. 
c. L, Andrus, gm. 
Anthony Co., The, 47-33 Fifth St., Long 
Island City 1, N. Y. 
Cc. K. Morse, p; W. M. Roberts, vp, gm, 
sm & am; V. Singer, ce. 
Applied Mechanics Co., 381-389 Congress 
St., Boston 10, Mass. 
H. J. G. Rudolf, p & gm. 
Aqua-Air Corp., 1040 Hempstead Trnpk, 
Elmont, L..I., N. Y. 
Areweld Mfg. Co., Inc., 3469 Third Ave., 
W., Seattle 99, Wash. 
Ardmore Products Div., Amco Corp., 2040 
W. Carroll Ave., Chicago 12, Ill. 
Argo Co., 436 Capitol Ave., Hartford 6, 
Conn. 
Amour & Company, Chemical Div., 1355 W. 
31 St., Chicago, Ill. 
Armstrong Bros. Tool Co., 5200 W. Arm- 
strong Ave., Chicago 30, Ill. 
Armstrong Co., The, 1001 E. 103 St., Chi- 
cago 28, Ill. 
Armstrong Cork Co., Liberty St., Lancas- 
ter, Pa. 
Armstrong Furnace Co., 851 W. Third Ave., 
Columbus, O. 
W. J. Olsen, p & gm; G. W. Zimbelman, 
ass’t gm; C. Brooks, sm; H. G. Hays, ce; 
J. R. Swinhart, sales promo. mgr. 
Armstrong Machine Works, 851 Maple St., 
Three Rivers, Mich. 
Arrow Petroleum Co., 4811 S. Harlem Ave., 
Chicago 38, Ill. 
Artis Metal Co., Inc., Box 1642, Boise, 
Idaho 
8. W. Artis, p & gm; E. J. Artis, vp & 


ce, 
Aston Products, Inc., 22084 Dequindre Ave., 
Hazel Park, Mich. ; 
Askania Regulator Co., 240 E, Ontario St., 
Chicago 11, Ill. 
H. J. Velten, p; H. Ziebolz, vp; R. 
Beran, gm; W. W. Wheeler, sm; W. B. 
Heinz, ce; C. C. Roberts, am. 
Atkomatic Valve Co., Inc., 545 W. Abbott 
St., Indianapolis, Ind. 
Atlantic Research Laboratories Corp., 29-05 
40th Rd., Long Island City, N. Y. 
D, 0, Harding, p & gm; R. Lewin, vp; 
A. Elking, sm; S. Harding, am. 
Atlantic Steel Boiler Co., 22nd St. & Wash- 
ington Ave., Philadelphia 46, Pa. 
W. A. Bartley, p; D. W. Bartley, vp. 
Atlas Mfg. Co., Eustis & Robbins, St. Paul 
14, Minn. 
H. B, Hyams, p, gm & am; L. C. Trow, 
vp & sm; H. E. Kerr, ce. 
~ Mis. Corp., 1624 61 St., Brooklyn 4, 


J. J, Schwebel, p; L. Schwebel, gm & 
Pr P. Singer, sm; J. Schwebel, ce. 
— Burner Co., 512 Cedar St., Auburn, 


H. C. McIntyre ; 
, gm; J. W. Mcintyre, 
sm; W. Smith, ce. ‘ 


Auburn Found i 
ry, Inc., Heating Div., W. 
llth St., Auburn, Ind. ‘ 


Auburn Spark Plug Co 
Auburn, N.Y. g my ame., York &t., 


C. J. Nolin, p & ; 
a gm; A. R. Nolin, vp; 
I a sm; A. J. Battey, ce; S. Webb, 


Aner Register Co., 6600 Clement Ave., 
Cleveland 5, O. 


G. Metzger. pé& : 
’ gm; H. F. Curtis, vp 
= sm; E. F. Steffner, ce; A. H. Bechtel, 


— Pump Co., 619 Loucks St., Aurora, 


Auto-Flo Co .» 14 
vain pang eg 590 Schaefer Hwy., De- 


M. Perlman, Pp; J. Perlman, vp. 
eat Corp., (See Robot-Auto-Heat 


Automatic Burner Corp., 1823 Carroll Ave., 
J sia 12, Il. 
x » D; J. W. Hearst, vp; E. D. 
Carmien, sm 'g am; G. F. Kupel, ce. 


Automatic Controls Corp., Ann Arbor, 
Mich. 
Automatic Devices Co., Inc., 714 Hillgrove 
Ave., Western Springs, Il. 
H. T. Kuckera, p; R. G. Davis, sales eng. 
Automatic Firing Corp., 4417 Oleatha Ave., 
St. Louis 5, Mo. 
Automatic Humidifier Co., Box 337, Cedar 
Falls, Ia. 
Automatic Switch Co., 391 Lakeside Ave., 
Orange, N. J. 
W. F. Hurlburst, Jr., p & gm; Mrs. 
H. V. Darrin, vp; F. P. Spinelli, sm 
(switches); A. W. Churchill, ce; R. C. 
May, am. 
Autopulse Corp., 218 E. Dowland St., Lud- 
ington, Mich. 
Mrs. Eldred, owner; E, J. Jacomb, sm. 
Avery Farm Machinery Co., Hart Heat 
Div., Foot of Junction St., Peoria, Ill. 
E. K. Smith, L. F. Smith, W. I. Overend, 
partners. 
Avon Tube Division, Higbie Mfg. Co., 
Fourth & Water Sts., Rochester, Mich. 
Axeman-Anderson Co., 233 West St., Wil- 
liamsport, Pa. 
J. E. Axeman, W. S. Anderson, partners. 


‘itll 


Babcock & Wilcox Co., 161 E. 42nd St., 
New York 17, N. Y. 


Bachrach Industrial Instrument Co., 7301 
Penn Ave., Pittsburgh 8, Pa. 
L. L. Vayda, p & gm; Rudolf Ulrich, vp, 
sm, am; J. A. Stein, ce. 


Bailey Meter Co., 1050 Ivanhoe Rd.,. Cleve- 
land 10, O. 


Baker Furnace & Cleaner Mfg. Co., 2810 
Midwood Ave., Toledo 6, O. 

Bal-Air, Inc., 1210 McGavock St., Nashville, 
Tenn. 

Balloffet Nozzle Co., Inc., 6825 Adams St., 
Guttenberg, N. J. 

Baltimore Porcelain Steel Corp., P. O. Box 
928AA, Baltimore 3, Md. 

Barber-Colman Co., Wheelco Instruments 
Div., 1300 Rock St., Rockford, Ill. 

F. H. Jess, am, production. 


Barber Gas Burner Co., The, 3702 Superior 
Ave., Cleveland 14, O. 


Barclay, Inc., Robert, 1234 W. Fulton St., 
Chicago 7, Ill. 
M. K. Arenberg, p; L. P. Felker, vp & 
gm. 
Barco Mfg. Co., 500 N. Hough St., Bar- 
rington, Ill. 
F. N. Bard, p; C. L. Mellor, vp; J. O. 
Heyworth, vp; V. W. Breitenstein, ce; 
M. C. Keene, am. 
Bard Mfg. Co., Evansport Rd., Bryan, O. 
Barkow Mfg. Co., August G., 2230 S. 43rd 
St., Milwaukee 15, Wisc. 
A. G. Barkow, p; J. Visintainer, gm; 
W. J. Wawrzonek, sm. 
Barksdale Valves, 5125 Alcoa Ave., Los An- 
geles 58, Calif. 
L. S. Barksdale, p & gm; M. C. Nelson, 
vp & sm; R. Simonin, ce. 
Barnes & Jones Co., Inc., 128 Brookside 
Ave., Boston 30, Mass. 
Barridon Oil Burner Corp., 1429 Park St., 
Hartford, Conn. 
Barry Blower Co., 3100 California St., N.E., 
Minneapolis, Minn. 
Barton Products, Inc., 819 N. Blanchard, 
Wheaton, Ill. 
Bascom Co., Inc., George R., 950 Wm. T. 
Morrissey Blvd., Dorchester, Mass. 
I. Isgur, p; A. J. Isgur, gm; Samuel 
Melnick, ce; H. Williamson, am. 
Baseline Mfg. Corp.,'2701 E. 78 St., Min- 
neapolis, Minn. 
Cc. M. Wilcox, p, gm & sm; K. O. John- 
son, vp; J. Larson, ce. 
Bastian-Morley Co., Inc., Truesdell Ave., 
La Porte, Ind. 
Bauer Oil Burner, Inc., 1109 Adams St., 
Wilmington 16, Del. 
Bayley Blower Co., 1817 S. 66th St., Mil- 
waukee, Wisc. 
Beacon Brass Co., Inc., 2 Jackson St., 
Waltham, Mass. 
M. Feinberg, p; G. Miller, gm; N. 
Cripps, sm; O. Myers, ce. 


BUYER'S GUIDE & INDUSTRY DIRECTORY 


Beall Pipe & Tank Corp., 12005 N. Burgard 
St., Portland 3, Ore. 
J. E. Beall, p & gm; G. F. Beall, vp; 
E, L, Wilkins, sm & am; R. C. Elle, ce. 
Beaton & Caldwell Mfg. Co., Box 77, New 
Britain, Conn, 


Beaver Mfg. ©Oo., 617 S.W. Third Ave., 
Portland 4, Ore. 

Beck Co., A. C., 2018 N. DuPont Ave., Min- 
neapolis 11, Minn. 


Beck Eng. Combustion Kompany, 2100 Cole 
St., St. Louis 6, Mo. 
V. S. Beck, owner. 


Beckett Corp., R. W., Elyria, O. 
R. W. Beckett, p, gm & ce; Stanton 
Fitzgerald, vp, sm & am. . 
Bell & Gossett Co., 8200 N. Austin Ave., 
Morton Grove, Ill. 
Benner-Nawman Co., 3421 Hollis St., Oak- 
land, Calif. 
Berger Furnace Co., 4th & Main Sts., Belle 
Vernon, Pa. 
A. H. Berger, gm; D. C. Zinter, sm. 
Berkley Mfg. Co., 2045 N. Second St., 
Philadelphia 22, Pa. 
Berkshire Transformer Corp., 15 South 
Ave., New Milford, Conn. 
Cc. W. Hildenbrand, p; B. R. Hordeski, 
vp, sm & am; E. Lieff, ce. 
Bernstrom, Inc., C. R., 183 Hartford Ave., 
Box 157, Providence 9, R. I. 
C. R. Bernstrom, p; J. F. Beauchemin, 
sm; T. Hague, ce. 
Besser Metal Products Corp., 754 Clement 
Ave., Charlotte 4, N. C. 
C. S. Besser, p; Kenneth B. Williams, sm. 
Best Brass Co., 325 High St., Marshall, 
Mich. 
Best Combustion Eqpt. Co., Inc., 411-15 
11th St., Carlstadt, N. J. 
Bethlehem Foundry & Machine Co., Second 
St., Bethlehem, Pa. 
G. A. Taylor, p; E. Dimler, vp; R. 
Fluck, vp; R. C. Dietz, sm; M. Ritter, 


am. 
Bettendorf Oil Burner Co., Marshalltown, 
Ta. 

Bett-Marr Mfg. Co., 621 E. Excelsior, Hop- 
kins, Minn. 
Betts Machine Co., 1800 Penna., Warren, 

Pa. 


C. R. Betts, p; E. L. Betts, vp; R. T. 
Betts, am. 
Beverly Shear Mfg, Co., 3004 W. 111th St., 
Chicago, Ill. 
Beyer Oil Burner Co., Rosamond, Calif. 
Biggs Boiler Works, Co., The, 1007 Bank 
St., Akron, O. 
Billings, Inc., Donald, 555 Longfellow Ave., 
Bronx 59, N. Y. 
Billow Corp., 565 W. Washington Blvd., 
Chicago 6, Ill. 
Birchfield Boiler, Inc., 2503 E. 11th St., 
Tacoma, Wash. 
Bishop & Babcock Mfg. Co., The, 4901 
Hamilton Ave., Cleveland, O. 
Black, Sivalls & Bryson, Inc., 7500 E. 12th 
St., Kansas City, Mo. 
K. W. Lineberry, p; C. A. Siver, vp & 
gm; A. J. Hanssen, ce; N. D. Baker, am. 
Blackmer Pump Co., 1809 Century Ave., 
Grand Rapids 9, Mich. 
E. H. Lanthorn, sm. 
Bland Burner Co., 83 Woodbine St., Hart- 
ford, Conn. 
Blissfield Mfg. Co., Blissfield, Mich, 
Blue Hill Oil Burner Mfg. Co., Inc., 333 
Belgrade Ave., Roslindale 31, Mass. 
L. L. Gordon, p. ; 
Bock Corp., 110 S. Dickinson St., Madison, 
Wise. 
O. L. Bock, p, gm, sm, ce & am; W. J. 
Polk, vp. 
Bogue Electric Mfg. Co., 100 Pennsylvania 
Ave., Paterson 3, N. J. 
Boggs Boiler Co., 1007 Bank, Akron, O. 
E. P. Schinman, p; R. S. Herwig, vp & 
gm; W. R. Cioffi, sm & am; E. E. 
Proesch, ce. 
Boiler Eng. & Supply Co., Inc., Manavon 
St., Phoenixville, Pa. 
R. E. Keen, p; W. B. Riley, vp & sm; 
R. E. Emrich, Sr., gm; P. D. Goggin, 
ce; R. W. Williams, am. 
Bonair Products, Inc., 5th & Ellis Ave., 
Darby, Pa. 
Frank A. McKee, p; C. V. McCarty, ce; 
J. A. Callahan, sm. 
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Boston Auto Gage Co., 
Mass. 
T. C. Nelson; p, gm & sm; A. L. Hall, 
vp; E. Fresis, ce. 
Bovee Furnace Works, 180 W. Eighth St., 
Waterloo, Ia. 
Boston Machine Works Co., The, 7 Willow 
St., Lynn, Mass. 
Radph Dennis, p. 
Boston Steel & Mfg. Co., 112 Bryant St., 
Malden, Mass. 
L. S. Burke, p & gm; C. A. Glen, sm. 
Bowser, Inc., 1302 Creighton Ave., Fort 
Wayne 2, Ind. 
F. S. Ehrman, vp & sm. 
Boyertown Auto Body Works, 3rd & Wal- 
nut Sts., Boyertown, Pa. 
Bradford Price Book, 96 Washington St., 
Quincy 69, Mass. 
Bradley Mfg. Works, Bradley, Il. 
Brammer Corp., 684 Broadway, New York 
12, N.Y. 

E. Patron, p; J. Patron, vp; I. Patron, 
sm; B. Fredane, am. 
Brandenberg Industries, 

Rd., Baltimore 9, Md. 
Brandes Co., 2046 Winnebago St., Madison, 
Wisc. 
E. E. Brandes, gm, sm & am; A. A. 
Campbell, ce. 
Branford Tank & Heating Products, Inc., 
286 Howe Ave., Shelton, Conn. 
Breese Burners, Inc., Box 4158, Coronado 
Sta., Santa Fe, N. M. 
J. L. Breese, p; H. Lannan, vp; M. D. 
Huston, gm, sm, ce & am. 
Bressler Eng. Service, 509 Fourth Ave., 
Oregon 1, Ill. - 
Breuer Electric Mfg. Co., 5100 N. Ravens- 
wood Ave., Chicago 40, Ill. 
Brodie Co., Inc., Ralph N., Alvarado & 
West 137th Ave., San Leandro, Calif. 
R. N. Brodie, p; E. D. Brodie, vp; D. S. 
Johnson, vp, sm & am; W. Berck, ce. 
Bronson Fan Mfg. Corp., 4560 Worth St., 
Los Angeles 63, Calif. 
CG. 2.: Mix,..p;. G...C.- Mix, vp; 
Gerich, sm; J, I. Syler, ce. 
Brooks, B. M., 39 Mase Ave., Dover, N. J. 
B. M. Brooks, p. 
Bros Boiler & Mfg. Co., Wm., 1057 10 
Ave., S.E., Minneapolis 14, Minn. 
Brown-Appton Co., 681 Fifth Ave., New 
York 22, N. Y. 

Brown Fintube Co., The, Elyria, O. 
Brown Oil Burning Eqpt. Co., 312 Massa- 
chusetts Ave., Cambridge 39, Mass. 
Brown Products Co., Railroad St., An- 

dover, Mass. 
H. H. Brown, p; F. G, Foley, sm. 
Brown Products Co., A., 97-12 Metropolitan 
Ave., Forest Hills 75, N. Y. 
A. Brown, p; W. H. Peters, 
Aronczyk, ce. 
Brown Steel Tank Co., 2901 S. E. Fourth 
St., Minneapolis 14, Minn. 
Brucker, Inc,, M., 820 N. Wolcott Ave., 
Chicago, Ill. 
Brumme Mfg. Co., 1240 E. Empire St., 
Bloomington, Ill. 
Miss R. Brumme, t; F. J. Brumme, gm. 
Brundage Co., The, 512 N. Park, Kalama- 
zoo 11, Mich. 
H. F. Brundage, p; W. A. Rockafield, vp 
& ce; F. W. Brundage, vp & gm; L. C. 
Kroes, sm & am. 
Brunner Mfg. Co., 1821 Broad St., Utica 1, 
N. Y. 


The, Pittsfield, 


Inc., 6390 Falls 


E. P. 


sm; J. 


A. G. Zumbrun, p; A. W. Detwiler, vp; 
F. C. Hawk, vp, sm; J. Raufeisen, ce; 
W. C. Roberts, am. 

Bryan Steam Corp., Box 337, Peru, Ind. 
O. C. Skinner, p, gm, sm & am; H. V. 
Koch, ce. 

Bryant Div., Carrier Corp., 48 Monument 

Circle, Indianapolis 4, Ind. 
R. N, Campbell, vp; H. L. Clary, vp; 
P. C. Kosch, sm; J. H. Jennings, direc- 
tor of engineering; R. Hamilton, am. 

Buffalo — Corp., South Ave., Dunellen, 

N: J. 


R. I. Morrison, p; J. B. Murphy, vp; 
R. M. Morrison, gm; B. W. Grant, sm & 
am; S. V. Reed, ce. 
Buckeye Furnace Pipe Co., 897 Ingleside 
Ave., Columbus, O. 
Buckeye Iron & Brass Works, P. O. Box 
883, Dayton, O. 
W. P. Huffman, p; H. W. Webb, vp & 


50 





gm; L. F. McDorman, s & t; R. O. 
Comp, sm; R. R. Klikunas, ce; R. B. 
Prugh, am. 
Buffalo Forge Co., Inc., 
Buffalo, N. Y. 
Buffalo Pumps, Inc., 171 Mortimer St., Buf- 
falo 5, N. Y. 
Burear Mfg. Co., 195 Adams St., Newark, 
N. J. 


490 Broadway, 


S. Caponegro, p; G. Caponegro, vp. 
Burke Eng. Oo., 1204 W. Washington Blvd., 
Los Angeles 7, Calif. 
Burkhardt Eng. Assoc., 
Ave., Boston, Mass. 
Burnham Corp., Boiler Div., 2 Main St., 
Irvington, N. Y. 
B. Bowden, p; A. S. Bastedo, vp; V. A. 
Good, vp, sales; E. T. Selig, Jr., ce; F. R. 
Brophy, am. 
Burn-Rite Products Co., 354 Saw Mill River 
Rd., Yonkers 2, N. Y. 
H. Burack, gm. 
Burroughs Corp., 6071 Second Ave., De- 
troit 32, Mich. 
J. S. Coleman, p; R. R. Eppert, vp; 
W. E. Morgan, vp; N. Mudd, sm; W. C. 
Sproull, am. 
Burtchaell Htg. Co., 2944 S.E. Powell 
Blvd., Portland 2, Ore. 
Bush Mfg. Co., 179 South St., W. Hartford 
10, Conn. 
Bussman Mfg. Co., University at Jefferson, 
St. Louis 7, Mo. 

A. B. Bussmann, p; H. T. Bussmann, vp; 
J. C. Ingram, sm; H. V. Thomas, am. 
Butler Mfg. Co., 7400 E. 13th St., Kansas 

City 26, Mo. 
W. A. Sladek, sm; E. J. Howse, am. 
Byron Jackson Co., Box 2017, Terminal 
Annex, Los Angeles 54, Calif. 


30 Huntington 


en aie 


C-S Brass Mfg. Co., 148 W. 62 St., New 
York 23, N. Y. 
S. Bergman, p; A. Leopold, gm & sm. 
Calculator Specialties Co., 122 S. Michigan 
Ave., Chicago, Ill. 
Caloroil Burner Corp., 850 Windsor S&t., 
Hartford, Conn. 
Campbell Machine Co., 2921 Stevens Ave., 
Minneapolis, Minn. 
Campbell Co., E. K., 1809 Manchester St., 
Kansas City 4, Mo. 
R. P. Campbell, p & gm; M. E. Butler, 
vp & ce; K. Hancock, vp; G. L. Brown, 
am. 
Campbell Heating Co., 3121 Dean Ave., Des 
Moines 17, Ia. 
B, Campbell, p.; A. K. Campbell, vp; E. 
Arendts, sm & am; C. P. North, ce. 
Cam-Stat, Inc., Div. of Paul Henry Co., 
11833 W. Olympic Blvd., Los Angeles 
64, Calif. 
P. Henry, p; R. D. Whitlock, vp & gm; 
A. E, Baak, ce. 
Cannon Chemical Co., Inc., 181 Portland 
St., Cambridge 41, Mass. 
Cantleek Products Corp., 135-39 Northern 
Blvd., Flushing 52, N. Y. 
Capitol Mfg. & Supply Co., The, 153 Fulton 
St., W. Columbus 10, O. 


Carbola Chemical Co., Inc., Natural Bridge, 
N;“¥ 


bie 2 Zimmerman, p; H. T. Koenig, sm 
& am. 
Carboloy Dept., General Electric Co., Box 
237, R.P.A., Detroit 32, Mich. 
K. R. Beardslee, gm; J. E. Weldy, man- 
ager marketing; I. L. Wallace, Manager 
Eng.; C. E. St. Thomas, am. 
Carey Electronic Engineering Co., 
Clifton Ave., Springfield, O. 
R. M. Carey, p; R. M. Carey, Jr., gm. 
Carey Mfg. Co., The Phillip, Cincinnati 15, 
Ohio. 
Carlin Co., The, 912 Silas Deane Hwy., 
Wethersfield, Conn. 
B. C. Lindberg, p, gm; J. E. Carlberg, 
vp, ce; B. J. Walting, sm & am. 
Carlson & Co., Inc., A. B., 349 Woodlawn 
Ave., Aurora, Il. 
A. B. Carlson, p & gm; F. R. Walker, 
am. 
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Carlisle Chemical Works, Inc., Reading, 0 
R. S. Binns, sm. [oP 
Carlyle Rubber Co., Inc., 64 Park P},, New 
Torn 7; XY. 
H. Visscher, sm; J. Kennaugh, am, 
Carlton Supply Co., Carlton Mfg. Co, Diy. 
35 Chapel St., Box 538, Hartfora 1 
Conn. ‘ 
Carolina Refractories Co., Box 549, Harts. 
ville, S. C. 
Carrier Corp., 300 S. Geddes St., Syracuse 
, Ne Si 
O. W. Bynum, p; John M. Bickel, sm 
Cary Mfg. Co., Churchill St., Paupac 
Wise. . 
Cash Valve Mfg. Corp., A. W., 666 FE 
Wabash Ave., Decatur, IIl. , 
G. W. Madden, vp, sales, 
Central Brass Mfg. Co., 2950 E. 55th St 
Cleveland 27, O. 
L. S. Fisher, p & gm; J. F. Pterka, yp 
sm & am; E. G. Teisler, ce. 
Central States Mfg. Co., Inc., 1200 §, Sum- 
mit, Arkansas City, Kan. 
Central States Steel Boiler Co., 5649 w 
Harrison St., Chicago 44, Ill, 
Century Electric Co., 1806 Pine St., st 
Louis 3, Mo. 
Century Eng. Corp., 401 Third St., S.E,, 
Cedar Rapids, Ia. 
E. J. Lattner, p; B. J. Lattner, vp, gm; 
W. S. Moelkring, sm, am; Edward Jones, 
ce, 
Certified Furnace Co., Div. of Stainless 
& Steel Products Co., 1000 Berry Ave, 
St. Paul 4, Minn. 
Chalmers Oil Burner Co., 312 Lumber Ex- 
change Bldg., Minneapolis 1, Minn. 
C. H. Chalmers, gm. 
Champion Bronze Powder & Paint Co, 
2526 W. Van Buren St., Chicago 12, Ill. 
Chandler Co., 804 First Ave., N.W., Box 
151, Cedar Rapids, Ia. 
Char-Gale Mfg. Co., Anoka, Minn. 
Nick Devolis, gm, 
Chase Brass & Copper Co., Inc., 236 Grand 
St., Waterbury 20, Conn. 
Charter Oak Stove & Range Co., 7734 Hall 
St., St. Louis 15, Mo. 
Chester Cable Corp., Chester, N, Y. 
M. R. White, p; H. V. Stiles, vp; R. 
Kerney, gm; T. Mathews, sm; H. Schulz, 
ce; S. Smith, am. 


Chevrolet Motor Div., General Motors 
Corp., General Motors Bldg., Detroit 2, 
Mich. 


Chicago Pump Co., 622 Diversey Pkwy., 
Chicago 14, IIl. 
Chicago Steel Furnace Co., 9326 S. Anthony 
Ave., Chicago 17, Ill. 
R. F. Leger, p; George J. Blow, Eastern 
sm. 

Chimney Furnace Corp., 400 Stonestreet 
Ave., Rockville, Md. 
Chimney Furnace-Western, 

Ave., Seattle 44, Wash. 
R. K. Thulman, p; R. D. Thulman, &. 
Circle Air Industries, Inc., 244 Herkimer 
St., Brooklyn 16, N. Y. 
A. A. Paley, p; E. Hahn, ce. 
Cities Service Oil Co., Pa., 70 Pine St. 
New York, N. Y. 
Citro Oil Burners Corp., 222 Lakeside Avé., 
Pompton Lakes, N. J. 
Clarage Fan Co., North & Porter Sts. 
Kalamazoo 16, Mich. 
Clark Mfg. Co., 1830 E. 38th St., Cleveland 


2310 Rainier 


Clarkstan Corp., 11921 W. Pico Blvd., 14 
Angeles 64, Calif. 
Clayton & Lambert Mfg. Co., Lamneck 
Div., 1025 Lamneck St., Middletown, 0. 
Cc. F. Lambert, p; R. Sherwood, mar 
ager; L. L. Lancaster, am. , 
Clayton Mfg. Co., Box 550, El Monte, Calif. 
Cleaver-Brooks C., 326 E. Keefe Ave. Mil 
waukee, Wisc. Ey 
J. C. Cleaver, p; F. W. Hainer, vp; J." 
Resek, gm; H. J. McCoy, ce; K. iigem 
dorf, am. 4 
Cleen Sweep Co., Box 156, S. Lansing » 
Mich. 


Clemmey Co., Inc., J. L. Foundry St. 
Mansfield, Mass. spat 
Cleveland Fuel Eqpt. Co., 1111 Broo 


Rd., Cleveland 9, O. UP. 
N. F. Hahn, p; J. C. Weinberg, VD as 
Metz, sm; G. A. Short, ce; O. A 

am. 
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Cleveland Humidifier Co., 7803 Wade Park 

Ave., Cleveland 3, O. 

Flexible Coupling Co., The, 863 E. 

140th St., Cleveland 10, O. 

temaker Slide Rule, The, 1404 E. 

Washington St., Bloomington, Ill. 

Clime-Matic Corp., Connecticut & Richards 
Ave., South Norwalk, Conn. 

Clinten Metallic Paint Co., Clinton, ae 

Coal-O-Matic Co., Main St., Dallas, Pa. : 

Cochran Corp., 3131 N. 17 St., Philadelphia 

, Pa. 

oie Co., Inc., The, 250 N. St. Francis, 
Wichita 1, Kan. ‘ . 

S, Coleman, p & gm; B. Tullis, vp; C. 
Coleman, vp; C. L. Burrows, sales vp; 
A. B. Newton, eng’g vp; J. Warren, am. 

Cole-Sewell Eng. Co., 2288 University Ave., 
St. Paul 14, Minn. 

A. D. Cole, p; H. E. Sewell, vp; H.'s. 

well, . 

oneaiae Spoiler Co. of Pottstown, Box 
930, Pottstown, Pa. 

H. J. Loughney, p; F. I. Boarman, vp; 
R. W. Boarman, gm & ce; J. J. Meade, 
s & am. 

Columbia Steel Tank Co., 1509 W. 12th St., 
Kansas City 1, Mo. 

Columbus Combustion Co., Inc., The, 529 
E. Town St., Columbus, O. 

G. W. Lippincott, p; W. H. Pahlman, 
gm; P. Flack, sm; T. Nagel, ce. 

Combustion Control Div., Electronics Corp. 
of America, Cambridge 42, Mass. 

A. G. B. Metcalf, p; J. A. Long, vp; 
E. F. Hall, am. 

Combustion Eng. Inc., 200 Madison Ave., 
New York 16, N. Y. 

Combustion Service Engineers, 2410 S. 60 
W Allis, Wisc. 

Combustion Div., Steel Products Eng. Div., 
Kelsey-Hayes Wheel Co., 1205 W. 
Columbia St., Springfield, O. 

C. P. Meredith, vp; H. W. Shirley, gm 
&sm; W. R. Alexander, ce; H. M. Mc- 
Cool, am. 

Commercial Filters Corp., 2 Main St., Mel- 
rose 76, Mass. 

R. L. Fielding, p; J. R. Chisholm, sm; 
J. Bosetti, ce; G. Shedd, Jr., am. 

Conco Eng. Works, Div. of H. D. Conkey 
& Co., Mendota, Ill. 

R. W. Conkey, p; R. A. Hossinger, vp; 
J. W. Burch, sm; W. A. Schultz, ce; 
H. C. Galleher, am. 

Coneord Oil Corp., One Bay Blvd., Law- 
rence, N. Y. 

Condensation Eng. Corp., 3511 W. Potomac 
Ave., Chicago 51, Ill. 

E. 0. Howle, p; B. A. Johnson, vp; 
W. L. Limbert, sm. 

Connelley Co., 3100 Washington Blvd., St. 
Louis 3, Mo. 

Conn.-State Furnace Co., Inc., 340 Kossuth 
St., Bridgeport, Conn. 

Connor Eng. Corp., Shelter Rock Lane, 
Danbury, Conn. 

Consolidated Boiler Corp., 126 Dartmouth 
St., Boston, Mass. 

Consolidated Brass Co., 2019 N. Tryon St., 
Charlotte, N. C. 

C. C. Mosack, p; J. A. Schulte, vp. 

Conspheres ©o., 38 Harrison Ave., New 
Canaan, Conn. 

Continental Air Filters, Inc., 2520 Helm, 
Box 1647, Louisville, Ky. 

Continental Mfg, Co., 712 South 23d Ave., 
Phoenix, Ariz. 

Cool-ette, Ine., 20080 James Couzens Hwy., 
Detroit 35, Mich. 

E. Feinberg, p; D. A. Goldman, vp; J. L. 
Fuller, sm. 


Cooper Co., Clark, Inc., Palmyra, N. J. 


Corbman Bros. Co., Inc., 25th &Y 
. Co., " k * 
Philadelphia, Pa. ae 
A. L. Corbman, vp. 


Corlett-Turner Co 1001 S. K 
. 4 ost: “ - 
cago 24, Til. ’ stner, Chi 


Coroaire Heater Co 1422 
*y Eucli ss 
Cleveland 5, eas uclid Ave 


fr 
sillon, 0. actories, Inc., Box 416, Mas- 


’ Pp g , 


Couplings Co., The, 2205 W. Roo 
*? ’ Ww. 
Chicago 16, mi sevelt Rd., 


Cox Mfg. Co., Walnut St., Ridgeville, Ind. 
W. A. Cox, p & gm; P. D. Cox, vp & sm. 
Crane Co., 836 S. Michigan Ave., Chicago 
5, Ill. 
F. F. Elliott, p; G. L. Erwin, Jr., vp, 
heating sales; J. A. McMurry, director of 
branches; E. P. Allen, manager, heating 
sales; M. W. McRae, directing engineer; 
J. D. Jentz, am. 
Crane Packing Co., 1800 Cuyler Ave., Chi- 
cago 13, Ill. 
K. V. Rohlen, p; C. E. Schmitz, vp & 
sm; H. Tankus, ce; F. G. Hudson, Jr., 


am. 
Crest Mfg. Co., 382 Watertown St., New- 
ton, Mass. 
E. W. DuBois, p. 
Crise Controls Div., Acro Mfg. Co., 2040 
E. Main St., Columbus, O. 
F. G. McCloskey, p; E. V. Bishoff, sm; 
W. E. Rhodes, ce, sales; B. Spencer, am. 
Cristy Specialty Corp., 21 Putman Ave., 
Worcester, Mass. 
Cromwell Printery, Imnc., 
Bleecker, Albany 1, N. Y. 
W. Sutin, p; T. H. Gurn, vp; W. H. 
Geary, sm. 
Crotty Mfg. Corp., 133-15 35th Ave., Flush- 
ing, N. Y. 
Mrs. M. A. Crotty, p; M. J. Mintern, 
gm; M. J. Crotty, vp; A. C. Hart, sm & 
am; C. Major, ce. 
Crown Eng. Corp., Locust St., Keyport, 
N. J 


Church & 


R. W. Bernard, p; F. L. Gaskill, sm. 


’ Crown Petroleum Corp., 92 Walnut St., 


Hartford, Conn. 
Crown Tank Works, Inc., Railroad Ave., 
Taunton, Mass. 
H. P. Adams, p; W. O. Smith, gm. 
Crucible Steel Co. of America, Henry W. 
Oliver Bldg., Pittsburgh, Pa. 
Cuno Eng. Corp., 80 S. Vine St., Meriden, 
Conn. 
C. Sieard, ce. 
Curtis Mfg. Co., 1905 Kienlen Ave., St. 
Louis 20, Mo. 
H. C. Schott, p; H. C. Morrison, sm; 
A. M. Bono, am. . 
Cuthrell Machine Works, 3505 Franklin St., 
Norfolk 6, Va. 
Cutler-Hammer, Inc., 315 N. 12th St., Mil- 
waukee 1, Wisc. 

P. Ryan, p; P. S. Jones, vp, sales; P. B. 
Harwood, vp, eng.; L. P. Niessen, am. 
Cyclotherm Div., United States Radiator 
Corp., 157 E. 1st St., Oswego, N. Y. 


D. & C. Eqpt. Co., 10 Edwards St., Hart- 
ford, Conn. 
H. Cohn, owner. 
Dalzen Mfg. Co., 525 S. Riverside Dr., St. 
Clair, Mich. 
F. R. Dalzen, p; R. G. Bostwick, vp & 
sm; R. W. Richards, heating div. man- 
ager; P. T. Peterson, ce. 
Damp-Vent Co., 210 17th St., Box 203, Bet- 
tendorf, Ia. 
M. S. Field, C. H. Fladlien, partners. 


‘“‘David’’ Automatic Oil Burners, 229 Morse 
St., Camden, N. J. 
Davis Eng. Corp., 30 Rockefeller Plaza, 
New York 20, N. Y. 
A. O. Jaeckel, p; R. Lisson, sm & am; 
W. H. Thompson, ce. 
Davison Chemical Co., Baltimore, Md. 
Day & Night Div., Carrier Corp., 700 Royal 
Oak Dr., Monrovia, Calif. 
Dayton Electric Mfg. Co., 126 S. Oakley 
Blvd., Chicago 12, Ill. 
W. W. Grainger, p; E. F. Schmidt, vp; 
F. R. Francis, sm; J. Meyers, ce; H. O. 
Elfstrom, am. 
Decker Bros., 300 Lincoln Ave., 
thorne, N. J. 
Cc. J. Decker, p. 
Deering Air Conditioning Co., 1069 Celestial, 
Cincinnati, Ohio 
Defender Instrument & Regulator Co., 315 
Clark Ave., St. Louis, Mo. 
Degree Day Systems, 39-30 58th St., Wood- 
side 77, N. Y. 
Eric S. Bergman, owner. 


Haw- 
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Delbridge Calculating Systems, Inc., 2502- 
10 Sutton Blvd., St. Louis 17, Mo. 
F. J. Hoope, p. 
DeLaval Steam Turbine Co., 853 Notting- 
ham Way, Trenton 2, N. J. 
Delavan Mfg. Co., 811 W. Fourth St., W. 
Des Moines, Ia. 
N. B. Delavan, p; W. E. Safris, vp & 
gm; D. T. Morgenthaler, sm; E. O. 
Olson, ce; R. E. Keene, am. 
Delco Appliance Div., General Motors 
Corp., 391 Lyell Ave., Rochester 1, 
N. Y. 


P. H. Rutherford, gm; W.-J. Wagner, 
sm; H. C. Rohr, ce; J. R. Williams, am. 
Delco Products Div., General Motors Corp., 
329 E. First St., Dayton 1, O. 
D’Elia Oil Burner Co., Inc., 145 Stratford 
Ave., Bridgeport 8, Conn. 
Delo Screw Products Co., 38 S. Franklin 
St., Delaware, O. 
Delta oc hanes Corp., 1 Cole St., Trenton 8, 
N 


A. L. Nathan, p; W. Goldsmith, sm; 
N. Emslie, ce; M. Sinowitz, am. 
Denver Fire Clay Co., The, 2301 Blake St., 
Box 5510, Denver 17, Colo. 
Des Moines Furnace & Stove Repair Co., 
_ S.W. Second Ave., Des Moines 5, 
a. 
DeSoto Oil Burner Co., 538 S. Queen St., 
York, Pa. 
Detroit Controls Corp., 
Ave., Detroit, Mich. 
C. H. Hodges, Jr., p; E. J. Doucet, vp 
& sm; J. Robbins, gm; E. Pressel, ce; 
R. S. Paltz, am. 
Dewey Gas Furnace Co., 101 E. Baltimore, 
Detroit 2, Mich. 
M. J. Dewey, p, gm & am; K. Dewey, 
vp; E. M. Hoffman, ce. 
Dewey-Shepard Boiler Co., 1311 N. Capitol 
Ave., Indianapolis, Ind. 
R. B. Rhodes, p & gm; C. York, vp. 
Diamond Instrument Co., North Ave., 
Wakefield, Mass. 
Diamond Iron Works, Inc., 1728 Second 
St., Minneapolis 11, Minn. 
Diamond Power Specialty Corp., Box 415, 
Lancaster, O. 
Dielectric Products Co., Inc., 125 Virginia 
Ave., Jersey City, N. J. 
H. T. Carey, p, gm & ce; P. Krueger, 
sm; L, Galvin, am. 
Diesel Burner Mfg. Co., Moosup, Conn. 
W. H. Speer, p; T. L. Zimmerman, Jr., 


5900 Trumbull 


vp. 
Diesel Oil Burner Corp. of New York, 105- 
20 New York Blvd., Jamaica 5, N. Y. 
J. Berger, p; W. Sedlack, sm. 
Dillon Steam Boiler Works, Inc., D. M., 
Crocker St., Fitchburgh, Mass. 
A. E. Hess, p & gm; A. J. Parker, vp 
& ce. 
Dixon Boiler Works, 1625 Naud St., Los 
Angeles, Calif. 
Dixon Mfg. Co., 808 Ingleside Ave., Balti- 
more 28, Md. 
Dodge Div., Chrysler Corp., 21500 Mound 
Rd., Detroit 31, Mich. 
Doerr Electric Corp., 510 N. 4th Ave., 
Cedarburg, Wisc. 
L. A. Doerr, p; E. J. Doerr, vp; J. H. 
Park, sm, H. Ellis, ce. 
sn Valve Co., 1933 Carroll Ave., Chicago 
2, Ill. 
J. L. Dole, p; R. M. Ellis, vp; H. H. 
Aronson, ce; J. F. Lund, sm; S. G. 
Phillips, am. 
Domestic Mfg. Co., 201 Westlake, N., Se- 
attle 9, Wash. 


Dominion Chemical Co., Inc., 11 W. 42nd 
St., New York, N. Y. 


Dongan Electric Mfg. Co., 2987 Franklin 
St., Detroit 7, Mich. 
L. J. Hicks, p, am; C. E. Hicks, vp, sm; 
J. M. Moses, plant mgr; R. H. Savage, ce. 
Donnelly Products Co., Inc., 29 Mills St., 
Malden 48, Mass. 
Dornback Furnace & Fdry. Co., 724 E. 103d 
St., Cleveland 8, O. 


Dortsch Stove Works, Inc., Franklin, Tenn. 
Dow Chemical Co., The, Midland, Mich. 


Dowagiac Steel Furnace Co., Beeson St., 
Dowagiac, Mich. 

G. D. Woodhouse, p; C. D. Mosier, vp; 

A. W. Wick, am; F. N. Parker, sm; 
M. C. Fletcher, ce. 


5| 








Dowagiac Steel Tank Co., M40 South, 
Dowagiac, Mich. 

W. J. Klumbis, D. J. Klumbis, partners. 

Doyle Vacuum Cleaner Co., 225 Stevens St., 
S:W., Grand Rapids, Mich. 

D. I. Doyle, p; D. I. Doyle. Jr., vp; 
W. B. Fitzgerald, sm; J. Bonkema, ce; 
G. H. Platts, am. 

Draco Furnace Co., 
Charlotte, N. C. 

Dravo Corp., Machinery Div., Fifth & Lib- 
erty Ave., Pittsburgh 22, Pa. 

Walter Davidson, sm. 

Drayer-Hanson, Inc., Sub. of National-U. S. 
Radiator Corp., 3301 Medford St., Los 
Angeles 22, Calif. 

Drexel Mfg. Co., 1223 Federal, Philadel- 
phia, Pa. 

Drico Industrial Corp., 100 Eighth St., 
Passaic, N. J. 

A. de Chiara, p; A. de Chiara, Jr., vp, 
sm & am; A, J. Carter, ce. 

Ducane Heating Corp., Hawthorne, N. J. 

Drying Systems, Inc., 1800 Foster Ave., 
Chicago 40, Ill. 

du Pont de Nemours & Co., Inc., E. I. 
Petroleum Chemicals Div., 1007 Market 
St., Wilmington 98, Del. 

Cc. H. Greenewalt, p; J. F. Daley, gm; 
D, H. Conklin, Dir. of Sales; A. L. Delin, 
am. 

Dualtron Co., 322 Perry Hwy., Pittsburgh 
29, Pa. 

Duc-Pac, Inc., Baldwin St., 
meadow, Mass. 

R. F. Swett, p; V. Hurd, vp & sm. 

Duff, David & Son, 640 Pleasant St., New 
Bedford, Mass. 

Dunham Co., C. A., 400 W. Madison, Chi- 
cago, Ill. 

H. S. Marshall, p; W. Browning, vp; 
N. F. Sorgenfrei, sm; R. Sweney, pro- 
duction manager; D. K. Gedman, pur- 
chasing agent; E. C. Jepson, am. 

Dunkirk Radiator Corp., 85 Middle Rd., 
Dunkirk, N. Y. 

L. N. Murray, p;M. C. Reed, vp, sm & 
am; W. B. Slater, ce. 

Duo-Therm Div., Motor Wheel Corp., 111 
W. Mount Hope, Lansing, Mich. 

Karl Egeler, vp, sales. 

Duro Dyne Corp., 300 Third Ave., New 
Hyde Park, N. Y. 

Dutton Boiler Div., Hapman-Dutton Co., 
623 Gibson St., Kalamazoo 6, Mich. 
Dwyer Mfg. Co., F. W., Box 373, Michigan 

City, Ind. 
F. W. Dwyer, p; J. G. Dwyer, vp. 





Inc., Morris Field, 


East Long- 


Eagan Co., Inc., Walter H., 2336-38 Fair- 
mount Ave., Philadelphia 30, Pa. 
Eagle-Picher Co., The, American Bldg., 
Cincinnati 1, O. 
T. S. Shore, p; W. R. Dice, vp; G. J. 
Christner, gm; W. D. Myers, Jr., sm- 
ind’l insulation; H. R. Lange, ce, insu- 
lation; E. L. Gouedy, am. 
East Coast Co., 141 Milk St., Boston 9, 
Mass. 
Eastern Boiler Co., 436 R Capitol Ave., 
Hartford, Conn. 
A. R. Godbout, p; R. W. Prentice, gm; 
W. J. Majsak, sm; M. T. Reardon, am. 
Eastern Products Co., Morganville, N. J. 
L. A. Schultz, owner. 
Eastern Steel Tank Corp., Foo’. 40 Rd., 
Flushing, N. Y. 
Eaton Mfg. Co., 739 E. 140th St., Cleveland. 
Eaton Metal Products Corp., 1301 Willis 
Ave., Omaha, Nebr. 


Eckhart Mfg. Co., Inc., 931 Lehigh Ave., 
Union, N. J. 
Arnold Eckhart, Sr., p; W. E. Eckhart, 
vp; A. Eckhart, Jr., sm. 
Eclipse Fuel Eng. Co., 1100 Buchanan St., 
Rockford, Ill. 
Econ-o-mizer Heating Service Co., Inc., 90 
Broad St., New York 4, N. Y. 
Econo Products Co., Inc., East Haddam, 
Conn. 
A. C. Davis, p; J. F. Glump, vp, sm, am; 
D. E. Martin, ce. 
Economic Steel Rack Co., 25 Garvey St., 
Everett, Mass. 
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Economy Lubricating Co., 6 Temple St., 

Charlestown, Mass. 
T. M. Atkinson, p. 

Economy Pumps, Inc., Div. of C. H. 
Wheeler Mfg. Co., 19th & Lehigh Ave., 
Philadelphia, Pa, 

Eddington Metal Specialty Co., Bristol 
Pike, Eddington, Bucks Co., Pa. 

Stanley Czarnecki, Walter V. Czarnecki, 
Casimer Czarnecki, Wesley Czarnecki, 
partners. 

Edge Moor Iron Works, Inc., Edge Moor 
25, Del. 

Eds-Wil Burners, 2816 Washtenaw St., Chi- 
cago, Ill. 

E. C. Sternaman, p; E. T. Schmidt, gm. 

Edward Valves, Inc., 1200 W. 145th St., E. 
Chicago, Ind. 

Eddy Stoker Corp., 4711 W. North Ave., 
Chicago 39, Ill. 

EhCo Heating Specialties, 

dianapolis 24, Ind. 
H. A. Ehlers, owner. 

Ejay Baseboard Mfg. Co., 124 Boyd St., 
Winsted, Conn. 

E. J. Fitzgerald, owner; 
gerald, sm. 

Electric Furnace-Man, Inc., 4th & Furnace 
Sts., Emmaus, Pa. 

F. Kalmback, Jr., p; M. Lindroth, vp; 
F. L. Hilder, ce; George Hewitt, sm. 
Electric Hose & Rubber, 12th Lure Sts., 

Wilmington, Del. 

Electric Motor Development Co., Wickliffe, 

Oo 


Box 6206, In- 


H. S. Fitz- 


Electric Motors Service, 6133 Market St., 
Philadelphia 39, Pa. 

Electric Pipe Line, Inc., 158 Webster Ave., 
Jersey City, N. J. 


W. J. Trabiley, p & ce; D. Blackmore, 


vp. 
Electrical Components Co., 600 S. 11th St., 
Newark 3, N. J. 
Electro Machines, Inc., Cedarburg, Wisc. 
Electro-air Cleaner Co., 1285 Reedsdale St., 
Pittsburgh 33, Pa. 
Electro-Therm, Inc., 931 Selim Rd., Silver 
Spring, Md. 
Electro-Watt, Inc., Aurora at Mercer, Se- 
attle 1, Wash. 
Electro-Watt Industries, 
land Rd., Salem, Ore, 
Electrol Burner Mfg. Co., Inc., 22 Union 
Ave., Rutherford, N. J. 
R. F. Andler, p. 
Elicon Co., 30 Church St., New York 7, 
a 


Inc., 3501 Port- 


Ellison Draft Gauge Co., 548 W. Monroe 
St., Chicago 6, Ill. 
Elmira Steel Co., Chemical Div., 185 Mon- 
tague St., Brooklyn 2, N. Y. 
Emerson Electric Mfg. Co., The, 
Florissant Ave., St. Louis 21, Mo. 
C. A. Swanlund, am. 
Empire Chemical Products Co., 10 Long- 
worth St., Newark, N. J. 
F. M. Sevison, board chairman; J. E. 
White, Jr., p. 
Engel Sheet Metal Equipment, Inc., 3001 
N. Union Blvd., St. Louis, Mo. 
Joseph R, Yoch, sm. 
Engineer Co., 75 West St., New York 6, 
W:. Y. 
Enico Products, 16573 Littlefield Ave., De- 
troit 35, Mich. 
Enterprise Engine & Machinery Co., 18th 
& Florida Sts., San Francisco 10, Calif. 
W. E. Butts, p; W. Clausen, vp & gm; 
W. Clausen, gm; T. Bruce Selfridge, 
sm; C. A. Louderback, ce; M. E. Con- 
way, am. 
Enterprise Heat & Power Co., 
North Ave., Chicago 22, Ill. 
Equi-Dyne, Inc., 5729 W. Ohio St., Chi- 
cago, Ill. 
C. J. Schmidt, p; A. P. Lump, ce. 
Erie City Iron Works, 1422 East Ave., Erie, 
Pa. 


8100 


1401 W. 


Erie Meter Systems, Inc., 1602 Wagner 


Ave., Erie 6, Pa. 
Ernst Water Column & Gauge Co., Livings- 
ton, N. J. 
Eureka Williams Corp. see Williams Div. 
Evans Corp., The George, Moline, Ill. 
R. Evans, p; C. R. Evans, vp; F. Myers, 
sm; H. V. First, ce; H. C. Easter, am. 
Evis Mfg. Co., 40 Boardman Pl., San Fran- 
cisco, Calif. 





Everhot All-Copper, Inc., 5 Appj 
Boston, Mass. ‘ Ne 
G. K. Kurker, p; J. K. Kurker . 
Washak, gm, sm & am. » Sie 
Ever-Tite Coupling Co., Inc., 254 
St., New York 19, N. Y W. Sit 
. T. Krapp, p & gm; G. F. Mullj . 
J. A. Buchanan, sm; W. J. Juhasy_ oe 
Ewbank Co., The, 50C Pennsy] ts 
Matamoras, Pa. vives am, 
Ex Cel Co., 105 Beeson St., 
Mich, 
H. C. Torrey, ‘sm. 
Excell Heating & Air Conditioning (¢p 
3715 W. Belmont Ave., Chicago 18, [i 
Excelsior Steel Furnace Co., The, 11g ¢ 
Clinton St., Chicago 6, Ill. 
H. W. Mitchell, p; 
sm & am. 


Dowagiae, 


J. S. McDonald, Vp, 


ER YR 


Faber Eng. Co., Amber & West " 
Sts., Philadelphia, Pa. Bp 
Fageol Heat Machine Co., 5725 Mt. Ellict 
Ave., Detroit 11, Mich, 
Fairbanks Morse & Co., 600 S. Michigan 
Ave., Chicago 5, Ill. 
Fairchester Oil Co., Inc., 84 S. Water St 
Port Chester, N. Y. : 
Fairfield Oil Heating Co., Inc., 612 Stean- 
boat Rd., Greenwich, Conn. 
or Eqpt. Co.. 13th St., New Brighton, 
a. 
Falsington Mfg. Co., Falsington, Pa. 
Falz Mfg., 1930 St. Anthony Ave., St. Paul 
4, Minn. 
Paul Falz, sm. 
Fano-Flame Oil Burner Co., 3323 Olive St, 
Huntington Park, Calif. 
Fargo Foundry Co., Inc., 92 N. P, Ave, 
Fargo, N. D. 
Farquhar Furnace Co., 
Ave., Wilmington, O. 
C. L. Sapp, p; H. F. Farquhar, ce. 
Far West Chemical Products, Inc., 3554 N. 
Market St., Spokane, Wash. 
H. J. Tibbits. p & gm; S. E. English, 
sm; E..E. Dietrich, ce. 
Fasco Industries, Inc., 255 N. Union St, 
Rochester 2, N. Y. 
Faultless Oil Burner Co., 113-29 Farmers 
Ave., St. Albans 2, N. Y. 
Fedders-Quigan Corp., Hancock and Lalor 
Sts., Trenton, N. J 
T. L. Arnold, sm. 
Federal Boiler Co.. Inc., Granite & West 
Sts., Midland Park, N. J. 
R. Bohr, p & gm; J. H. Legg, vp &: 
R. McTaggart, ce. 
Federal Engineers, Inc., 29 Massasoit Ave. 
Barrington, R. I. 
Federal Oil Burner Co., Inc., 3620 Walnut 
St., Philadelphia, Pa. 
W. A. P. Henninger, p; A. A. Abrahams, 


The, 230 Owens 


vp. 
Felter Co., John, 1309 Ashland, Houston, 
Tex. 
Fertilene Corp. of America, 251 Centra 
Park, W., New York, N. Y. 
Field Control Div., H. D. Conkey & ©. 
Mendota, Ill. 
R. W. Conkey, vp; R. Hossinger, 2: 
G. W. Potter, sm; E. A. Field, ce. 
Fireline Co., 1800 N. Kingsbury St., 
cago 14, Ill. 
Firewel Co., Inc., The, 3685 Broadway, 
Buffalo 25. N. Y. 
Fisher Eng. Co., 258 35th St., N.E., Wash 
ington, D. C. 
Fisher Tank Co., 3rd & Booth Sts., Ches 
ter, Pa. 
Fitzgibbons Boiler Co., Inc., 101 Park A. 
New York, N. Y. . 
ee Addams, p; John Gadzuk, ce; W.» 
peiss, am & spm, 
Flame Master Co., Inc., 3118 Milwauke 
Ave., Chicago, Il. 

Robert Walshin, p, gm & ce; F. Ribne 
vp: H. Drygas, sm; B. Bigalki, a 
Fleck Co., Haddon Ave. & Line St. 

den, N. J. 
Flexible Coupling Mfg. Co., 8145 S. Dots 
Ave., Chicago 19, Ill. pee! 
B. B. Stern, p; A. Stern, vD; J. 
gm. St, 
Flexible Tubing Corp., New Whitfield 
Guilford, Conn. 
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S. Air- 
1 City Heater Co.. Div. of U. 
FloMonditioning Corp., 402 S. Monroe St., 
mroe, Mich. ; 
men. gm & sm; H. N. Dix, ce. 
Florence Stove Co., 205 School St., Gard- 
Mass. 
yisid Heat Div., Anchor Post Products, 
Inc., 6500 Eastern Ave., Baltimore 24, 


wala ystems, Inc., 1881 Dixwell Ave., 
New Haven, Conn. 

Ford Div., Ford Motor Co., Box 658, Dear- 
porn, Mich. 

Forest Cities Fdrys. Co., 2500 W. 27th St., 
Cleveland 13, O. p 

Fostoria Pressed Steel Corp., Magnetic 
Pump Div., Fostoria, Ohio. 
E. W. Kuhn, sm. 

Fox, Inc., Chris, 19 Bowhill Ave., Trenton 

, N. J. 
wide Corp., 55 Pawtucket Ave., Provi- 


dence 16, R. I. 
France Refractories Co., J. F., Snow Shoe, 


hal France, p; J. C. Bates, vp; J. L. 
ick. ce: N. C. Wiggin, am. 
a Aire Co., Div. of Cory Corp., 221 
N. LaSalle St., Chicago 1, Ill. 
Friex Instrument Div., Bendix Aviation 
Corp., 1400 Taylor Ave., Baltimore 4, 
d. 
edistiiee Div., General Motors Corp., 
300 Taylor St., Dayton, O. 
Front Rank Mfg. Co., 7600 Vulcan St., St. 
Louis 11, Mo. 
Fruchauf Trailer Co., 10940 Harper Ave., 
Detroit 32, Mich. 
Fuel Econ-O-Mizer Co., 1 Washington Ave., 
Providence, R. I. 
Fuel Reduction Corp. 220 N. Ada St., Chi- 
cago 7, Ill. 
Fulton Boiler Works, Inc., Box 228, Ful- 
ton, N. Y. 
Fulton Sylphon Div., Robertshaw-Fulton 
Controls Co., Knoxville, Tenn. 
Furblo Co., Hermansville, Mich. 
T. H. Earle, p; S. E. Earle, vp; R. J. 
Marcoe, gm. 
Future Products Co., 3625 N. Mississippi 
Ave., Portland 12, Ore. 


wet Rs 


GMC Truck & Coach Div., General Motors 
Corp., 660 S. Blvd.. Pontiac 11, Mich. 
Gabriel Boiler & Fabricator Co., 1428 N.W. 
Mth, Portland, Ore. 
Gary Carolina Co., Arlington St., Rocky 
Mount, N. C. 
H, H. Gary, Jr., p; L. W. Mathews, Jr., 
vp; J. P. Fitzgerald, Jr., gm; H. A. 
Ganz, ce; T. Primich, gm: S. L.- Wilson, 
sm. 


Gary Steel Products Co., 4400 W. 9th Ave., 
Gary, Ind. 
Gasoilair Eqpt. Co., 137 Thompson St., 
New Haven 6, Conn. 
Gasoline & Oil Eqpt. Co., 224 Bassett St., 
New Haven 11, Conn. 
Gates Rubber Co., 999 S. Broadway, Den- 
ver 17, Colo. 
C. C, Gates, p; L. L. Carroll, vp; ‘B. H. 
Snapp, sm; H. G. Naylor, ce; R. Heck- 
mah, am. 
Gem Clay Forming Co., Sebring, O. 
Gem Giant Oil Burner Co., Inc., Box 186, 
Westmoreland, N. Y. 
Gemlen Chemical Co., 4 Midland Ave., E. 
Paterson, N. J. 

Air Conditioning Corp., 4542 E. 
Dunham St., Los Angeles 23, Calif. 
General Automatic Products Corp., 2300 

ohindair Lane, Baltimore 13, Md. 
. W. Schaefer, p; C. E. Birch, vp; R. 
ae Sales Director; H. J. Hughes, 


General Bearing Cleaning Co., The, Box 
68, Central Valley, N. Y 
H. Erck, gm; T. Freeborn, sm. 


Blower Co., 8606 Ferris Ave., Mor- 
ton Grove, Ill. 


bel Mayer, p & ce: W. W. Meyer, IJr., 
Brinks Scott, Ss, gm, sm & am; W. 


General Controls Co., 801 Allen Ave., Glen- 
dale 1, Calif. (Perfex Div., Iron Moun- 
tain, Mich.) 

W. A. Ray, p & ce; A. W. Ray, vp & gm; 
J. F. Ray, vp, sales; F. E. Weldon, sm; 
H. B. Safford, am. 

General Electric Co., Home Heating & 
Cooling Dept., 5 Lawrence St., Bloom- 
field, N. J. . 

R. J. Cordiner p; R. W. Johnson, vp; 
F. J. Van Poppelen, gm; L. H. Hirsch- 
back, Marketing Manager; R. F. Hertel, 
ce; R. Routh, am. 

General Electric Co., Apparatus Sales Div., 
1 River Rd., Schenectady 8, N. Y. 
General Electric Co., Appliance Control 

Dept., Wall St., Morrison, Ill. 
F. H. Holt, gm; W. G. Bagwell, sm; 
P. D. Fitzgerald, am. 

General Electric Co., Specialty Transform- 
er Dept., 1635 Broadway, Ft. Wayne, 
Ind. 

General Filters, Inc., 43800 Grand River 
Ave., Novi, Mich. 

G. Redner, p & gm; R. G. Gregory, vp 
& ce; R. A. Redner, vp. 

General Fittings Co., 123 Georgia Ave., 
Providence 5, R. I. 

General Heating Products Co., 1205 Hamil- 
ton St., Philadelphia 23, Pa. 

General Heating Products Co., 7426 State 
Rd., Philadelphia 36, Pa. 

P. H. Bunten, p & sm. 

General Machine Co., Emmaus, Pa. 

F. Kalmach, Jr., p; M. Lindroth, vp; 
W. Herzer, gm; George Hewitt, sm; F. 
L. Hilder, ce; W. Thoreson, am. 

General Oil Heating Corp., 322-326 55th St., 

W. New York 2, N. J. 
Wm. D, Brooks, p. 

General Products Co., Box 661, Fredericks- 
burg, Va. 

H. S. McKann, p; R. C. Brillhart, sm. 

General Refractories Co., 1520 Locust St., 
Philadelphia, Pa. 

L. Y. Greene, p; D. M. Thorpe, vp; R. 
E. Longacre, sm; F. d’Olier, Jr., am. 
General Thriftmaster Products, 1205 Ham- 

ilton St., Philadelphia, Pa. 

General Utilities Corp., 1520 N. Broad St., 
Philadelphia 21, Pa, 

Gentle-Flo Co., 401 Boro Rd., 
Heights, Pa. 

Gentleman Janitor Mfg. Co., Box 1470, 
Scranton 2, Pa. 

J. B. Pinkus, p & ce; I. E. Pinkus, vp 
& gm; S. Pinkus, sm; H. Gann, am. 
Gerett Co., M. A., 724 Winnebago, Milwau- 

kee 5, Wisc. 
A. Maage, Jr., p; H. H. Piper, vp, sm 
& am; W. Wandrey, ce. 

Gerstein & Cooper, Inc., 1 W. Third St., 
S. Boston 27, Mass. 

S. B. Cooper, p; S. Ingegiveri, vp; A. 
R. DiCicco, gm; F. A. Mancuso, sm, ce 
& am. 

Gerwin Industries, Inc., 212 Spring St., 
Michigan City, Ind. 

A. L. Yeager, p; C. J. Baldwin, vp; L. 
Cc. Cotts, sm; R. K. Cullom, am. 

Gibraltar Corp. of America, Inc., 223 N. 
Ninth St., Brooklyn 11, N. Y. 

Gibson Refrigerator Co., 515 W. Williams, 
Greenville, Mich. 

Gilbert & Barker Mfg. Co., Cold Spring 
Ave., W. Springfield, Mass. 

I. C. Jacobs, p; T. C. O’Donnell, vp; 
J. A. MacDonnell, sm; H. O. Grimm- 
eisen, Works Manager; W. P. Mitnik, 
ce; R. B. White, am. 

Gillen Co., J. L., 12202 Wormer Ave., De- 
troit 39, Mich. 

H. R. Coon, p; G. C. Scheel, vp & gm; 
M. Hahn, s & t. 

Glasfloss Div., The, Tilo Roofing Co., Inc., 
155 E. 44th St., New York 17, N. Y. 
Glo-Heat Co., 914 Rising Sun Ave., Phila- 

delphia 40, Pa. 

Globe Controls Co., 270 Jeliff Ave., New- 
ark, N. J. 

Gold Seal Tank Co., Inc., 27 Lowell St., 
Fall River, Mass. 

I. Golden, p & sm; M. Golden, vp, s & t; 
I. Murphy, gm; D. Motta, ce; E. Mor- 
timer, am. 

Gold Star Oil Burner Mfg. Co., Inc., 146 
Warburton Ave., Yonkers, N. Y. 

F. Sposito, p; J. Sposito, vp. 


Clifton 
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Golden Flame Mfg. Co., 320-322 Line St., 
Camden 3, N. J. 
Goodrich Oil Burner Mfg. Corp., 106 Whal- 
ley Ave., New Haven, Conn. 
Goodall Rubber Co., Whitehead Rd., Tren- 
ton 4, N. J. 
Goodyear Tire & Rubber Co., The, 1144 E. 
Market St., Akron, O. 
Gorman-Rupp Co., The, 305 Bowman St., 
Mansfield, O. 
Gorton Heating Corp., 546 South Ave., E., 
Cranford, N. J. 
H. A. Feil, p & gm. 
Gould Oil Burner Co., 107 Terrace, Boston, 
Mass, 
William F. Messer, gm. 
Come Pumps, Inc., Fall St., Seneca Falls, 
ee 2 
Governair Corp., 513 N. Blackwelder, Okla- 
homa City 4, Okla, 
Grainger, W. W., Inc., 118 S. Oakley Blvd., 
Chicago 12, Il. 
Gramm Trailer Corp., Delphos, O. 
Granberg Corp., 1308 67th St., Oakland 8, 
Calif. 
A. J. Granberg, p & ce; R. C. Anderson, 
vp, sm, gm & am, sales. 
Grand Island Furnace & Supply Co., Box 
508, Grand Island, Nebr. 
Grant Mfg. Corp., 825 Communipaw Ave., 
Jersey City, N. J. 
Grant Wilson, Inc., 141 W. Jackson Blvd., 
Chicago 4, Ill. 
G. V. Wilson, p & gm; R. W. Weaver, 
vp & sm; L. E. Harniech, ce. 
Graver Tank & Mfg. Co., Inc., E. Chicago, 
Ind. 
Gray & Dudley Co., 2300 Clifton Rd., Nash- 
ville, Tenn. 
Gray Metal Products, Inc., 30 Carlton St., 
Rochester 3, N. Y. 
Great Northern Mfg. Corp., 1056 N. Wood 
St., Chicago 22, Ill. 
Green Colonial Furnace Co., 322 S. W. 3d 
St., Des Moines 7, Ia. 
W. C. Percival, p & gm; L. F. Oline, 
vp & sm; R. E. Dawson, ce; R. M. 
Goodman, am. 
Green Fire Brick Co., A. P., Mexico, Mo. 
Green & Hodgson, Inc., 31 Commercial St., 
Providence 5, R. I. 
G. W. Hodgson, p. 
Greene Mfg. Co., A., 3409 N. Hutchinson 
St., Philadelphia 40, Pa. 
A. L. Greene, owner, 
Greenlee Tool Co., 2136 Twelfth St., Rock- 
ford, Ill. 


Greenwood Eng. Co., Inc., 1023 Ridgley St., 
Baltimore 30, Md. 
Grinnell Co., Inc., 260 W. Exchange, Provi- 
dence 1, R. I. , 
Gross Aire Mfg. Co., 9416 W. Milton Ave., 
St. Louis 14, Mo. 
Guardian Products Corp., 1215 E. Second 
St., Michigan City, Ind. 
H. L. Forgash, p; B, H. Kaplan, vp; E. 
B. Krueger, gm; J. R. Ogborn, sm; J. 
H. Edgemont, ce; C. Wold, am. 
Gustin-Bacon Mfg. Co., Tenth & Central 
Cennial Bldg., Kansas City 6, Mo. 


H. & H. Tube Mfg. Co., 245 N. Forman 
Ave., Detroit 17, Mich. 
Hadley Products Co., Inc., 303 Gilman 
Ave., Marietta, Ohio 
H. M. Hadley, p & gm. 
Hago Products, 1120 Globe Ave., Moun- 
tainside, N. J. 
H. J. Harsch, Prop., H. A. Heimsch, 
gm. 
Hahn, Arthur Co., 211 Walnut Ave., Hart- 
ford, Conn. 
Hall-Neal Furnace Co., 1322 N. Capitol 
Ave., Indianapolis 7, Ind. 
Hammell Oil Burning Eqpt. Co., 20 Stevens 
St., Providence, R. I. 
Hamilton Rubber Mfg. Corp., Box 361, 
Trenton 3, N. J. 
Hammond Iron Works, 630 Fifth Ave., New 
York 20, N. Y. 
R. Y. Kopf, p & gm; F. L. Plummer, 
ce; R. E. Kramer, vp, sm & am. 
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Handelan Washed Air Co., 4006 Washburn 
Ave., S. Minneapolis 10, Minn. 
Handi Eqpt. Co., 908 Tenth St., Racine, 
Wisc. 
Hano Co., Inc., Phillip, 85 Sargeant St., 
Holyoke, Mass. 
Hannay & Son, Inc., Clifford B., Westero, 
mn: ; 
Cc. B. Hannay, p; G. A. Hannay, vp; 
D. C. Hannay, gm; A. J. Johnston, sm; 
D. A. Horn, am. 
Hansen Tool & Die Co., 1531 S. First St., 
Milwaukee 4, Wisc. 
Hanson-Gates Oil-Fired Div., 8 Prescott 
St., Reading, Mass. 
Hapmann-Dutton Co., 630 Gibson St., Kala- 
mazoo, Mich. 
Harbinson & Co., Inc., J. K., 70 W. Chip- 
pewa St., Buffalo 2, N. Y. 
Harbison-Walker Refractories Co., 1800 
Farmers Bank Bldg., Pittsburgh 22, 
Pa. 

E. A. Garber, p; C. A. Brashares, vp; 
R. S. Moore, sm; R. R. Miller, am. 
Harlon & Hollingsworth Tank Corp., 225 

S. 15th St., Philadelphia, Pa. 
Harner Boiler Corp., 331 Sutter Ave., 
Brooklyn 12, N. Y. 
H. Seidner, p. 
Harsch & Co., H., 230 Tuscan Rd., Maple- 
wood, N. J. 
Hart & Cooley Mfg. Co., 500 E. 8th St., 
Holland, Mich. 
G. D. Heering, p & gm; J. D. Jencks, 
vp; E. J. Rowder, sm; J. H. Vandyke, 


am. 
Hart Heat Div., see Avery Farm Machin- 
ery Co. 
Harvey-Hill, Inc., 2209 Lynch St., St. Louis 
18, Mo. 
Harvey, Inc., Sid, 100 E. Mineola Ave., Val- 
ley Stream, N. Y. 
S. Harvey, p; L. Harvey, vp; J. R. 
Ziminski, vp & gm; R. W. Mitchell, sm; 
G. Bernard, ce; H. Ruehl, am. 
Harvey Chemical Co., Hudson River & 
132nd St., New York, N. Y. 
H. L. Schwartz, p. 
Hastings Air Conditioning Co., Inc., 108 S. 
Colorado Ave., Hastings, Nebr. 
Hastings Air Control, Inc., 3215 Leaven- 
worth St., Omaha 5, Neb. 
Hastings Instrument Co., Inc., Hampton, 


a. 
Hauck Mfg. Co., 124-136 Tenth St., Brook- 
lyn 15, N. Y. 
Hayden Heater Co., Inc., Goldsborough St., 
Easton, Md. 
S. J. Hayden, p; D. P. Corrigan, vp. 
Haydon Products Corp., 3815—9th Ave., 
New York, N. Y. 
H. Dannemann, p. 
Hays Corp., The, Box 299, Michigan City, 
Ind 


Hayward Mfg. Co., 505 Court St., Brooklyn 
Si; NN. Y 

Hayward Oil Burner Corp. 86 Kirkland St., 
Cambridge 38, Mass. 

R. W. Campbell, p; R. E. Skladzien, vp. 

Healy-Ruff Co., 2255 University Ave., St. 
Paul 14, Minn. 

Heat, Inc., 460 W. Larned St., Detroit 26, 
Mich. 

Heat Controller, Inc., 1900 Wellworth Ave., 
Jackson, Mich. 

J. A. Knight, p; H. J. Lange, vp. 

Heat Timer, Inc., 657 Broadway, New York 
12, N. Y. 

Heating Eqpt. Mfg. Co., 600 Indiana St., 
San Francisco, Calif. 

Heating Specialties, Inc., Baltimore 29, Md. 
F. M. Wilhelm, p; F. M. Wilhelm, Jr., 
vp. 

Heatlox Furnaces, Inc., 1725 Jefferson St., 

Tacoma, Wash. 

Heat Reclaimer Mfg. Div., (Dolin Metal 
Sales Corp.), 315 Lexington Ave., 
Brooklyn 16, N. Y. 

A. Gorlin, p; G. Dolson, vp; S. Traister, 
sm; T. Picon, ce; B. Pomerantz, am. 
Heet-Master Products Co., 2251 Kirk Ave., 

Baltimore 18, Md. 

Heil Co., The, 3000 W. Montana St., Mil- 
waukee 1, Wisc. 

J. F. Heil, Sr., p; G. E. Hochstein, sm, 
heating, cooling div.; G. Rea, ce, tank 
div.; R. King, ce, heating, cooling div. 
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Helman Chimney Sales Co., J. H., National 
Bank Bidg., Fredericksburg, Va. 
Henry Furnace Co., The, Medina, O. 
Henwood Associates, Roy M., 149 Cedar 
St., New York 6, N. Y. 
Henszey Co., Watertown, Wisc. 
Herco Oil Burner Corp., 131 Locust St., 
Lancaster, Pa. 
J. H. Stauffer, p; H. B. Rohrer, gm; 
A. N. Eshieman, ce. 
Hercules Chemical Co., Inc., 332 Canal St., 
New York 13, N. Y. 
Hershey Motorstoker, Inc., 1 Railroad Ave., 
Manheim, Pa. 
J. F. Dickie, p; J. D. Wentz, vp; A. T. 
Bertolette, sm. 
Hershner Mfg. Co., 1024 S. Edgar S&t., 
York, Pa. 
H. R. Hershner, owner. 
Hess Co., 1855 S. 54th Ave., Chicago 50, 
Til. 
B. M. Hess, p; R. B. Carr, vp & gm; 
A. L. Anderson, sm & am; R. A. Hess, 


ce. 
Hewitt-Robins, Inc., 666 Glenbrook Rd., 
Stamford, Conn. 4 
T. Robins, Jr., p; A. Goodyear, exec. 
vp & gm; F. Griffith, sm; W. R. Need- 
ham, am. 
Hidy-Brown Recorder Co., 6988 Five-Mile 
Rd., Cincinnati. 30, O. 
J. T. Brown, sm. 
Hillier’s Oil Heating Co., Lodi, Wisc. 
Hodge Boiler Works, 99-111 Summer St., 
E. Boston 28, Mass. 
Hoff Mfg., Johnson Rd., Bethany, Conn. 
Hoffberger Co., Monument & Forrest Sts., 
Baltimore 2, Md. 
Hoffman Specialty Mfg. Corp., 1700 W. 
10th St., Indianapolis, Ind. 
Holan Co., J. H., 4100 W. 150th St., Cleve- 
land 11, O. . 
Hold-Tite Valve Mfg. Co., 852 Rogers Ave., 
Brooklyn 26, N. Y. 
Holland Furnace Co., Holland, Mich. 
Holly Mfg. Co., 875 S. Arroya Pkwy., Pasa- 
dena, Calif. 
Holsclaw Bros., Inc., 408 N. Willow Rd., 
Evansville, Ind. 
C. H. Holsclaw, p; W. F. Miller, sm. 
Home Furnace Co., 280 E. Sixth St., Hol- 
land, Mich. 
Home Furnace & Fdry. Co., Coldwater, 
Mich. 
HomEase Products Div., see Bogue Elec. 
Mfg. Co. 
Homestead Valve Mfg. Co., Box 348, Cora- 
opolis, Pa. 
Homeward Products Co., 3420 S. W. 9th 
St., Des Moines, Iowa. 
R. F. Williams, p, gm & ce; D. W. Clu- 
low, vp, sm & am. 
Hopkins Volcanic Specialties, Inc., 1094 N. 
Union Ave., Alliance, O. 
Hoskinson Free Heater, Inc., 248-47 Ja- 
maica Ave., Bellerose, N. Y. 
——," 5600 W. Taylor St., Chicago 
Hotsteam Heater Co., 6927 Quincy Ave., 
Cleveland, O. 


Howell Eng. Corp., Box 111, Oregon, Ill. 
Hupp Corp., 1250 W. 76th St., Cleveland 
2 


D. H. ‘Gearheard, p; P. J. White, sm. 
Huss Oil Burner Accessories Corp., Ban- 
tam, Conn. 
H. Huss, p; J. L. Burdock, vp, sales. 
Hydraline Products Div., Borg-Warner 
Corp., 18538 Mack Ave., Detroit 36, 


vp; V. W. Mayer, sm. 
Hydrovalve Co., 1319 Utica Ave., Brooklyn 
3, N.Y, 
I. Goldberg, p; R. Arnold, vp; J. Siskind, 
sm; R, Borden, ce. 
Hyle Oil Burner Co., Frederick & Dutton, 
Catonsville, Md. 
Hy-C Company, 5701 Easton Ave., St. 
~ Louis 12, Mo. 
A. Hisey, p. 
Hy-Lo Burner Co., Inc., Bristol Pike, Ed- 
dington, Pa. 
W. V. Czarnecki, Jr., p; C. B. Wells, vp. 
Hyzer & Lewellen, Belmont Ave., South- 
ampton, Pa. 
John L. Lewellen, owner. 





Ideal Industries, Inc., 1306 Park Aye 
Sycamore, Ill. i 
J. W. Becker, p; M. A. Buettell, yp 
gm; G. B. Koch, sm; R. A. Anderson 
ce; J. M. Elliot, am. ; 
Illinois Iron & Bolt Co., Main St., ‘arpen- 
tersville, Ill. . 
W. K. Child, p; J. Test, vp; P, w 
Rauschert, gm; J. M. McClintock, gm: 
J. M. Mullaney, am; J. Rath, ce. : 
Hilinois Testing Laboratories, 420 N, La- 
Salle St., Chicago 10, Ill. 
Imperial Brass Mfg. Co., 1200 W. Harrison 
St., Chicago 7, Ill. 
F. C. Shafer, p; W. C. Musham, vp; 
C. H. Benson, vp & sm; G. E. Franck 
director of engineering; M. L. Warder, 


am. 

Independent Register Co., 3747 E. 934 St, 
Cleveland 5, O. f 

Industrial Engineering & Equipment (Co, 
Inc., 711 S. Theresa, St. Louis 3, Mo. 

M. Epstein, p & gm; Z. Epstein, VD; 
J. F. Brasch, ce. : 

Industrial Supply, Inc., 7 Broad St., Hud. 
son Falls, N. Y. 

Ingersoll Conditioned Air Div., Borg- 
Warner Corp., 760 E. Vine St., Kala 
mazoo, Mich. 

F, S. Gombert, gm; W. C. Walter, gsm; 
Roy C. Hauck, pr mgr. 

Ingersoll Steel Div., Borg-Warner Corp, 
310 S. Michigan Ave., Chicago 4, Ill, 

Ingersoll-Rand Co., Phillipsburg, N. J. 

R. H. Johnson, p; L. Hopton, vp; H. G. 
Conkey, sm; A. W. Loomis, am. 

Inland Steel Products Co., Box 393, Mil- 

waukee 1, Wisc. 


' Instrument Laboratory, Inc., 934 Elliott 


Ave., W., Seattle, Wash. 
Insulating Refractories Co., Box 322, San 
Rafael, Calif. 
B. Maschal, gm; G. W. Maisac, sm. 
Insulation & Refractories Co., Williamson, 
N.Y. 
C. H. Miller, sm. 
Insul-Lyte Corp., Div. of Plibrico Co., 130 
W. Pleasant St., River Rouge, Mich. 
W. A. Schaefer, p; J. R. Crosby, vp & 
sm; G. Sellers, ce; T. Barry, am. 
International Boiler Works Co., The, 2 
Birch St., East Stroudsburg, Pa. 
J. B. Kingsley, p & gm; H. W. Blair, 
vp; C. C. Boushell, sm; G. Stabenow, ce; 
M. Hebard, Jr., am. 
International Heater Co., 101 Park Ave, 
Utica 2, N. Y. 
H. F. Randolph, p; M. Wheeler, vp; 
D. G. Hoffman, s & t; J. J. Hildebidle, 
sm; W. L. Riehl, ce. 
International Metal Hose Co., Div. of Gr 
briel Co., 1523 E. 45th St., Cleveland 
3, O. 
S. R. Akers, p; A. D. Wolfe, vp. 
International Mfg. Co., 600 E, Grand, Okla- 
homa City, Okla. 
International Oil Burner Co., 3800 Park 
Ave., St. Louis 10, Mo. 
International Register Co., 2620 W. Wash- 
ington Blvd., Chicago 12, Il. 
Iron City Chemical Co., Glycalator Div, 
Valencia, Pa. 
Iron Fireman Mfg. Co., 3170 W. 106th St, 
Cleveland 11, O. 
W. F. Strong, p; F. S. Hecox, vp; ©. 7. 
Burg, sm; D. Wright, ce; D. Wylie, am. 
Iron Fireman Electronics Div., 2838 South 
‘east Ninth Ave., Portland 2, Ore. 
W. Strong, p; O. D. Berry, gm; W. D. 
Gibson, sm; C. Payne, ce; D. Hoyt, am 
Iron-Hide Refractories, Inc., Dock St 
Matawan, N. J. 
G. Knobloch, p. 
Island Tank & Equipment Co., Montauk 
Hwy., Bayport, N. Y. 


pee Wome 


Jackson Co., Byron, Box 2017, Termins! 
Annex, Los Angeles, Calif. ‘“ 
Jackson & Church Co., 407 S. Hamilton > 
Saginaw, Mich. 
C. W. Stuart, p; F. C. Adams, sim. 
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n St., 


aden Mfg. Co., Inc., 1601 W. Second St., 
Hastings, Nebr. 

Jan-Air, Inc., Richmond, Ill. 

Janitrol Heating & Air Conditioning Div., 
Surface Combustion Corp., 400 Dublin 
Ave., Columbus 16, O. 

H. Adams, p; C..B. Phillips, vp; 
R.A. Bell, gm; H. C. Gurney, sm; J. I. 
Trimble, ce; E. N. Hilliard, am. 

Jefferson Electric Co., 910 S. 25th Ave., 
Bellwood, Ill. 

gE. J. Brennan, p; C. T. Harnett, sm. 

Jenkins Eng. Co., 518 Virginia St., Seattle 
1, Wash. 

Jettronaire, Inc., 1100 E. Warrington Ave., 
Pittsburgh 10, Pa. 

J. W. Proie, Sr., p, gm & ce; J. W. 

Proie, Jr., sm; J. C. Schmitt, am. 

Johns-Manville, Inc., 22 E. 40th St., New 
York 16, N. Y. 

A. R. Fisher, p; W. R. Wilkinson, vp, 

sales; J. A. O’Brien, vp & sm; H. M. 

Shackelford, vp, promotion & advertis- 

ing. 

satin Corp., The, 805 Wood St., Three 
Rivers, Mich. 

R. O. Monroe, p & gm; J. W. Hierony- 

mus, vp & ce; R. W. Gotschall, sm & am. 

Johnson Co., S. T., 940 Arlington Ave., 
Oakland, Calif. 

D. E. Johnson, p; L. Jacobs, vp; E. E. 
Jensen, sm; A. Dimick, ce; R. Stoops, 
am. 

Johnson Degree Day Systems, 329 S. Pitcher 
St., Kalamazoo, Mich, 

M, Lee Johnson, owner. 

Johnson Heater Corp., 1 Winnisimmet St., 
Chelsea, Mass. 

Johnson Service Co., 507 E. Michigan St., 
Milwaukee, Wisc. 

Johnston Bros., Inc., Ferrysburg, Mich. 

Jordon Eng. Co., Hartford, Wisc. 

Jungers Stove & Range Co., Grafton, Wisc. 


K-G Mfg. Corp., Box 67, Center Valley, Pa. 
Kalamazoo Furnace & Appliance Mfg. Co., 
100 Rochester, Kalamazoo, Mich. 
C.C. Whitcomb, p; S. C. Salter, ce. 
Kalmide Chemicals, Inc., 17 E. 42nd St., 
New York 17, N. Y. 


Kam Water Heater Mfg. Co., Inc., 239 Ala- 
bama Ave., Brooklyn, N. Y. 
J. Layton, p & gm; B. Kamen, vp; D. 
Weinberger, t; S. Trebatch, gm; E. 
Seltzer, sm; O. Newmayer, ce; J. Lay- 
ton, am. 
Karr Range Co., Seventh & Harrison St., 
Belleville, Ill. 
Karyall Body, Inc., 8221 Clinton Rd., Cleve- 
land 9, O. 
Kauffman Air Conditioning Corp., 4505 
Oliver St., St. Louis 8, Mo. 
Kaustine Furnace & Tank Corp., 1930 
Washington St., Perry, N. Y. 
J. B. Mollnow, Sr., p; L. Ziolkowski, ce; 
J. B. Molinow, Jr., am. 


— Co., E., 238 West St., Williamsport, 
a 


Keeney Mtg. Co., 1170 Main St., Newing- 
ton, Conn. 

Keith Furnace Co., 2601 Dean St., Des 
Moines, Ia. 

UBS Rehmann, p; C. Priebe, gm; J. K. 
hmann, sm; E. F. Peek, ce; R. Mott, 


am, 
Keil’s, 1000 E. 12th St., Wilmington, Del. 
Kemix Laboratories, West Springfield, Pa. 


Kenite, Laboratory, 23 Samson Ave., Madi- 
son, N. J. 


Corp., 1819 S. Nanl Rd., St. 
Louis 17, Mo. sid 
Ps Y Tank & Mfg. Co., Ine., 833 S. 
ummer Ave., Indianapolis 27, Ind. 
me Inc., The, 434 Canal St., Rome, 


G. E, Kent, p: 
» D; F. H. Ide, vp & gm; R. 
Morris, sm & am; F. W. Yutzler, ce. 
Bh Chemical Co., Inc., 570 Peninsula 
‘ vd., Cedarhurst, N. Y 


Kew, Xs hd 
anee Boiler Division, 101 Franklin St., 


E. Tepes 
M. Palmer, P; C. E. Bronson, vp, 


product eng.; B. H. Schulze, vp; H. W. 
McClure, sm; R. M. Turner, ce; C. K. 
Ferguson, am. 

King Boiler & Furnace Co., Shade Gap, Pa. 


King Chemical Co., 31 New Haven R. R. 
St., Mt. Vernon, N. Y. 
J. Rosenman, p; P. Fack, vp, sm & am; 
W. H. Lawrence, gm & ce. 


King Eng. Co., 3201 S. State St., Ann Ar- 
bor, Mich. 
G. W. Willard, p; G. W. Carlisle, sm. 


King Refrigerator Co., 7602 Woodhaven 
Blvd., Glendale 27, N. Y. 
Kingsley Mfg. Co., Inc., 420 Howard Ave., 
New Haven, Conn. 
D. J. Kaufman, p. 
Kinsley Burner & Machine Co., 55 Sims 
Ave., Providence, R. I. 
I. S. Low, p; T. F. Low, vp; G. Riley, 
gm; J. Macks, sm; L. Fragilly, ce; P. 
Lindia, am. 
Kisco Boiler & Eng. Co., 2414 DeKalb St., 
St. Louis 4, Mo. 
W. L. Kisling, Sr., p; A. B. Schlesinger, 
vp & sm; W. L. Kisling, Jr., gm; C. 
Green, ce; C. Erber, am. 


Klaff & Sons, 443 E. 100 St., Brooklyn 36, 
N..: ¥; 

Kleen-Heet, Inc., 1823 Carroll Ave., Sub- 
sidiary of Automatic Burner Corp., 
Chicago 12, Ill. 

Kleer-Kleen Mfg. Co., 140 Orchard Ave., 
Hayward, Calif. 

C. A. Curtiss, p; J. W. Buttery, vp; 
E. E. Sanders, ce. 

Kleenwit Chemical Co., Corner Golden & 
Mystic Ave., Medford, Mass. 

Klemm Automotive Products Co., 1718 N. 
Damen Ave., Chicago 47, Ill. 

E. R. Klemm, Jr., p & gm; P. E. Klemm, 
vp; P. Litton, ce; P. J. Steffen, am. 

Klippel Valves, Inc., 1075 Lincoln Ave., 
Hamilton, O. 

Klug & Sons, F. H., 609 Water St., St. 
Joseph, Mich. 

Knox Stove Works, Inc., Box 1031, 2016 
Ailor Ave., Knoxville 7, Tenn. 

Kohler Co., Kohler, Wisc. 

Kolb Refractories Co., Meadow & Jackson 
Sts., Philadelphia 48, Pa. 

Kol-Master Corp., First & Madison, Ore- 
gon, Ill. 

R. E. Bressler, p & gm; A. E. Bressler, 
vp. 

Kopp Nozzle Products, 36 Newark Way, 
Maplewood, N. J. 

Kor Corp., Div. of Oxi Corp., 600 W. 9th 
Ave., Gary, Ind. 

Koven & Bros., Inc., L. O., 154 Ogden Ave., 
Jersey City 7, N. J. 

Ko-Z-Aire Products, Inc. (Div. of Fluid 
Heat) 401 Coolbaugh St., Red Oak, Ia. 

Kraissl Co., The, 229 Williams Ave., Hack- 
ensack, N. Zz 

F. Kraissl, Jr., p, gm & ce; L. E. Mills, 
vp; L. E. Mills, vp. 

Kramer Trenton Co., Olden & Breunig, 
Trenton, N. J. 

Kraus, Charles E., Mfg. Co., 1225 8 St., 
Louisville 2, Ky. 

Kresky Mfg. Co., Inc., Second & ‘‘H’’ Sts., 
Petaluma, Calif. 

Kresno-Stamm Mfg. Co., Inc., 421 Broad 
Ave., Palisades Park, N. J. 

Krieg, Victor J., Inc., 611 Broadway, New 
York 12, N. Y. 

V. J. Krieg, p. 

Kritzer Radiant Coils, Inc., 2901 Lawrence 
Ave., Chicago 25, Il. 

H. E. Kritzer, Sr., p & gm; C. G. New- 
ton, vp; L. D. Mandell, vp & sm; C. G. 
Newton, ce; W. Berresheim, am. 

Krueger-Sentry Gauge Co., Inc., 1056 W. 
Mason St., Green Bay, Wisc. 

W. S. Krueger, p; A. F. Krueger, vp; 
J. F. Wilhelm, gm; R. King, sm. 

Kunkle Valve Co., 119-121 S. Clinton St., 
Fort Wayne 2, Ind. 

W. L. Sexton, sm; H. M. Dykhuizen, ce. 


eal 


L-O-F Glass Fibers Co., 1810 Madison Ave., 
Toledo 2, O. 

R. H. Barnard, p & gm; T. A. Collins, 

vp; J. M. Johns, vp & gen. sm; W. L. 
Whitcomb, am. 
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Laclede-Christy Products Co., 812 Arcade 
Bldg., St. Louis 1, Mo. 
Laco Oil Burner Co., Inc., Box A, Gris- 
wold, Ia. 
R. L. Cocklin, p, gm, ce & am; H. R. 
Cocklin, vp & sm. 


Lake Chemical Co., 3052 W. Carroll St., 
Chicago 12, Iil. 
Mrs, B. Lytton, sm. 
Lammert & Mann Co., 215 N. Wood St., 
Chicago 12, Ill. 


Lancaster Heat Transfer Co., Inc., 123 De- 
Kalb Ave., Brooklyn 1, N. Y. 


Landow Bros., 145 Quinnipiac St., Walling- 

ford, Conn. 

Larkin Coils, Inc., 519 Memorial Dr. S. E., 

Atlanta 1, Ga. 
LaSalle Oil Burner Co., Inc., 3615 Stone 
Way, Seattle 3, Wash. 
H. J. Cutler, p & gm; D. O’Brien, vp; 
W. D. Howard, sm. 

Lattner Mfg. Co., P.M., Cedar Rapids, Ia. 
J. H. Bell, p & am; B. P. Lattner, vp & 
sm; J. C. Lockwood, ce. 

Lau Blower Co., 2007 Home Ave., Day- 

ton, O. 
H. W. Faulkender, p; T. I. Bird, vp; 
E. V. Sullivan, sm; W. H. Wentling, ce. 
Lawler Automatic Controls, Inc., 453 N. 
MacQuesten Pkwy., Mt. Vernon, N. Y. 
J. R. Lawler, p; J. R. Lawler, Jr., vp, 
gm & ce; R. C. Smith, Jr., sm & am. 

Leahy Mfg. Co., 1804 E. 8th St., Los An- 

geles 21, Calif. 
Lee Corp., 1001 Tatnall St., Wilmington, 
Del. 

Leeson Air Conditioning Oorp., 
Meyers Rd., Detroit 27, Mich. ~ 

Leffel & Co., The James, 426 East St., 
Springfield, O. 

Leggitt Co., S.. H., 302 E. Michigan Ave., 
Marshall, Mich. 

Lepick Heater Co., 1742 Fourth Ave., S. 
Seattle 4, Wash. 

Leisur-Maid Mfg. Corp., 338 Wealthy St., 
S.W., Grand Rapids 3, Mich. 

Lennox Industries, Inc., Marshalltown, Ia. 
J. W. Norris, p; R. D. Strickler, gen. 
sm; F. H. Whitcombe, ce; R. Merrill, 
am. 

Lexington Corp., 10 Milk St., Boston, 

Mass. 
M. S. Lurio, p; A. T. Schultz, vp. 
Lewis & Co., Inc., Joseph E., 1307 Carroll 
St., Baltimore 30, Md. 
W. W. Saunders, p; J. R. McDonald, 
vp, sm, am; F. Y. Kreimendahl, gm; 
H. M. Spates, ce. 
Libert Machine Co., 324 N. Roosevelt, 
Green Bay, Wisc. 
Lientz & Co., B. P., 210 W. Eighth St., 
Box 2275, Kansas City 42, Mo. 
Lifetime Mfg. Co., Pemberville, O. 
Lima Register Co., The, 651 N. Baxter St., 
Lima, O. 
J. W. Norris, p; H. R. Pataky, gm & 
am; L. Beckman, works megr.; B. 
Harshe, ce. 
Lincoln Brass Works, Inc., 2051 12th St., 
Detroit 16, Mich. 
Lincoln Furnace Co., Inc., 230 Goffie Rd., 
Hawthorne, N. J. 
L. J. Studnicky, sm. 
Linden Metal Specialty Co., 217 Van Buren 
St., Anoka, Minn. 
Lindmere Tube Co., 1500 E. 219th St., 
Cleveland 17, O. 
Lindy Heaters, Inc., 2370 Hoffman, Bronx, 
N. Y 
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Lipman Refrig. Div., Yates-American Ma- 
chine Co., Beloit, Wisc. 
J. J. Gallagher, p; A. B. Loft, vp; C. K. 
Olson, dir. of sales; R. T. Hansen, sm; 
M. Sutton, ce; E. Stuart, am. 
Liquidepth Indicators, Ine., 43-22 Tenth 
St., Long Island City 1, N. Y. 
A. Bierman, p; N. M. Milair, vp; J. A. 
Jawett, vp & ce. 
Liquidometer Corp., 41-03 36th St., Long 
Island City 1, N. Y. 
Cc. A. DeGiers, p; H. C. Cullinan, vp & 
sm; H. Kurowski, vp; A. Wickesser, vp 
& ce; S. Solarz, am. 
Liquilawn, Inc., 11 W. 42d St., New York 
36, N. Y. 
Liquidvision Gauge & Control Corp., Box 
51, Oceanside, L. I., N. Y. 
J. Cosgrove, sm; W. F. Cosgrove, ce. 
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Little Burner Co., Inc., H. C., Woodland & 
Dubis, San Rafael, Calif. 
Livingston, Inc., Marshall, Mich. 
Lockformer Co., The, 4615 W. Roosevelt 
Rd., Chicago 50, Ill. 
Loline Steel Boiler Co., 228 S. Penn St., 
Allentown, Pa. 
Lonergan Mfg. Co., Div. McGraw Electric 
Co., 704 N. Clark St., Albion, Mich. 
Long Mfg. Co., Inc., Tarboro, N. C. 
Lookout Boiler & Mfg. Co., Manufacturers’ 
Rd. & Compress St., Chattanooga 1, 
Tenn. 
H. H. Peek, Jr., p; J. M. Haley, vp; 
A. C. Grist, ce. 
Lord Mfg. Co., 1635 W. 12th St., Erie, Pa. 
Louthan Mfg. Co., The, E. Liverpool, O. 
Louvra Mfg. & Sales Co., 1019 Jeanette 
Ave., Union, N. J. 
Lovejoy Flexible Coupling Co., 4812 W. 
Lake St., Chicago 44, Ill. 
M. W. Dangel, p; C. P. Hennessy, vp; 
W. B. Briggs, sm; G. E. Dickens, gm; 
M. W. Briggs, sm; R. M. Vermier, ce; 
F. M. Allen, am. 
Loxaire Corp., 1725 Jefferson Ave., Ta- 
coma, Wash. 
Lundt, Inc., Ernest, Little Falls, N. J. 
Luty Furnace Mfg. Co., 8747 Lyndon Ave., 
Detroit 21, Mich. 
Lynch Co., Inc., The, 6000 N.E. Union 
Ave., Portland 11, Ore. 
Lynn Products Co., 17 Willow St., Lynn, 
Mass. 
E. K. Priest, p; E. C. Leach, vp; W. G. 
Chapman, sm. 


aes vee 

MP Research Corp., 3380 Merrick Rd., 
Seaford, N. Y. 

P. A. Parente, p & gm; A. F. Loecher, 


vp. 
Macleon Co., Bogen St., Cincinnati 22, O. 
Made-Rite Co., Inc., 10th & Monroe Sts., 
Newport, Ky. 

MacLeod & Henry Co., Inc., 357 First St., 
Troy, N. Y. 

McCabe-Powers Auto Body Co., 5900 N. 
Broadway, St. Louis 15, Mo. 

McCorkle Co., D. H., Box 97, Station A, 
Berkeley, Calif. 

D. H. McCorkle, p; D. H. McCorkle, vp. 
McDonald Mfg. Co., A. Y., 12th & Pine 
Sts., Dubuque, Ia. 
McDonnell & Miller, Inc., 3500 N. Spauld- 
ing Ave., Chicago 18, Ill. 
E. N. McDonnell, p; G. LaRoi, sm. 
McGillis Service Eng., 1554 Main St., 
Brockton, Mass. 
McGraw Electric Co., Lonergan Mfg. Div., 
704 Clark St., Albion, Mich. 
S. J. Lonergan, p; S. J. Lonergan, Jr., 
vp; J. R. Lonergan, gm & sm; A. E. 
Kline, ce; R. J. Wellman, am. 
McKee Air Conditioning Co., 3861 Fremont 
Ave., N. Minneapolis 12, Minn. 

McLarty Systems, 2600 Dickman Rd., Bat- 

tle Creek, Mich. 

McQuay, Inc., 1601 Broadway St., N.E., 

Minneapolis, Minn. 
McPherson Furnace & Eqpt. Co., 401 8th 
Ave., N., Seattle, Wash. 
McRay Products of Calif., 6808 Melrose 
Ave:, Los Angeles 38, Calif. 
H. Weislow, gm. 
Mack Motor Trucks Corp., 350 Fifth Ave., 
New York 1, N, Y. 
Lewis E. Minkel, vp & sm, 
Madden Corp., The, 1543 Morse Ave., Chi- 
cago 26, Ill. 

Madden Brass Products Co., Aurora, IIl. 
M. B. Madden, p; J. Brinda, gm; R. H. 
Lacart, ce. 

Made-Rite Co., Inc., 10th & Monroe Sts., 

Newport, Ky. 

Madsen Service, 3549 Nicollet Ave., Minne- 

apolis 8, Minn. 

Magic Chef, Inc., 1641 S. Kingshighway 

Blvd., St. Louis 10, Mo. 
MaGirl Foundry & Furnace Co., 413 E. 
Oakland Ave., Bloomington, Ill. 
W. J. MaGirl, p. 
Magnaflow Pump Corp., 7 Elm St., West- 
field, N. J. 


Magnetrol, Inec., 2110 S. Marshall Bivd., 
Chicago 23, Il. 
F. H. Schaub, p; R. F. Schaub, vp & gm; 
L. E. Stybr, sm & am; B. L. Binford, ce. 
Maid-O-Mist, Inc., 3217 N. Pulaski Rd., 
Chicago 41, Ill. 
O. V. Woolley, p; H. J. Carr, vp; J. A. 
Madden, sm. 
Majestic Co., Inc., The, 245 Erie St., Hunt- 
ington, Ind. 
D. A. Purviance, vp & sm; D. Wine- 
gardner, sm htg. div.; D. Hall, sm, con- 
sumer prods, 
Makomb Steel Products Co., Div. of Globe 
American Corp., Macomb, IIl. 
Malleable Steel Range Mfg. Corp., Cherry 
St., South Bend 21, Ind. 
Malloy Machine Corp., 3435 N. Western 
Ave., Chicago, Ill. 
Mammoth Furnace Co., The, 509 Vandalia 
St., St. Paul 4, Minn. 
H. J. Collins, p; D. Rupp, vp; R. B. 
Burggren, ce. 
Manning & Lewis Eng. Co., 28-42 Ogden 
St., Newark 4, N. J. 
H. S. Lewis, p; H. G. Gamble, sm & am. 
es Boiler Co., Ine., Hackettstown, 
N. J. 
B. Mandelburg, p; H. L. Mandelburg, 
vp; E. P. Iwick, gm; R. Cowan, sm; 
R. Richards, ce. 
Marathon Electric Mfg. Corp., Cherry & 
Randolph Sts., Wausau, Wisc. 
Marco Industries, Inc., 786 Terrace Blvd., 
Depew, N. Y. 
Mar-Coil Heater Co., 200 Paterson Plank 
Rd., Union City, N. J. 
Marietta Metal Products Corp., Marietta, 
Pa. 
J. Hancock, p; 
W. McHale, ce. 


J. C. Campbell, gm; 


Marine Electrolysis Eliminator Co., 617° 


Dearborn St., Seattle, Wash. 
A. Cheadle, p & gm; F. Potter, sm & am. 
Marlo Coil Co., 6135 Manchester Ave., St. 
Louis 10, Mo. 
Marlow Pumps, Box 566, Ridgewood, N. J. 
Marnis Oil Co., Inc., 255 Exterior St., New 
York 5, N. Y. : 
Marquart Mfg. Co., 1241 High St., Oak- 
land, Calif. 
Marsh Corp., Jas. P., 3501 Howard St., 
Skokie, Ill. 
B. Scudde, p; J. W. Smith, vp; A. D. 
Rose, vp; J. Emmett, Jr., vp & am; 
J. A. Thommes, vp; B. Willach, ce. 
Martin Fan & Blower Co., 4634 W. 21st PIl., 
Chicago 50, Ill. 
W. J. Martin, p, gm & ce; J. G. Legner, 


vp. 
Martin Tube Benders, W. H., Box 692, 
Owensboro, Ky. 
W. H. Martin, owner. 
Marvel Eng. Co., 625 W. Jackson Blvd., 
Chicago 6, Ill. 
Mason Machine Co., Inc., 817 E. King St., 
York, Pa. 
Master Appliance Mfg. Co., 532 4th St., 
Racine, Wisc. 
Master Automatic Oil Burner Co., Iowa & 
Division Sts., Kansas City 3, Kan. 


Master-Craft Supply Co., 36 Division St., 
Haverstraw, N. Y. 


Master Equipment Corp., Box 55, Dayton 
1,0 


Maxon Permix Burner Co., 210 E. 18th St., 
Muncie, Ind. 

H, R. Maxon, Jr., p & gm; L. F. Crouse, 
vp; C. W. Rothhaar, sm; R. H. Yeo, ce; 
R. L. Manor, am. 

Mayflower Air Conditioners, Inc., Duluth 
Ave. & E. Seventh St., St. Paul 6, 
Minn. 

Cc. O. Butler, p; E. J. Davidson, vp & 
gm; L. J. Payin, sm & am; J. M. Wil- 
son, ce. 

Mayne Products Co., 324 Harries Bldg., 
Dayton 2, O. 

Mears-Kane-Ofeldt, Inc., Div. of S. T. 
ee Co., Church Rd., Bridgeport, 

a 


Measurements Methods Co., 845 Chicago 
Ave., Evanston, Ill. 

Mechanical Products Co., 1723 First Ave., 
S., Seattle 4, Wash. 

Mechanical Steel Tubing Corp., 3815 9th 
Ave., New York 34, N. Y. 

Mel-Gauge Co., The, Box 126, Sta. A, New 
Haven, Conn. J. Mele, p. 





Merooid Corp., 4201 W. Belmont Ave, Chi- 
cago 41, Ill. 

H. Courteol, p; J. W. Owens, vp; 1 p 
McCabe, ce; V. S. Krale, am. ; 
Mercury Supply Co., 410 Fairview, Elm- 

hurst, Ill. 
Meilicke Systems, Inc., 3458 N. Clark g 
Chicago 13, Ill. , 
C. A. Meilicke, p. 
Meriam Instrument Co., 10920 Madison 
Ave., Cleveland 2, O. 
J. B. Meriam, Jr., p & gm; A. A, He}- 
duk, vp; L. E. Rogers, sm & am; J 
Zrimac, ce. 
Messer Co., Inc., The, 629 Central Aye 
Newark 7, N. J. G._H. Messer D 
Metal Hose & Tubing Co., Dover, N. J. 
Metalizing Co. of America, 3520 W. Carrol 
Ave., Chicago 24, Ill. 
Metalmaster Corp., 66 Elm St., Newark, 
N.. J. 


E. M. Peters, p. 

Metro Oil Burner Mfg. Co., Inc., Glendale 

Village, Easthampton, Mass, 
R. Muszynski, p. 

Metromatic Oil Burner Co., 21 Henderson 
St., Everett, Mass. 

B. W. Cosentino, p, gm, sm & ce; R. 
Consentino, vp. 

Metromatic Mfg. Co., Inc., 15 Winchester 
St., Medford, Mass. 

W. F. Austin, p & ce; F. DeAngelo, yp& 
am; H. N. DeAngelo, gm; R. W. Pyne, 
sm. 

Mettler Co., Inc., The, 4366 Worth St., Los 
Angeles 63, Calif. 

A. C. Perks, p; R. W. Pixler, vp & gm; 
H. B. McLendon, sm; W. F. Sprehe, ce; 
L. E. Kirkpatrick, am. 

Mexico Refractories Co., Mexico, Mo. 

J. B. Arthur, p; F. Piatt, vp; ¢C. w 
Bachmann, gm; W. B. Leach, sm; €. A. 
Smith, ce; S. D. Groff, am. 

Meyer Furnace Co., The, 1300 S. Washing- 
ton, Peoria 2, Ill. 

R. L, Meyer, p; Wm. Cook, sm. 

Michigan Burner Co., 18392 Fitzpatrick 
Ave., Detroit 28, Mich. 

Michigan Tank & Heater Corp., 14247 Tire 
man Ave., Dearborn, Mich. 

Microton Corp., Box 2092, Charlotte, N. C. 

J. L. Lucas, p, gm & ce; R. E. Fechhelm, 
vp; W. J. Wilson, sm; W. J. Lucas, am. 

Midco Register Corp., 1059 Grand Ave., St. 
Paul 5, Minn. 

Middleton & Meads Co., Inc., 11 E. Lee St., 
Baltimore 2, Md. 

Midwest Automatic Control Co., 510 Third 
St., Des Moines 9, Ia. 

Miller Co., The, 99 Center St., Meriden, 
Conn. 

Miller-Harris Instrument Co., 601 E. Og 
den, Milwaukee, Wisc. 

Miller Product Co., 3046 Cedar Rd., Hwy. 
127, Lansing, Mich. 

W. W. Miller, gm; B. T. Beaumont, sm. 

Milwaukee Electric Tool Corp., 5316 W. 
State St., Milwaukee 7, Wisc. 

Milwaukee Valve Co., The, 2375 S. Burrell 
St., Milwaukee 7, Wisc. 

R. W. Johnson, p; R. H. Ludwig, vp & 
gm; W. Ellingboe, sm; J. J. Lucas, @; 
H. Welch, am. 

Minit Spray Corp., Merchandise Matt 
Plaza, Chicago 54, Ill. 

Minneapolis-Honeywell Regulator Co., 2753 
Fourth Ave. S., Minneapolis 8, Min 

Paul B. Wishart, p; Thomas McDonald, 
exec vp; K. L, Wilson, mgr, htg controls; 
Karl Schick, mgr, mfgr sales; T. A. Reed. 
sm, oil controls; H. D. Bissell, dir, mer 
chandising; G. Younkin, general sil 
mer; E. E. Fox, dir of adv; Dean Randell, 
am, 

Mission Appliance Corp., 12611 S. Greer 
shaw, Hawthorne, Calif. 

Missouri Boiler & Sheet Iron Works, “1 
of Nooter Corp., 23rd & Papin St. 
Louis 3, Mo. Hd 

R. J. Ryan, p; A. S. Schwarz, Wis P 
Rose, gm; F. C. Stuckman, sm; ™ 
Penn, am; W. J. Field, ce. Ave 

Mitchell Mfg. Co., 2525 N. Clybourn “i 

Chicago, Ill. ‘ 
J. W. Alsdorf, 8 We in, gn 
F. Scire, ce; H. G. Haas, . 

Moderit Die & Machine Co., 16¢ Plast! 
St., Boston 25, Mass. 

J. D. Landerman, J. Bishop, s™ 
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Modine Mfg. Co., 1500 DeKoven Ave., Ra- 
cine, Wisc. 

Monarch Mfg. Works, Inc., 2501 E. Ontario 
St., Philadelphia 34, Pa. 

TW. Murphy, D; E. B. Frame, vp. 

Monarch Range Co., 715 N. Spring St., 
Beaver Dam, Wisc. 
ogram Products Co., Inc., 731 N. 35th 

me Philadelphia 4, Pa. 

M. Evoy, p; H. P. Paist, vp; R. Hay- 

dock, ce. 

Allen Gardner, sm. 

Monsanto Chemical Co., Organic Div., 800 
N, 12th Blvd., St. Louis, Mo.. 

J. W. Newcombe, sm, petroleum. 

Montag, Imc., 2011 N. Columbia Blvd., 
Portland 17, Ore. 

Moore Business Forms, 900 Buffalo Ave., 
Niagara Falls, N. Y. 

Moore & Kling, Inc., 51 Melcher St., Bos- 
ton 10, Mass. 

E. M. Kling, p, am & gm; H. P. Kling, 
vp & ce; C. D. Tuckerman, sm. 

Moormann Bros. Mfg. Co., Box 125, Rush- 
ville, Ind. 

B. Moormann, p & gm; H. A. Engel- 

brecht, vp & sm. 

Morris Couplings & Clamp Co., 46 Duncan 
Ave., Elwood City, Pa. 

Morheat Corp., 700 E. Kalamazoo S&t., 
Lansing 12, Mich. 

Morrison Bros. Co., 24th & Elm Sts., Du- 
buque, Ia. 

Morrison Products, Inc., 16816 Waterloo 
Rd., Cleveland, O. 

T, Morrison, p; H. Morrison, Jr., vp; 

A. Galaba, ce. 

Morrison Steel Products, Inc., 601 Amherst 
St., Buffalo 7, N. Y. 

§. Morrison, p; M. J. Kohnstamm, vp; 
W. Duffy, sm, furnaces; J. Hanlon, sm, 
service body; I. Morrison, gm; A. 
Harsch, ce; C. A. Stahlka, director, ad- 
vertising. 

Morse-‘Smith-Morse Co., The, 165 Dexter 
Ave., Watertown 72, Mass. 

W. L. Belknap, III, p; W. A. Haist, Jr., 
vp; R. P. Johnston, sm. 

Mortemp Div., Mechanical Products Mfg. 
Co., 1727 First Ave., S., Seattle 4, 
Wash. 

C. E. Schinman, owner; D. E. Schinman, 
gm; D. B. Olsen, sm. 

Motorola, Inc., 4545 W. Augusta Ave., Chi- 
cago, Ill. 

P. V. Galvin, p; E. E. Grebel, sm of 
C&E; R, Mars, am, 

Motor Wheel Corp., Lansing 3, Mich. 

Mt. Hawley Mfg. Co., Mt. Hawley Airport, 
Peoria 4, Ill. 

W. A. Hale, p & ce: A. Schuyler, sm. 

— Co., 512 W. Cerro Cordo, Decatur, 


Mueller Climatrol, Div. of Worthington 

Corp., 2005 W. Oklahoma Ave., Mil- 
ra 15, Wisc. 

- Mueller, p; F, N é ; 
ise Rooei, Al, unlist, vp of sales; 
Mueller Steam Specialty. Co., Inc., 40-20 

22d St., Long Island City 1, N. Y. 
Muench Laboratories, Inc., 4555 Delmar 

Blvd., St. Louis 8, Mo. 

y Co., J. F. Box 216, Bedford, De- 
troit 10, Mich. 
Multiplex Mfg. Co., 600 Fowler Ave., Ber- 
oe Pa. 

. E. Crispin, p: F. i - 

Fea acs, D; F. E. Crispin, vp; R. L. 
Mund Boilers, Inc., 1600 N. Indiana St., 
Pig ee 63, Calif. 

yo mund, p; H. B. Brown, s, sm & 
am; J. Riggins, ce. 


ae 


“Na-churs” Plant 
Food . 
‘ St., } a 0. Co., 421 Monroe 
ash Eng. Co., 30 
wall, nag 7 Wilson Ave., S. Nor- 


— Airoil Burner Co., Inc., 1278 E. 
c geley Ave., Philadelphia 34, Pa. 
: Ww iley, p, gm & am; J. F. Straitz, 
iia * Horko, sm; W. A. Horko, sm. 
luminate Co +, 6216 W. 
PL, Chicago 38, i. a 


ational Boiler Pro 
tecto a 
Bidg., Davton ory r Co., 928 Reibold 


National Cash Register Co., Dayton 9, Ohio 

National Fuel Conservation Co., Inc., 257 
Battle Ave., White Plains, N. Y. 

W. F. Haviland, p. 

National Grille & Register Co., 3167 E. 80th 
St., Cleveland 4, O. 

National Heater Co., Inc., 2182 Cleora Ave., 
St. Paul 4, Minn. 

National Modulation Co., 2720 N. Hwy. 61, 
C. H. Peters, p & gm; R. C. Peters, vp; 
W. Stahnke, sm; H. Batterman, ce; 
J. A. Peters, am. 

National Oil Corp., 3d & Maury Sts., Rich- 

mond, Va. 

National Oil Burner Co., Inc., 614 Bergen 
St., Brooklyn 17, N. Y. 

National-U. 8. Radiator Corp., 221 Central 
Ave., Johnstown, Pa. 

T. B. Focke, p; L. N. Hunter, vp-res. 
eng’g; C. M. Baumgardner, vp-sales; 
J. C. Haas, vp-mfg; F. S. Hudson, gm- 
sales; J. W. Hall, dir adv and sales 
prom; C. J. Philage, am; F. P. Jacobs, ce. 

National Steam Pump Co., 701 W. Johnson, 
Upper Sandusky, O. 

National Steel Construction Co., 301 Water 
St. Logansport, Ind., 500 Myrtle St., 
Seattle 8, Wash. 

National Super Service Co., 1946 N. 13th 
St., Toledo 2, O. 

J. J. Bevington, Sr., p; E. N. Rosenberg, 


vp. 
National Visa-Clean Co., Inc., 5201 Roland 
Ave., Baltimore 10, Md. 
T. A, Smith, p & sm. 
Nelson Div., Harman, American Air Filter, 
Inc., Moline, Il. 
R. C. Kochring, sm. 
Neptune Meter Co., 19 W. 50th St., New 
York 20, N. Y. ‘ 
D. E. Broggi, p; W. Smith, vp; R. W. 
Ballantine, am; A. A. Hanson, vp; J. J. 
Carroll, sm. 
Nesbitt, Inc., John J., State Rd. & Rhawn 
St., Philadelphia 36, Pa. 
A. J. Nesbitt, p; J. J.. Nesbitt, Jr., vp- 
sales; M. J. Murray, sm; J. W. McElgin, 
vp, engineering; W. E. Hubbert, am. 
Nesco, Inc., 201 N. Michigan Ave., Chicago, 
Til. 
New-Aire Blower Co., Inc., 25425 John R. 
St., Royal Oak, Mich. 
E. Newville, p; J. Newville, vp. 
Newark Controls Co., 15 Ward St., Bloom- 
field, N. J. 
B. A. Hicks, p; P. W. Booth, vp & ce. 
New England Carbide Tool Co., Inc., 60 
Brookline St., Cambridge, Mass. 
New York Air Valve Corp., 1850 Atlantic 
Ave., Brooklyn 33, N. Y. 
L. Frank, p.; S. Light, sm; F. Zimmer- 
mann, ce. . 
New York Blower Co., 3155 Shields Ave., 
Chicago 16, Ill. 
New Yorker Steel Boiler, Inc., Bethlehem 
Pike, Colmar, Pa. 
Mrs. E. S. Hillman, p; H. Hillman, vp, 
s & sm; R. Amey, gm. 
Niagara Furnace Div., Forest City Foun- 
dries Co., 2500 W. 27th St., Cleveland 
13, O. 
Niagara Machine & Tool Works, 637-697 
Northland Ave., Buffalo 11, N. Y. 
F. E. Munschauer, Jr., p & gm; F. A. 
Reed, vp; L. S. Platous, ce; H. E. Car- 
son, am. 
Niles Steel Tank Co., 713 Wayne St., Niles, 
Mich. 
Noble Fuel Oil Burner Co., 1326 N. Ash- 
land, Chicago 22, Ill. 
Nock Fire Brick Co., The, 1221-1243 E. 55th 
St., Cleveland 3, O. 


Nola Oil Burner Co., 3608 Howard Ave., 
Box 1404, New Orleans 5, La. 


Norman Chemical Co., 1700 Roblyn Ave., 
St. Paul, Minn. 
Norman Products Co., 1150 Chesapeake 
Ave., Columbus 8, O. 
North American Mfg. Co., 4455 E. 7ist St., 
Cleveland 5, O. 
N. H. Davies, p & gm; O. Lutherer, ce; 
R. Reed, am. 
Northern Controlled Heat Co., Inc., 555-7 
Factory Sq., Watertown, N. Y. 
Northern Fuel Control, 4200 Cedar Ave., S., 
Minneapolis, Minn. 
S. P. Gillies, p & sm; E. P. Gillies, vp; 
C. M. Bitterlich, ce. 


BUYER'S GUIDE & INDUSTRY DIRECTORY 


Northern N. J. Oil Co., 369 Riverside Ave., 
Newark, N. J. 

Northwest Fdry. & Furnace Co., 2345 S.E. 
Gladstone St., Portland 2, Ore. 

Northwest Heating, Inc., 1944 N. Lombard, 
Portland, Ore. 

Northwest Metal Products, Inc., 55 Spo- 
kane St., Seattle 4, Wash. 

Northwest Mfg. Co., Mitchell, S. D. 

L. G. Stransky, p; F. A. Tinan, vp; 
M. J. Gilmore, s; L. G. Peterson, sm. 
Norwalk Air Conditioning Corp., The, 138 

Water St., S. Norwalk, Conn. 
Norwalk Tank Co., 10 N. Water St., S. 
Norwalk, Conn. 
Novelty Steam Boiler Works, Inc., Clare & 
Kloman Sts., Baltimore 30, Md. 
Nu-Way Corp., The, 2416 Fourth Ave., 
Rock Island, Ill. 
W. F. Klockau, p; O. K, Gipple, vp; 
A. E. Olsen, sm. 


bibs 


OPW Corp., 2735 Colerain Ave., Cincin- 
nati 25, O. 
G, B. Richards, p; R. W. Gronauer, vp, 
sales; W. D. Boone, ce. 
Oakland Fdry. Co., Florida & ‘‘A’’ Sts., 
Belleville, Ill. 
O’Brien Steam Specialty Co., Ine., 205 
Harrison St., Syracuse 2, N. Y. 
O’Halloran Industries, 12305 Turner Ave., 
Detroit 4, Mich. 
E. O’Halloran, p; C. LaValley, sm. 
Ohio Brass Co., 380 N. Main St., Mansfield, 


oO. 
Ohio Electric Mfg. Co., 5400 Dunham Rd., 
Maple Hts., O. 
I. C. Bland, p; G. Duncan, sm. 
Ohio Valley Hardware & Roofing Co., 300 
Fourth Ave., Evansville 2, Ind. 
Oil Electric Co., 1930 University Ave., St. 
Paul 4, Minn. 
C. E, Johnson, owner. 
Oil Eqpt. Laboratories, Inc., 600 Pearl St., 
Elizabeth 4, N. J. 
J. M. Wittke, p; J. E. Ayres, vp. 
Oil Eqpt. Mfg. Co., Inc., 3100 Vermont 
Ave., Louisville 11, Ky. 
S. J. Horton, p. 
Oil Heating Economy Corp., 1214 Benning- 
ton St., E. Boston, Mass. 
Olsen Co., Arthur A., Canfield, O. 
Olsen Mfg. Co., The, C. A., Elyria, O. 
Cc. A. Olsen, p; E, P. Hayes, vp, sm; E. 
P, Downe, vp, ce; J. S. Garber, am. 
Olson Throttle Control, Broadway, P. O. 
Box 87, Raynham, Mass. 
H. J. Olson, p; O. Hedengren, ce. 
Omaha Supply Co., Div. of Omaha Stove 
Repair Works, Inc., 2923 N. 16th St., 
Omaha, Nebr. 
Cc. J. Peter, p; W. J. McSorley, sm; 
A. L. Schinker, gm. 
Oneida Heater Co., Inc., 109 N. Warner St., 
Oneida, N. Y. 
Ontario Iron Work, Inc., 522 Maple Ave., 
Pulaski, N. Y. 
O. B. Olmstead, p; A. E. Olmstead, sm. 
Oran Co., 2222 S. Third St., Columbus 7, O. 
H. W. Kelly, p & gm; W. L. Van Ness, 
vp; J. E. Ledger, sm & am; P. Schaffner, 
ce. 


Oregon Woodcraft Co., Box 74, 2925 S.E. 
Allen Ave., Beaverton, Ore. 
Oronite Chemical Co., 200 Bush St., San 
Francisco, Calif. 
T. G. Hughes, p; M. L. Baker, vp; 
T. R. Johnson, am. 
Orr & Sembower, Inc., Morgantown, Rd., 
Reading, Pa. 
Oswald Refractories Co., Inc., 117 N. Mera- 
mec Ave., St. Louis 5, Mo. 
Oster Laboratories, Oak Ridge Rd., Ellen- 
ville, N. Y. 
E. Oster, p; R. Indich, vp; G. Lucks, 
gm & ce; G. E. Lucks, sm & am. 
Otto Boiler Co., 1905 Clearlake Ave., 
Springfield, Ill. 
Overhead Heaters, Inc., 1612 Book Bldg., 
Detroit 26, Mich, 
T. E. Trese, p & gm; L. J. Perron, sm. 
Owens-Corning Fiberglas Corp., Wayne 
Bldg., Toledo 1, O. 
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Owosso Tank Co., 219 S. Lansing St., 
Owosso, Mich. 
V. A. Bowman, owner. 
OXI Corp., Box 485, 600 W. 9th Ave., Gary, 
Ind. 
OX’O-Gas Co., 120 E. 30th St., New York 
16, N. Y. 
E. Eghan, p. 


si 


Packard Electric Div., General Motors, 
Warren, O. 

Pacific Automatic Heating Co., 1658 20th 
Ave., Seattle, Wash. 

Pacific Oil Co., Durfee Theater Bldg., Fall 
River, Mass. 

Pacific Steel Boiler Div., U. S. Radiator 
Corp., 439 Penobscot Bldg., Detroit 31, 
Mich. 

Pacific Transducer Corp., 11921 W. Pico 
Blvd., Los Angeles 64, Calif. 

Packless Metal Hose, Inc., 31 Winthrop 
Ave., New Rochelle, N. Y. 

Paragon Electric Co., 1611 12th St., Two 
Rivers, Wisc. 

Paragon Oil Burner Corp., Box 749, Mine- 
ola, N. Y. 

Park Oil Burner, New York Ave. & Abse- 
con Blvd., Atlantic City, N. J. 

D. Park, owner. 

Parke-Hill Chemical Corp., 57 S. Sixth 
Ave., Mt. Vernon, N. Y. 

Parker Boiler Mfg. Co., Inc., Sid E., 2035 
E. 37th St., Los Angeles 11, Calif. 
Parker-Kalon Corp., 200 Varick St., New 

York 14, N. Y. 
Parks-Cramer Co., Newport St., Fitchburg, 


Mass. 
Pate Co., The, Walnut & Moore Sts., 
Darby, Pa. 


W. M. Pate, p; H. A. Sailer, vp & sm; 

R. H. Balch, gm; W. W. Gray, ce; L. D. 
DeWald, am. 

Patco Mfg. Co., 231 N. Broad St., Philadel- 
phia 6, Pa. 

P. J. Thompson, p; M. F. Moorehead, 

gm; R. A. Fetterman, sm; J. Furgeson, 


am. 
Patterson-Kelly Co., Inc., 628 Warren St., 
E. Stroudsburg, Pa. 
F. L. Patterson, Jr., p; O. J. Pedersen, 
vp; W. Wilson, am. 
Patten Co., J. V., 550 DeKalb Ave., Syca- 
more, Ill. 
D. C. Patten, p & ce; J. H. Patten, vp; 
C. A. Pearce, gm; A. R. Garman, sm & 


am. 

Payne Div., Carrier Corp., 700 Royal Oak 
Dr., Monrovia, Calif, 

Peabody Eng. Corp., 580 Fifth Ave., New 
York 36, N. Y. 

Peck, Stow & Wilcox Co., The, Southing- 
ton, Conn. 

Pecora Paint Co., Inc., 4th & Venango Sts., 
Philadelphia 40, Pa. 

Penguin Corp., 12334 Stark Rd., Livonia, 
Mich. 


Peerless Electric Co., 1401 W. Market St., 
Warren, O. 
R. Kroehle, p; S. Powers, gm; W. Cur- 
tis, sm, fan & blower; J. Kutz, sm, 
motor div.; C. Young, ce. 
Peerless Furnace & Fdry., Inc., 1853 Lud- 
low Ave., Indianapolis, Ind. 
¥F. M. Mutz, p; H. W. Mutz, vp; O. U. 
Mutz, sm. 
Peerless Heater Co., Boyertown, Pa. 
I. J. Scheckter, p & gm; R. G. Pinker- 
ton, vp, sm; H. B. Aldrich, ass’t to p, ce. 
Peerless Pump Div., Food Machinery & 
Chemical Corp., 301 West Ave., Los 
Angeles 31, Calif. 

Peerless Trailer & Truck Service, Inc., 549 
N. E. Third Ave., Portland 14, Ore. 
Penn Boiler & Burner Mfg. Corp., Fruit- 

ville Rd., Lancaster, Pa. 
A. Morrison, Jr., p, gm; J. F. Stoll, vp; 
C. M. Lane, sm; R. W. Payton (sm, Quiet 
May); A. F. Ruth, ce. 
Penn Brass & Copper Co., W. 20th & 
Powell Ave., Erie, Pa. 
Penn Controls, Inc., Goshen, Ind. 
R. S. Penn, p; E. B. Maire, vp-sls; R. H. 
Luscombe, sm; W. Few, ce; C. Morgan, 
am; G. Myers, dir. mfg. 
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Penn Transformer Corp., Bellefonte, Pa. 
Pennsylvania Furnace & Iron Co., 316 Pine 
St., Warren, Pa. 
Pentwater Machinery Co., 2300 Dwenger, 
Fort Wayne 4, Ind. 
Perfection Industries, Div. Hupp Corp., 
7609 Platt Ave., Cleveland 4, O. 
D. S. Smith, p; W. H. Haag, vp; D. G. 
Wright, gsm; A. B. MacLaren, sm; 
W.M. Day, ce; J. H. Purdum, am. 
Perfex Div. (See General Controls Co.) 
Peterson Co., B. A., 300 W. Railroad, Do- 
wagiac, Mich. 
Petro, 3170 W. 106th St., Cleveland 11, O. 
W. F. Strong, p; F. S. Hecox, vp; J. R. 
Crews, sm; R. C. Wright, ce; D. Wylie, 


am. 
Petro Oil Burner Mfg. Co., 23 Commercial 
St., Malden, Mass. 

Philadelphia Valve Co., Aramingo Ave. & 
E. Tioga St., Philadelphia 34, Pa. 
Phileo Corp., Tioga & C Sts., Philadelphia 

34, Pa. 
Piatt-Products Corp., 1149 S. Pennsylvania 
Ave., Lansing 4, Mich. 
Plant Marvel Labs., 622 W. 119th St., Chi- 
cago 28, Ill. 
Plastic Appliance Co., 5311 Westminster 
Ave., Philadelphia 31, Pa. 
Plibrico Firebrick Co., 1800 Kingsbury St., 
Chicago 14, Ill. 
Pilgrim Oil Burner Co., 471-5 Windsor St., 
Hartford, Conn. | 
Piqua Machine & Mfg. Co., Inc., 441 Col- 
lege St., Piqua, O. 
R. D. Speigle, p & gm; O. H. Treon, 
vp; H. H. Miller, sm & am; L. N. Her- 
mann, ce. 
Porcupine Boiler, 
Adams, Mass. 


Kemp Ave., North 


Portmar Boiler Co., Inc., 193 Seventh St., 


Brooklyn 15, N. Y. 
Gordon Gibbons, p; G. Robins, sm. 
Power Eqpt. Co., 6000 Paseo, Kansas City, 
Mo. 
J. Power, p, gm, am, sm & ce. 
Power Reels, Inc., 204 W. Utica St., Buf- 
falo 22, N. Y. 
Prat-Daniel Corp., Thermobloc Div., 2 
Meadow St., S. Norwalk, Conn. 
L. C. Whiton, p; C. H. Pinches, vp; 
R. S. Sharon, mgr. 
Preferred Utilities Mfg. Co., 1860 Broad- 
way, New York 23, N. Y. 
R. S. Bohn, p; J. Arden, sm, 
Premier Co., 755 Woodlawn, St. Paul 1, 
Minn. 
N. H. McRae, p; E. V. Coulter, vp & gm; 
G. Bowman, sm; C. M. Cassidy, ce. 
Premier Furnace Co., Dowagiac, Mich. 
Prentiss Wabers Products Co., 2600 Second 
St., N. Wisconsin Rapids, Wisc. 
Presbrey Refractories Corp., 600 Somerset 
Ave., Taunton, Mass. 
Preway, Inc., 1430 2nd St., N., Wisconsin 
Rapids, Wisc. 
Price Fireplace Heater & Tank Corp., 5 
Austin St., Buffalo 7, N. Y. 
H. P. Faust, p; F. S. Faust, vp. 
Primor Products, Div. Borg-Warner Corp., 
2011 W. Beecher Rd., Adrian, Mich. 
T. H. Smoot, am & sm; R. M. Herbert, 
ce; F. Gombert, gm. 
Progress Manufacturing Co., Inc., Oil Eqp. 
Div., Arthur, Ill. 
A. Martin, p; E. Fitzjarrald, vp & gm; 
O. F. Beals, sm; C. R. McDonald, ce; 
Cc. E. Arganbright, am. 
Proportioneers, Inc., 345 Harris 
Providence 1, R. I. 


Pullman Vacuum Cleaner Corp., 25 Buick 
St., Boston 15, Mass. 
S. Berns, p; R. Berns, vp; E. Green, sm; 
J. Effenscon, am; P. W. Holte, ce. 


Purolator Products, Inc., 970 New Bruns- 
wick Ave., Rahway, N. J. 


Pyle-National Co., 1334 N. Kostner Ave., 
Chicago 51, Il. 

W. C. Croft, p; C. H. Hobbs, vp-sls; 
A..G. Voelkner, ce; W. A. Wulle, am. 
Pyramid Instrument Corp., 630 Merrick 

Rd., Lynbrook, N. Y. 
S. J. Koch, p; M. Schwartz, sm; R. J. 
Feldman, ce; M. S. Lorin, am. 
Pyramid Plastics, Inc., 554 W. Polk St., 
Chicago 7, Ill. 
Pyrene Mfg. Co., 560 Belmont Ave., New- 
ark 8, N. Y. 


Ave., 
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Quaker City Iron Works, Inc., Aramingo 
Ave. & Tioga St., Philadelphia 34, Pa 

Quaker Mfg. Co., 1147 Merchandise Mar 
Chicago, Ill. : 

Quaker Rubber Corp., Div. of H. K. Porter 
Co., Inc., of Pittsburgh, Tacony & 
Comly Sts., Philadelphia 24, Pa, 

Queen Stove Works, Inc., 505 Front st. 
Albert Lea, Minn. / 

F. A. Trow, p & gm. 

Quickdraft Co., Div. of Herring-Hall-Mg;. 
vin Safe Co., 1150 S. Erie Blvd., Hamil. 
ton, O. 

Quick Furnace Co., 215 Court, Des Moines, 
Ia 


Quiet Automatic Burner Corp., 33% 
Bloomfield Ave., Newark 4, N. J, 
J. G, Kaveny, p & ce; s; J. Cudowe, am, 
base eee Mfg. Co., 46 Oliver St., Newark 
5,:.N. J. 

Joseph Longin, vp; Howard M. Spitzer 
sm; Paul Komroff, vp, engineering, 
Quiet May Div., Penn Boiler & Burner Mfg, 
Corp., Fruitville Rd., Lancaster, Pa, 

A. Morrison, Jr., p and gm; John F, Stoll, 

vp; R. Payton, sm; A, Ruth, ce, 
Quincy Stove Mfg. Co., 825 S. Front St, 
Quincy, Ill. 
J. J. Wilde, p & gm; H. D. Tow, yp, 
sm & am, 


R.C.S. Tool Sales Co., 200 Maen Ave., Jo- 
liet, Ill. 

Thomas Sweeney, p & sm. 

Rackliffe Oil Co., 114 Franklin Sq:, New 
Britain, Conn. 

Radex Corp., 2076 Elston Ave., Chicago 14, 
Til. 

R. R. Cook, p & sm; G. Seil, ce. 

Radiant-Aire Corp., Michigan City, Ind. 

W. F. Shaughnessy, p, sm & am; N. E. 
Whitney, gm & ce. 

Radiant-Ray Radiation, Inc., P. O. Box 64, 

Newington, Conn. 
W. R. Becher, p. 

Radiant Utilities Corp., 8817 18th Ave, 
Brooklyn 14, N. Y. 

A. A. Marcus, p, gm; J. S. Goldberg, vp 
&s; G. Hollander, ce. 

Radiation Furnace Corp., 230 Bond, Benton 

Harbor, Mich. 
S. Volk, p, t & ce. 

Radiator Specialty Co., 1700 Dowd Rd, 
Charlotte 1, N. C. 

I. D. Blumenthal, p; D. Hoffman, sm. 
Radio Corp. of America, Commercial Elec 
tronic Products, Camden 2, N. J. 

R. DuBois, sm communications; Paul A. 

Greenmeyer, am. 

Rajah Co., The, 35 Verona Ave., Newark 4, 
N. J. 

W. Kelly, gm. 

Ralph Mfg. Co., Walworth, O. 

Ramset Fastening System Winchester 
Western Division, Olin Mathieson 
Chemical Corporation, 12117 Berea 
Road, Cleveland 11, Ohio. 


W. R. Kelty, gm; Clarke Tryon, sm; 


C. J. DeCaro, ce; James J. Clarke, am. 
Ramtite Corp., Div. S. Obermayer ©, 
2563 W. 18th St., Chicago, Ill. 
Randall Graphite Bearings, Inc., 1000 s. 

Greenlawn Ave., Lima, O. 

Raparound Div., Pilgrim Industries, 1 
Boylston Pl., Brookline 46, Mass. 

Ray Oil Burner Co., 1301 San Jose Ave., 
San Francisco 12, Calif. ; 

R. C. Westover, p; J. J. Rudden, vp 
R. A. Rothe, vp; J. C. Draper, sm; R. 
Plass, ce; S. Freber, am. Cos 

Ray field-Staffco ——— Co., 2066 S. 
port, Chicago 8, Ill. 

F. Ravnsbeck, p & ce & gm; S. E. af 
lar, vp; E. A. Freudiger, vp & am; * 
Ravnsbeck, Jr., sm. Rd 

Reading Brass Co., 37 W. Carlton * 
Hilldale, Mich. New 

Reading Tube Corp., 350 5th Ave., 
York 1, N. Y. 

Ready-Crete Co., 1936 S. Allis, Milwaukee, 
Wisc. 

Rector Well Eqpt. Co., Inc., Rectorses 
Div,, 2215 Commerce St., . Houston 
Tex. wise 

Red Triangle Heater Co., Wausau, ‘ 
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Red Wing Oil Burner Co., Inc., 12 Forest 
St., Medford 55, Mass. 
1 H. Yarin, p & ce; W. D. Bishop, vp; 
Pp. Urnetta, gm; J. Hill, sm; P. D. 
urphy, am. 
, mee Co., Ine., Owosso, Mich. 
J. W. Tweedy, p & gm; B. J. Farrell, 
gsm; M. J. Koenig, adv & mkt res; J. 
Howes, dir of eng. 
Reeves Steel & Mfg. Co., 137 Iron Ave., 
Dover, O. 
Refeo Mfg. Co., 1042 Central Industrial 
Drive, St. Louis 10, Mo. 
T, B. Hall, p; A. D. Leisner, vp. 
Reflectal Corp. sub. of Borg-Warner Corp., 
310 S. Michigan Ave., Chicago 4, Ill. 
R. B. Crean, p; R. G. Nordstrom, vp & 
gm; S. A. Helffrich, am. 
Refractory & Insulation Corp., 120 Wall 
St., New York 5, N. Y. 
H. N. Clark, p; F. Christenson, vp; R. T. 
Hegeman, sm & am. 
Refractory Specialty Co., 2200 Washington 
Ave., Philadelphia 46, Pa. 
Refrig. Appliances, Inc., 923 W. Lake St., 
Chicago 7, Ill. 
Refrig. Economics Co., Inc., 1231 Tuscara- 
was St., E., Canton 2, O. 

Refrigeration Engineering, Inc., 7250 E. 
Slauson Ave., Los Angeles 22, Calif. 
Rega Mfg. Co., 99 Mt. Hope Ave., Roches- 

ter 20, N. Y. 
H. F. Warzyniak, p; W. J. Navik, ce. 
Reif-Rexoil, Inc., 37 Carroll St., Buffalo 3, 
N. Y. 
&, Sanderson, p; J. Brockway, sm. 
Reliance Automatic Lighting Co., 1927 
Mead St., Racine, Wisc. 
D. F. Flegel, gm. 
Reliance Products Corp., 309 N. E. Davis 
St., Portland 14, Ore. 
Reliance Tubular Products Co., 9112 St. 
Clair Ave., Cleveland 8, O. 
Remco, Inc., Monumental Ave. & B.&O. 
R. R., Lansdowne, Baltimore 27, Md. 
M. E. Michel, p; J. V. Michel, vp; B. B. 
Macintire, gm, ce; R. L. Woolf, Jr., sm. 
“a Corp., Willey Street, Auburn, 


H. L. Laube, p; M. M. Watkins, vp; 
A. E. Reiss, ce. 

Remington Rand, Inc., Div. of Sperry 
Rand Corp., 315 Fourth Ave., New 
York 10, N. Y. 

J, H. Rand, p; H. W. Widdoes, vp, gen 
sm; S. H. Ensinger, vp & am. 

Rempe Oo., 340 N. Sacramento Blvd., Chi- 
cago 12, Ill. A. G. Vogel, am, sm. 

Rennenburg & Sons Co., Edward, 2639 Bos- 
ton St., Baltimore 24, Md. 

Reo Motors, Inc., 1331 S. Washington, Lan- 
sing, Mich. 

Republic & General Heating Products, 7426 
State Rd., Philadelphia 36, Pa. 

Republic Flow Meters Co., 2240 W. Diver- 
sey Pkwy., Chicago 47, IIl. 

Republic Products Co., 7420 State Rd., 
Philadelphia 36, Pa. 

W. H. Bunten, p. 
h Products Corp., 1015 E. Washing- 
ton Ave., Madison 10, Wis. 
R. E. Onstad, p; A. W. Brown, vp & 
8m; H. Elwell, vp-prod, C. B. Rowe, vp 
ne J. G. Schutz, am. 
cor, 251 Edwards, Car entersville, Il. 
a” Kochevar, J. H. Reichwein, part- 

Revere Copper & Brass, Inc., 230 Park 

Ave., New York sy aes Se 
C. A. Macfie, p; R. P. Winberg, vp & gen 
sm; W. T. Bertier, ce: N. A. Schuele, 


am, 
Rex Clay Products Co., The, 14414 Dexter 
Blvd., Detroit 6, Mich. 
n P. Rex, Jr., vp. 
Bheem Mfg. Co., 7600 S. Kedzie Ave., Chi- 
cago 29, Ill, 
. J, Heinis, gm; A. F. Cassidy, htg. sm. 
Bhode Island Fittings Co., 355 Dexter St., 
Providence, R. 1. 
nd Eng. Co., Inc., P. 
Rlehmona, Ag c., O. Box 2AC, 
» W. Farley, Jr., p: E. S, Farley, v 
Pe &t; J. S. Lough, ce. hii 
mond Radiator Co., Box 111, Me- 
tuchen, N. J. 
. J. Hall, p; M. H. Temple, vp; G. B. 
Ria less, Jr., am. 
8¢ Tool Co., 400 Clark St., Elyria, O. 





Ring Valve Co., Holtsville, N. Y. 
W. Ring, owner. 

Rittling Corp., The, Rittling Bldg., Buffalo 
S, We: :¥. 

Ro-An Mfg. Co., 970 Fulton St., Farming- 
dale, N. Y. 

Roberts Co., S. R., Box 1, Marshall, Mich. 

Roberts-Gordon Appliance Corp., 44 Cen- 
tral Ave., Buffalo 6, N. Y. 

W. S. Gordon, Jr., p; W. E. Davis, vp, 
sm & am, 

Robertshaw-Fulton Controls Co., Fulton 
Sylphon Div., Box 400, Knoxville, 
Tenn. 

Robot Auto Heat Corp., Newfield St., Mid- 
dletown 2, Conn. 

G. Guite, p; W. Christians, vp; A. C. 
Jensen, gm. 

Rochester Mfg. Co., Inc., 100 Rockwood 
St., Rochester 10, N. Y. 

Cc. L. Hastings, vp; A. H. Ottman, p & 
gm; R. Morgan, ce; D. McEwen, sm; W. 
Chase, am. 

Rock Island Register Co., 2435 Fifth Ave., 
Rock Island, Ill. 

Rockford Brass Works, 700 S. Main, Rock- 
ford, Ill. 

D. R. Owen, p; M. J. Honl, vp; H. P. 
Egan, sm. 

Rockwell Mfg. Co., 400 N. Lexington Ave., 
Pittsburgh, Pa. 

Rockwell Co., W. S., 200 Elliot St., Fair- 
field, Conn. 

Romac Industries, Inc., 1210-26 S. Front 
St., Camden, N. J. 

T. O. Marini, p & gm; O. Roberts, vp; 
L. G. Marini, sm; C. Coolidge, am; 
M. F. Boucher, ce. 

Rome-Turney Radiator Co., Canal St., 
Rome, N. Y. 

Ronci Machine Co., 2 Atlantic Blvd., Cen- 
tredale 11, R. I. 

Roper Corp., George D., 222 Blackhawk 
Park Ave., Rockford, Ill. 

S. H. Hobson, p; F. R. Dickerson, vp & 
gm; J. M. Hoskinson, sm; J. A. Al- 
bright, ce; R. F. Corrigan, am. 

Rossoe Mfg. Co., 413 Fairview Ave. North, 
Seattle 9, Wash. 

O. C. Rossoe, p: W. G. Warrington, vp 
& gm; A. Cooperstein, ass’t mgr. 

Round Oak Co., Inc. of Ind., 105 Spaulding 
St., Dowagiac, Mich. 

Russell Co., F. F., 1100 Chestnut Ave., 
Cleveland 1, O. 

Russo, Inc., Thomas D., 75 Bradeen S&t., 
Boston 31, Mass. 

Rybolt Heater Co., The, 615 Miller St., 
Ashland, O. . 

T. M. Rybolt, p; C. E. Rybolt, Jr., vp; 
Cc. J. Stewart, vp; W. R. Stiles, ce; J. P. 
Gapstur, am. 


a 


S-K Co., Inc., Admiral Wilson Blvd., Cam- 
den, N. J. 
8.0.8. Products Co., Inc., 282 Nassau Ave., 
Brooklyn 22, N. Y. 
I. Pryor, sm. 
Safety Blue Flame Oil Burner Mfg. Co., 
957 Main St., Stockton, Mass. 
Safety Products Co., 975 Main St., Brock- 
ton, Mass. 
Saginaw Salt Products Co., 3000 Carrollton 
Rd., Saginaw, Mich. 
A. E, Schaefer, p & sm; E. E. Schaefer, 
vp & am. 
St. Louis Furnace Mfg. Co., 2700 N. 25th 
St., St. Louis, Mo. 
Salina Metal Products Co., Box 367, 9th & 
Bishop, Salina, Kan. 
Salisbury Tank & Steel Co., 68 Water St., 
Newburyport, Mass. 
Sall Mountain Co., Rockdale Lane, Hamil- 
ton, Ohio. 
Sam-Bee Oil Burner Co., 510 E. Victoria 
St., S. Bend 14, Ind. 
Sandberg Mfg. Co., 3850 N. W. Yeon Ave., 
Portland 10, Ore. 
Sanders Chemical Co., 2205-09 N. American 
St., Philadelphia, Pa. 
San-Equip, Inc., E. Brighton & Glen Aves., 
Syracuse, N. Y. ° 
San Gabriel Boiler Mfg. Co., 330% S. Del 
Mar, San Gabriel, Calif. 


BUYER'S GUIDE & INDUSTRY DIRECTORY 


H. Herrmann, p; J. Cole, vp; C. Herr- 
mann, Jr., gm & sm; J. Akin, ce; P. 
Anderson, am, 
Sarco Co., Inc., 350 Fifth Ave., New York 
.. Wy 


Scaife Company, 26 Ann St., Oakmont, Pa. 
A. V. Murray, p; C. E. Ford, vp; C. E. 
Johnson, vp; T. A. Crawford, vp; E. S. 
Sedlachek & W. J. Chappell, sm’s; S. T. 
Ramey, am. f 

Schaefer Brush Mfg. Co., Inc., 117 W. 

Walker St., Milwaukee 4, Wisc. 
O. L. Schaefer, p, sm & am; D. E. 
Schaefer, vp; E. H. Schaefer, gm. 
Schaible Co., 1086 Summer St., Cincinnati, 
Oo 


Schaub Eng. Co., Inc., Fred H., 2110 S. 
Marshall Blvd., Chicago 23, Ill. 
Schecter Bros. Co., Corner Hancock & 
Huntington Sts., Philadelphia 22, Pa. 
Schemenauer Mfg. Co., Holland, O. 
Scheu Products Co., Upland, Calif. 
W. L. Scheu, p; J. W. Walsh, sm. 
Schill Mfg. Co., 302 Mansfield St., Crest- 
line, O. 
Schlitt & Son, Inc., Joseph A., 147-149 
Clarke Ave., Jersey City 4, N. J. 
E. F. Schlitt, p; J. A. Schlitt, vp. 
Schirmer Div., The Wayne Pump Co., 1719 
E. 39th St., Cleveland 14, O. 
Schnacke, Inc., 1101 N. Governor St., 
Evansville, Ind. 
F.. C. Schnacke, p & gm. 
Schoenberger Co., The W. J., 8810 Harvard 
Ave., Cleveland 5, O. 
Schurs Oil Burner Co., 8500 Zamore Ave., 
Los Angeles 1, Calif. 
B. C. Berg, p; M. Johnson, se. 
Scientific Boiler Water Conditioning Co., 
1541 Lenape Rd., Linden, N. J. 
H. Parker, proprietor. 
Scott-Newcomb, Div. Barber Gas Burner 
Co., 3702-04 Superior Ave., Cleveland 14, 
O 


D. E. Keller, p; W. H. Thompson, vp; 
D. Daniels,s, sm, am; W. Hayden Thomp- 
son, gen mer. 
Seovill Mfg. Co., 99 Mill St., Waterbury 20, 
Conn. 
R. H. Whipple, sm. 
Scully Signal Co., 174 Green St., Melrose 
76, Mass. 
F. P. Scully, Sr., p; C. A. Goddard, vp- 
sales; W. G. Rowell, electronic eng. 
S-Del Co., The, Lincoln Hgwy., Berwyn, 


Pa. 
Seeger-Williams, Inc., 4 Norman St., 
Bridgeport 5, Conn. 

Seidelhuber Iron & Brass Works, Inc., 3693 
Durvarmsh Ave., Seattle 4, Wash. 
Seifert Mfg. Co., 130 Ford Ave., Highland 

Park 3, Mich. 
D. Seifert, p, gm, sm, am, ce. 
Selectrol Eng. Co., 2030 McDonald Ave., 
Brooklyn 23, N. Y. 
Benjamin Galumbeck, p. 
Sellers Eng., 4874-76 N. Clark St., Chicago, 
Til. 
Sequoia Mfg. Co., 1000 Britain Ave., San 
Carlos, Calif. 
Servel, Ine., 119 N. Morton Ave., Evansville 
20, Ind. 
Anthony J. DeFino, vp, sm. 
Shadyside Fdry., Box 507, Martin’s Ferry, 
Oo 


G. M. Johnson, owner. 
Shana Mfg. Co., Inc., 188 W. Randolph St., 
Chicago 1, Ill. 
H, Schaffer, p. 
Shand & Jurs Co., 2630 8th St., Berkeley 
10, Calif. 
Sharpsville Steel Fabricators, Inc., Sixth & 
Main Sts., Sharpsville, Pa. 
Sheffield Bronze Paint Corp., 17814 Water- 
loo Rd., Cleveland 19, O. 
Shell Chemical Corp., 50 W. 50th St., New 
York, N. Y. ' 
Shenago Refractories, Div. of Shenago 
China Co., Box 120, New Castle, Pa. 
G. B. Zahniser, p; W. S. Emley, vp; 
A. W. Phillips, sm; C. Hunt, am. 
Shepard Heater Co., Inc., 951 Sycamore 
St., Terre Haute, Ind. 
B. C. Jett, p; R. J. McPeak, vp; E. 
Webb, am. 
Sherb, Inc., Warren J., 342 Madison Ave., 
New York 17, N. Y. 
Siebring Mfg. Co., Box 527, George, Ia. 
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Siegler Corp., The, Wilson Ave., Centralia, 
Il. 


J. G. Brooks, p; W. G. Ullman, vp; 
B. F. Ostergren, sm; R. Miller, am; 
A. Krausz, ce. 

Siemon Mfg. Co., 1203 Main St., Grand- 
view, Mo. 

Cc. D. Jones, p; M. J. Murray, vp & sm; 
R. W. Brown, ce. 

Sigwald Eng. Co., 2937 Fourth Ave., S., 
Minneapolis 8, Minn. 

Silent-Flame Mfg. Co., Inc., 80725 Zerega 
Ave., New York 71, N. Y. 

Silent Glow Oil Burner Corp., 850 Windsor 
St., Hartford 6, Conn. 

R. M. Sherman, p. 

Silent Sioux Corp., 208-212 W. College 
Ave., Orange City, Ia. 

Silver Heat Oil Burner Co., 1010 S. 60th 
St., W. Philadelphia 43, Pa. 

Simplex Heater Control Co., 879 Laurel St., 
St. Paul 4, Minn. 

Simplex Mfg. Co., 198-206 N. Main St.. 
Fond du Lac, Wisc. 

Simplex Oil Heating Corp., 7901 Oxford 
Ave., Philadelphia 1, Pa. 

J. E, Finegan, p; E. W. Swiegart, vp. 

Simpson Electric Co., 5200 W. Kinzie St., 
Chicago 44, III. 

W. E. Carroll, p; J. Whiteside, vp & 
gm; M. O. Byehring, sm & am; W. 
Coon, ce, 

Skidmore Corp., P. O. Box 309, St. Joseph, 
Mich. 

Skinner Chuck Co., Edgewood Ave., New 
Britain, Conn. 

Skinner Co., M. B., Sample St., South 
Bend, Ind. 

Skinner Heating & Ventilating Co., Inc., 
Div. of St. Louis Blow Pipe & Heater, 
Inc., 1954 N. Ninth St., St. Louis 6, Mo. 

Skuttle Mfg. Co., 140 Summit St., Milford, 
Mich, 

R. W. Geisler, p. 

Slant-Fin Radiator Corp., 87-49 130th St., 
Richmond Hill, N. Y. 

M. Dubin, p; I. Turinsky, vp & ce; 
M. M. Brooks, gm; A. Buschel, sm & 
am. 

Small Motors, Inc., 2076 Elston Ave., Chi- 
cago 14, Ill. 

R. R. Cook, p & sm; B. F. Herbert, gm; 
E. Wagner, ce. 

Smith, A. O. Corp., Permaglas Div., Kan- 
kakee, IIl. 

L. B. Smith, p; C. L. Hewitt, Jr., mgr 
H & AC sales; J. S. Robinson, sm htg 
equip; K. E, Lofgren, am. 

Smith Co., H. B., The, 57 Main St., West- 
field, ‘Mass. 

S. K. Smith, Chrm., F. A. Ferguson, p; 
G. W. Roraback, vp; J. E. Reed, sm & 
am; L. E. Seeley, vp-eng. 

Smith Co., J. B., 3327 B St., Philadelphia 
34, Pa. 

Smith Agricultural Chemical Co., 618 N. 
Champion Ave., Columbus, O. 


Smith Equipment & Supply Co., 1615 N. 
Central Ave., Chicago 39, IIl. 

A. H. Smith, p, am & sm; W. T. Du- 
Brock, vp & gm; G. V. Transier, ce. 

Smith’s Heating, Inc., Park Ave., Kinston, 
N. C. 

Smith Twin Tubular Boiler Co., Inc., State 
Rd. & Cottman St., Philadelphia 35, 
Pa. 

C. E. Woolston, p & ce; H. G. Smith, 
sm; F. V. Marsico, gm. 

Snappy, Inc., 620 W. Main, Detroit Lakes, 
Minn. 

L. E. Anderson, p & gm; H. F. St. 
Marie, vp. 
Snyder Co., The, Massillon, O. 


Sonoco Products Co., Construction Prod- 
ucts Div., Hartsville, S. C. 
J. L. Coker, p; C.. W. Coker, ex-vp; 
R. G. Coker, ce; C. H. Campbell, vp, 
sales; J. Reagan, am. 
Soreng Div., Controls Corp. of America, 
9555 Soreng Ave., Schiller Park, IL. 
Roy W. Johnson, ch, m; L, Putze, p; G. 
Calkins, vp, sales; G. Becker, gm; P, F. 
Neess, sm, htg. & air cond. div.; D. 
Strathearn, ce; P. Bain, am, 
Sorenson-Vana Corp., 2306 North St., 
Omaha, Nebr. 


Souther Iron Co., E, E., 1952 Kienlen Ave., 
St. Louis 20, Mo. 


Co 
a 


Southern Heater Co., 133 W. Palmer, 
Compton, Calif. 

Southern Tank & Mfg. Co., 1501 Haynes 
Ave., Owensboro, Ky. 

Span Brass Mfg. Co., 601 Wilmont St., 
Otsego, Mich. 

F. Burge, p & gm; H. Brewer, vp & ce; 
D. Hicks, sm & am. 

Spark Stove Co., Inc., 2619 E. 12th St., 
Oakland 1, Calif. 

Sparkler Mfg. Co., Mundelein, IIl. 

Specialty Products Co., Inc., 3725 Monitor 
Ave., Minneapolis, Minn. 

Specialty Sheet Metal Mfg. Co., 2425 W. 
14th St., Chicago, Ill. 

Specialty Transformer Dept., Gen. Elec- 
tric Co., 1635 Broadway, Ft. Wayne, 
Ind. 

Spencer Heater, Lycoming Div., 652 Oliver 
St., Williamsport, Pa. 

S. B. Withington, p; C. W. Shaffer, sm. 

Spencer Thermostat Div., Metals & Con- 
trols Corp., 34 Forest St., Attleboro, 
Mass. 

Spi-Rol-Fin Corp., 133 Greenwood Ave., 
Pequannock, N. J. 

F. R. Attwood, p; N. Driscoll, ce; P. 
Orr, am. 

Sprague Electric Co., North Adams, Mass. 

Springfield Boiler Co., 1901 E. Capitol Ave., 
Springfield, Ill. 

Square D Co., 4041 N. Richards St., Mil- 
waukee 12, Wisc. 

Staffco Eng. Co. (See Rayfield-Staffco Co.) 

Stahl Metal Products, Inc., 3490 W. 140th 
St., Cleveland 11, O. 

Stainless Steel Products Co., 1000 Berry 
Ave., St. Paul 4, Minn. 

Standard Automatic Burner Div., Allied 
Federal Industries, 21-23 Broad St., 
Newark, N. J. 

H. D. Steinmark, p & ce; S. R. Stein- 
mark, gm. 

Standard Heating Eqpt. Co., 1406 E. Fourth 
St., Waterloo, Ia. 

J. E. Hacker, p; Mrs. J. Hacker, vp; K. 
Asa, gm; R. Brown, sm. 

Standard Railway Fuse Corp., Signal Flare 
Div., P. O. Box 30, Needham Hgts. 94, 
Mass. 

Standard Register Co., The, 626 Albany St., 
Dayton 1, O. 

Standard Utilities Corp., 47 Stanton St., 
Newark 5, N. J. 

Staples & -Pfeiffer, 528 Bryant St., San 
Francisco 7, Calif. 

D. J. Staples, p & gm; M. J. Staples, 
vp; C. J. Kinnison, ce. 

Stedco Products, 71 Lehigh St., Wilkes- 
Barre, Pa. 

L. F. Steadle, gm; Erna Steadle, am. 

Steel City Furnace Corp., Hoeveler & R. R. 
Sts., Springdale, Pa. 

Steel Tank & Sheet Metal Fabricators, 
Inc., 1135 W. 36th St., Chicago 9, Til. 
Steel Products, Inc., 105 Water St., W. 

Haven, Conn. 

Stedt Hydraulic Crane Co., 15 Boylston PI., 
Brookline 46, Mass. 

Steinen Mfg. Co., Wm., 43 Bruen St., New- 
ark 5, N. J. 

W. Steinen, p: C. HH. Jung, Jr., vp; 
J. Tankel, gm; R. Hundley, sm; C. Koch, 
ce; R. Reid, am. 

Sterling Air Conditioning Corp., 354 W. 
Main Ave., Gastonia, N. C. 

Sterling, Inc., 3738 N. Holton St., Milwau- 
kee, Wisc. 

Sterling Radiator Co., Inc., 260 N. Elm 
St., Westfield, Mass. 

Sterling Water Treatment Co., The, 1920 
W. 77th St., Cleveland 2, O. 

M. D. Stetson Company, 64 E. Brookline 
St., Boston 10, Mass. 

R. F. Stetson, p; M. Stetson, sm & am. 

Stewart Oil Burner Co., 218 Franklin St., 
Hanover, Pa. 

Stewart-Hall Chemical Corp., P. O. Box 66, 
Fleetwood, Mt. Vernon, N. Y. 

L. D. Miller, p & gm; H. H. Hassell, 
sm & am. 

Stout & Sons, David, 7014 Manchester 
Blvd., St. Louis 17, Mo. 

Stow Mfg. Co., 708 Shear St., Binghamton, 
N. Y. 


Strong, Carlisle & Hammond Co., 1392 W. 
3d St., Cleveland 13, O. 

Struthers Wells Corp., Iron Works Div., 
Titusville, Pa. 





Stueck, Inc., W. Whitney, Old Saybrook, 
Conn. 
W. W. Stueck, p. 
Sturtevant Div., Westinghouse 
Corp., Boston, Mass. 
Stutzman Oil Burner Co., 27 Albert Aye. 
Aldan, Pa. 4 
A. A. Stutzman, p. 
Sudbury Laboratory, Dutton Rd., §. guq. 
bury, Mass. 
H. J. Atkinson, dir; E. M. Mason, am. 
Sunbeam Air Conditioner Div., American. 
Standard, 40 W. 40 St., New York, 
1 a 
T. A. McNeil, p; H. E. Rossell, Jr., sm, 
Sunbeam Oil Burner Mfg. Corp, 1455 
Blondell Ave., Bronx 61, N. Y. 
Sunderman Mfg. Co., 1426 B. Ave., Sioux 
> Falls, 8S. .D. 
H. L. Sunderman, p. 
Sundstrand Eng. Co., 1325 Seventh §¢,, 
Rockford, Ill. 
R. H. Gustafson, p & sm. 
Sundstrand Hydraulic Div., 2210 Harrison 
Ave., Rockford, Ill. 
B. F. Olsen, p; L. H. Schuette, vp; A. 
Swenson, gm; C. Lang, sm; F. Carlson, 
ce. 
Sun-Ray Burner Mfg. Corp., 139-24 Queens 
Blvd., Jamaica 35, N. Y. 
G. M. Marin, p; A. Metzger, gm; A 
Luft, ce. 
Sunshine Chemical Co., Inc., John, 600 W. 
Lake St., Chicago 6, IIl. 

D. O. Sunshine, p; E. Sieber, vp; M., La- 
Vita, ce; J. Sunshine, gm, sm & am. 
Super Lawn Corp., 355 Clinton Pl., New- 

ark 8, N. J. 
Super Oil Heater Co., 942 New Britain 
Ave., Hartford, Conn. 

Superior Combustion Industries, Inc., 14% 
Broadway, New York 18, N. Y, 
Superior Furnace & Mfg. ©o., 322 Hamil- 

ton Ave., Plymouth, Mich. 
Sure Heat Stove Co., Inc., Box 215, Plano, 
Tex. 
Surface Combustion Corp., 400 Dublin Ave., 
Columbus 16, O. 
R. A. Bell, gm; H. C. Gurney, sm Janitrol 
Div. 
Sussex Nozzle Co., 358 Sussex Ave., Mor- 
ristown, N. J. 
Sutton Corp., O. A. 1812 W. Second St., 
Wichita 2, Kan. 
Swett Bros., Inc., see Du-Pac, Inc. 
Synchronous Flame, Inc., Walworth, Wisc. 
Cc. E. Stevens, Jr., p & gm. 
Syncromatic Corp., 1141 10th St., Water- 
town 9, Wisc. 
R. C. Jaye, p; H. M. Stillman, vp & sm; 
J. ¥.: Wirtz, ..ce. 
Syntron Co., 271 Lexington, Homer City, 
Pa. 
Cc. S. Weyandt, p; D. G. Black, vps; 
L. R. Morgan, am, 


Electric 


quelli 


Taco Heaters, Inc., 1160 Cranston St., 
Cranston 9, R. I. 
J. H. White, p & gm; J. R. Murphy, 
vps: R. Loeb, s; R. H. Chaffee, sm, 
R. T. Schoerner, ce, htg exec; H. Spring, 
htg splelts; J. Balter, am. 
Tal Bender, Inc., 417 N. Walter, Milwau- 
kee, Wisc. 
Tankit Co., 174 Goldsmith Ave., Newark 8, 
N. J 


A. Yurdin, sm; S. Yurdin, am. 
Taylor Instrument Co., 95 Ames St. 
Rochester 1, N. Y. 
Techniflex Mfg. Co., Inc., 55 Jersey Ave 
Port Jervis, N. Y. "7 
N. A. Gaboriault, p; A. Brothman, ’ r 
P. W. Terry, gm; A. Woolsey, sm; » 
Lidz, ce; Mrs. H. Grathwohl, am. 
Technical Filter Co., 2719 S. Poplar Ave» 
Chicago 8, Il. 
R. E. Cooper, owner. 
Tecumseh Products Co., Tecumseh, 
A. Russell, am, 
Teesdale Co., The R. S., 2830 weer 
St., S.E., Grand Rapids 6, Mich. 
R. S. Teesdale, owner. nde 
Terre Haute Boiler Works Co., 1140 
ford St., Terre Haute, Ind. 


Mich. 
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Thateher Furnace Co., The, Center St., 
Garwood, N. J. 

c. Sahler, p; R. Cook, vp, sales; W. 
Kihn, vp, production; F. Cowell, gm; M. 
peard, sm; H. Gibbard, ce. 

Therm Gas Generator Co., Inc., 2105 West- 
Lake Ave., Seattle 1, Wash. 

A. J. Johnson, gm & sm; J. Smith, am. 

Therma Products Co., Inc., 33 Bradston 
St., Boston 18, Mass. 

Thermal Research Products Co., Sparks, 

d. 

Po 3 Laboratories, Johnson Rd., Michi- 
gan City, Ind. 

Thermo-Base Div., Gerwin Industries, 214 
Spring St., Michigan City, Ind. 

Albert Yeager, ae BA mein =. - 

oc Div., ra anie i 

meatier St., S. Norwalk, Coan ‘ 

Thermolok Mfg. Corp., Inc., 541 Rogers 
Ave., Brooklyn 25, N. Y. 

T, Stiler, p; M. Stiler, vp; D. Halberg, 


sm. 
Thermo-Products, Inc., North Judson, Ind. 
M. R. Cunningham, secr. 

Thrush & Co., H. A., W. 8th St., at N. 
Jefferson St., Peru, Ind. 

H. A. Thrush, p; P. F. Thompson, exec 
vp, t & gm; G. H. Fox, sm; E. D. No- 
land, ce. 

Tilden Tool Mfg. Co., 6657 N. Clark, Chi- 
cago 26, Ill. 

Timken Silent Automatic Div., see Scaife 
Co. 

Titus Mfg. Corp., Waterloo, Ia. 

D. L. Titus, p: R. W. Titus, vp; E. J. 
Coates, gm: E. F. Averill, ce; J. D. 
Davis, am; J. S. Smith, sm. 

Titusville Iron Works Div., Struthers Wells 
Corp., S. Franklin St., Titusville, Pa. 

J. T. Dillon, p; H. W. Conarro, vp; 
A. E. Jennings & D. S. Penning, sm; 
A. W. Burnite, ce. 

Tjernlund Mfg. Co., The, 2140 Kasota Ave., 
St. Paul 14, Minn. 

E. J. Tjernlund, p & ce; E. A. Olson, 
vp; R. L. Tjernlund, am & ce; R. O. 
Nelson, sm & vp. 

Todd Shipyards Corp., Products Div., Co- 
lumbia & Halleck Sts., Brooklyn 31, 
NY. 

J. Hoag, Jr., p. 

Tokheim Corp., 1602 Wabash Ave., Fort 
Wayne, Ind. 

E. 8. Higginbotham, p: J. M. Hugue- 
nard, vp-sales; A. C. Richard, gm, gen 
products div; L. R. Frazier, sm, gen 
pump div; O. Scheurer, ce. 

Toledo Heater Co., 25 S. St. Clair St., To- 
ledo 4, O. 


Toridheet Div., Cleveland Steel Products 
ag 16025 Brookpark Rd., Cleveland 
W. J. Smith, Sr., p & gm: R. J. Lucas, 
vp; C. H. Strack, sm; L. F. Dienst, am; 
H. L, Finley, ce. 
Tork Clock Co., Inc., 1 Grove St., Mt. Ver- 
om ‘. i 
» J, White, p; H. F. Zuba, vp-eng; 
D, J. White, sm & am. 
Torrington Mfg. Co., 70 Franklin St., Tor- 
Tington, Conn. 
Pal Gagarin, p; D. B. Robinson, 


Tower Mfg. Corp., 222 Summer St., Boston, 
Mass. 


Trageser Copper Works, Inc., 5000 Grand 
Ave., Maspeth 78, N. Y. 


Trailmobile, Inc., 31st and Robertson, Cin- 
cinnati 9, O. 


Trane Co., The, Second & Cameron Ave., 
LaCrosse, Wisc. 


po, Cline, sm; T. J. Hancock, vp of 


Trent, Ine., 201-299 Ley P 
. hi, 4 i é be 4 - 
adel f er ngton Ave : hil 


ee , Tube Co. (Subsidiary of Crucible 
, ms Co. of America), East Troy, Wis. 
' aa P; W. C. Christianson, sm; 
pth umm, am; H. J. Bowman, weld 
Trenton 
eating Mfg. Co., 2834 Fifth St. 
Trenton, Mich. : 


Triad Product 
8 Corp., 5121 N. . 
: Chicago oy Pp Clark St., 
» 4. Gleaslen, p: J. Hawkins, vp; S. 
» 8M; L. N. Janis, a. dir. 


Triangle Tank Div., Inc., 245 Russell St., 
Brooklyn 22, N. Y. 
Triangle Tube & Specialty Co., Lucaston, 
RFD 2, Berlin, N. J. 
Trico Baseboard Heating Corp., 222 Lake- 
side Ave., Pompton Lakes, N. J. 
Daniel Citro, p. 
Trion, Inec., 1000 Island Ave., McKees 
Rocks, Pa. 
E. W. Meyers, p; G. Landgraf, vp eng; 
N. F. Eichelsbacher, vp & gm; E. R. 
Fry, ce; R. H. Maloy, am; W. R. Mur- 
dock, sm. 
Tri-Saw Corp., 2207 Hanley Industrial Ct., 
St. Louis 17, Mo. 
Tri-State Heating, Inc., 620 W. Main. De- 
troit Lakes, Minn. 
Triplex Heating Specialty Co., 248 N. 
Grant St., Peru, Ind. 
Truckstell Co., Union Commerce Bldg., 
Cleveland, O. 
Tru-Heet Co., 532 Miller Ave., Trenton, 
WN. .d.: 
Tubing Appliance Co., Inc., 10321 Anza 
Ave., Los Angeles 45, Calif. 
Tucker & Sons Mfg., 48th & Pacific Ave., 
Tacoma 8, Wash. 
Turbo-Ray, Inc., 31 Winthrop Ave., New 
Rochelle, N. Y. 
Turb-O-Tube Furnace, Inc., 204 Rhode Is- 
land St., Buffalo 13, N. Y. 
Tuttle & Bailey, Div. of Allied Thermal 
Corp., Corbin Ave., New Britain, Conn. 
S. Hart, p; N. P. Cooley II, vp; G. Cope- 
land, vp; R. S. Rickabaugh, sm; R. D. 
Tutt, ce. 
Tuthill Pump Co., 939 E. 95th St., Chicago 
19, Til. 
James G. Tuthill, p; Jack Young, sm of 
pump Div. 
Twin Control Burner Mfg. Co., 3240 Barker 
Ave., New York 67, N. Y. 
Typhoon Air Conditioning Co., Div. of 
Hupp Corp., 505 Carroll St., Brooklyn 
15. N..%; 
J. F. Dailey, chairman of board; D. V. 
Petrone, p; M. E. Mooney, vp & sm; 
M. M. Kabili, ce & vp of mfg; S. B. 
Stone, dir a; E. L. Garfield, t. 


ahoaliibiiion 


Ultra Metal Utilities Corp., 27-07 Astoria 
Blvd., Long Island City 2, N. Y. 
R. Schleeweiss, p, sm; F. Giannattaseo, 


vp. 

Ultrasonic Corp., 640 Memorial Drive, 
Cambridge 39, Mass. 

Underwood Corp., 1 Park Ave., New York 
16, N. Y. 

Unifilter Co., 29845 W. 13-Mi. Rd., Farm- 
ington, Mich. 

A. D. Redner, gm; Mrs. G. Redner, sm; 
R. A. Redner, ce; R. P. Redner, design 
eng. 

Unimatic Corp., Sherwood Lane, Caldwell 
Township, N. J. 

R. J. Bottoni, Sr., p & ce; R. J. Bottoni, 
Jr., vp & am. 

Union Asbestos and Rubber Co., 322 S. 
Michigan Ave., Chicago 4, IIl. 

E. E. Hokin, p; J. H. Balch, vp; L. 
Kramer, sm; G. A. Sykes, ce. 

Union Electric & Mfg. Co., 1057 Summit 
Ave., Jersey City, N. J. 

L. J. Newman, p; F. K. Coppell, vp & 
ce; C. Rapiport, sm. 

Unique Art Mfg. Co., Inc., 200 Waverly 
Ave., Newark 8, N. J. 

U. S. Air Conditioning Corp., Como Ave., 
S. E., at 33d St., Minneapolis 14, 
Minn. 

D. E. Feinberg, p & gm; L. P. Hanson, 
vp eng; R. P. Kelley, sm; M. A. Stuart, 
am. 

U. 8S. Igniter Corp., 2636 N. Hutchinson 
St., Philadelphia, Pa. 

F. Dollenberg, p; H. Spencer, s & t; E. 
Engel, sm; R. Rand, ce. 

U. S. Machine Div., Stewart-Warner Corp., 
320 No. C St., Lebanon, Ind. 

H. E. Winkler, gsm; W. E. Judd, gm; 
W. E. Blake, sm-dealer sls; R. F. De- 
Vaney, sm-wall htg eqp; W. Conlon, ce; 
N. J. Gill, am. 


U. 8S. Petroleum Co., 104 Lakeview Ave., 
Clifton, N. J. 


BUYER'S GUIDE & INDUSTRY DIRECTORY 


U. S. Radiator Div. (see National-U. S. 
Radiator) 

U. S. Register Co., 344 E. Burnham S&t., 
Battle Creek, Mich. 

Cc. J. Pearson, vp sales. 

U. S. Rubber Co., 1230 Ave. of the Ameri- 
cas, New York 20, N. Y. 

United Stove Co., 800 Lowell St., Ypsilanti, 
Mich. 

Universal Air Filter Corp., 332 W. Michi- 
gan St., Duluth 2, Minn. 

Universal Brass Corp., 146 Midiand Ave., 
Arlington, N. J. 
Universal Electric Co., 

Owosso, Mich. 
G. Hoddy, p, gm; Gerald Hoddy, vp; 
A. E. Kersher, sm. 
Universal Products Mfg. Corp., S. Indiana 
Ave., Auburn, Ind. 
Universal Valve Co., Box 444, Elizabeth 4, 
N. J 


300 E. Main, 


J. V. Milo, p, sm; A. Milo, vp, gm; 
J. Mellilo, ce; S. Migliore, am. 
Utica Radiator Corp., 2201 Dwyer Ave., 
Utica, N. Y. 
W. C. Murray, p; W. B. Westcott, Jr., 
vp; H. N. Jones, sm; D. Dudgeon, ce; 
F. R. Brennan, am. 
Utica Structural Steel, Inc., Utica, N. Y. 
Utility Appliance Corp., 4851 S. Alameda 
St., Los Angeles 58, Calif. 
Benjamin Breslow, p; Stan Skafte, Htg 
sm. 
Utility Fan Corp., 911 E. 59th St., Los An- 
geles 1, Calif. 
Henry Sachs, sm fan Div. 


oe 


V & E Products, Inc., Liberty St., Schuyl- 
kill Haven, Pa, 
G. Valentine, p; L. L. Jacobs, vp, sm & 
am; J. H. Eubanks, gm & ce. 
Valley Forge Metals, Metals Div., Nicolet 
Industries, Inc., Lansdale, Pa. 
A. A. Lefquist, p; W. Baylie, vp; P. 
Fusco, gm. 
Vann Industries, Inc., Henry, Box 722, 
Clinton, N. C. 
W. F. Jackson, gm. 
Van-Packer Corp., 1049 State St., Betten- 
dorf, Ia. 
R. F. Van-Alstyne, p; L. P. Brown, vp; 
O. E. Collins, sm. 
Vapor Heating Corp., 6420 W. Howard, 
Chicago 31, Ill. 
A. D. Bruce, p; L. Gillick, vp & sm; 
W. C. Keeran, gm; A. Loose, ce; J. 
Foreman, am. 
Vapor Recovery Systems Co., 2820 N. Ala- 
meda St., Compton, Calif. 
Vaporfier Corp., 250 W. Wacker Dr., Chi- 
cago 4, Ill. 
Vectaire Mfg. Co., 251 Howard St., Melrose 
76, Mass. 
R. V. Burwen, p. 
Vent Fabrics, Inc., 640 Kedzie Ave., Chi- 
cago, Ill. 
Venturi Chimney Cap Co., 3641-R., Cleve- 
land 9, O. 
Veritas Co., The, Broad St., Medford, Mass. 
Ver-Mar Metal Industries, Ine., 24236 
Mound Rd., Centerline, Mich. 
Victor Oil Burner Mfg. Co., 250 Pleasant 
St., Hartford, Conn. 
Victory Eng. Corp., Springfield Rd., Union, 
N. J 


J. J. Mascuch, p; W. G. Gow, vp; B. J. 
Oppenheim, gm; B. O. Moxon, sm; M. L. 
Miller, ce; J. Ruskin, am. 

Viking Air Conditioning Div., The National 
Radiator Co., 5601 Walworth Ave., 
Cleveland 2, O. 

Viking Mfg. Corp., 1747 Chester Ave., 
Cleveland, O. 

Viking Pump Co., 4th & McCann Sts., 
Cedar Falls, Ia. 

R. C. Wyth, p & gm; S. A. Peterson, vp 
& sm; W. E. Bakewell, ce; M. L. Cal- 
vert, am. 

Voleano Burner Corp., 3612 E. Tremont 
Ave., New York, N. Y. 

Volu-Trol Co., Hwy. 61 & Kohmann St., St. 
Paul 9, Minn. 

Vulean Electric Co., 88 Holten St., Danvers, 
Mass. 

Vulean Radiator Co., 775 Capitol Ave., 
Hartford, Conn. 
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Walker Mfg. & Sales Corp., 1701-17 Penn 
St., St. Joseph, Mo. 
M. C. Land, p; W. J. Barnes, vp; A. H. 
Ziph, gm & sm. 
Walsh Refractories Corp., 101 Ferry St., 
St. Louis 7, Mo. 
Waltham Oil Burner Co., Inc., 1214 Ben- 
nington St., E. Boston, Mass. 
S. C. Paterson, p; C. A. Cook, Jr., gm. 
Walton Laboratories, Inc., 1186 Grove St., 
Irvington 11, N. J. 
W. Feldermann, p; J. B. Feldermann, 
vp; H. Kempel, t; J. R. Lewis, Ind. sm. 
Warner Lewis Co., Div. of Fram Corp., 817 
N. Lewis Pl., Tulsa, Okla. 
J. N. Fitzgerald, p; T. R. Bradley, sm 
& am; O. C. Redmon, ce. 
Warren Webster & Co., 95 Madison Ave., 
NM. . 2.36; NF. 

W. Webster, Jr., p; E. R. Webster, s; 
W. M. Brown, t; H. F. Marshall, am. 
Warrick Co., C. F., 1964 W. Eleven Mile 

Rd., Berkley, Mich. 
Cc. F. Warrick, p & ce; W. H. Warrick, 
vp, sm & am; J. E. Fouser, gm. 
Washington Stove Works, 3402 Smith Ave., 
Everett, Wash. 
Wassell Organization, 
Westport, Conn. 
G. W. Wassell, p; R. W. Watts, vp; 
G. K. Martin, Jr., sm. 
Watchman Mfg. Co., The, P. O. Box 297, 
Long Beach, N. Y. 
J. M. Fatjo, partner. 
Water Tube Boiler & Tank Co., 140 W. 
Root St., Chicago, Ill. 
H. L. Madorin, p; B. S. Madorin, vp; 
A. D. Sirk, am; I. Abbey, ce. 
Waterfilm Boilers, Inc., 154 Ogden Ave., 
Jersey City 7, N. J. 

G. H. Koven, p; K. A. Houser, sm & am. 
Waterman-Waterbury Co., The, 1121 Jack- 
son St., N. E., Minneapolis, Minn. 

D. E. Sedgwick, p & gm; S. A. Smith, 
vp, sm & am; C. E. Reichdelderfer, ce. 
Watts Regulator Co., 10 Embankment St., 

Lawrence, Mass. 
G. B. Horne, p; C. S. Gates, vp & gm; 
B. G. Robertson, sm; W. M. Dillon, ce; 
F. Rother, Jr., am. 
Wayne Brass Co., Inc., 240 W. Main St., 
Ft, Wayne, Ind. 
Wayne Home Equipment Co., Inc., 801 
Glasgow Ave., Ft. Wayne 4, Ind. 
N. G. Berghoff, p & gm; J. A. Berghoff, 
vp; B. G. Duer, sm & am; C. V. Cope- 
land, ce. 
Weatherall Engineers, Inc., 478 Smithfield 
Ave., Providence, R. I. 
P. W. Gunning, p; E. E. White, vp & 
gm; W. L. Cummings, sm; C. N. Sutton, 


Inc., Sylvan Rd., 


ce. 
Weatherhead Co., The, 300 E. 13ist St., 
Cleveland 8, O. 
Webb & Son Co., Elisha, 136 S. Front St., 
Philadelphia 6, Pa. ; 
Webb Machine & Tool Co., R. D. 1, Im- 
perial, Pa. 
Webstone Corp., 30 Anita Terrace, Boston 
19, Mass. 
P. Bagrianski, p. 
Webster Electric Co., 1900 Clark St., Ra- 
cine, Wisc. 
P. G. Crewe, p & t; D. J. Munroe, exec 
vp & gm; H. Stacey, gm; J. C. McAlvay, 
ce; W. E. Dent, am. 
Webster Eng, Co., 115 So. Frisco St., P. O. 
Box 2168, Tulsa, Okla. 
F. N, Adams, p; L. S. Reagan, vp & gm. 
Webster & Co., Warren, 17th & Federal 
’ Sts., Camden 5, N. J. 
Weil-McLain Co., Blaine St., 
City, Ind. 
E. R. Westphal, p; M. E. Mitchell, vp; 
R. M. Stockwell, sm; N. E. Westphal, 
ce; C. A. Wolff, am. 
Wells Mfg. Co., 220 9th St., San Francisco 
3, Calif. 
G. F. Wells, p; K. G. Wells, sm; E. C. 
Fichtner, ce, prod; K. G. Wells, sm. 
Werco Products, 2011-13 S. Cicero Ave., 
Chicago 50, Ill. 

Werner Foundry & Mach. Co., P. O. Box 
267, Lansdale, Pa. 

Wescott, Alexander, Inc., 42 Park Ave., 
Madison, N. J. 

West Coast Quiet Heet, Inc., 1530 N. E. 
Grand Ave., Portland, Ore. 


Michigan 


62 


Westchester Home Eqpt. Co., Inc., 318 
East 153 St:, N. Y. 51, N. Y. 
H. Mesinger, p; F. J. Mesinger, vp. 
Western Blower Co., 1800 Airport Way, 
Seattle 4, Wash. 
Western Stove Lining Works, W. Love St., 
Mexico, Mo. 
A. L. Elliott, owner; G. Elliott, vp. 
Westinghouse Electric Corp., Air Cond. 
Dept., Staunton, Va. 
J. A. Gilbreath, gen mgr; H. E. Seim, vp. 


Westinghouse Electric Corp., Sturtevant 
Div., 105 Readville St., Boston 36, 
Mass. 


Westinghouse Electric Corp., Small Motor 
Div., S. Metcalf St., Lima, O. 

Weston Electrical Instrument Corp., 641 
Frelinghuysen Ave., Newark 15, N. J. 

Wheaton Brass Works, Springfield Rd., 
Union, N. J. 

Wheelco Instr. Div., Barber-Colman Co., 
1300 Rock St., Rockford, Il. 

Wayne S. Reck, sm. 

White Fuel Corp., 900 E. ist St., S. Boston, 
Mass. 

White Motor Co., 842 E. 79th St., Cleveland 


J. N. Bauman, vp of sales. 

White-Rodgers Electric Co., 1209 Cass Ave., 
St. Louis 6, Mo. 

J. A. Rodgers, p; C. White, vp; J. New- 
man, gm; R. A.. Sherer, sm; C. Garner, 
ce; E. Robinson, am. . 

Whitlam Mfg. Co., J. C., Box 71, Wads- 
worth, O. 

Whitney Mfg. Co., W. A., 620 Race St., 
Rockford, Ill. 

H. C. Spengler, p, ce; A. B, Galloway, 
vp; G. E. Spengler, gm, sm & am. 

Whitty Co., Inc., 86 Western Ave., Boston 
34, Mass. : 

E. C. Taylor, p; E. Field, vp; E. S. Gro- 
jean, sm: C. R. Achstetter, ce. 

Wickes Boiler Co., Div. of Wickes Corp., 
515 N. Washington, Saginaw, Mich. 

D. Barnes, p; R. P. Davis, sm; H. H. 
Bickel, ce; C. S. Thorson, am. 

Wiegand Co., Edwin L., 7762 Thomas 
Blvd., Pittsburgh 8, Pa. 

E. N. Calhoun, p; B. A. Fleming, vp; 
Cc. F. Kreiser, sm; L. R. Drugmand, ce; 
G. Sowash, am. 

Wilder Mfg. Co., Inc., Rt. 2, Box 880, 
Carmel, Calif. 

Wilgus Mfg. Co., 1722 E. 16th St., 
Angeles 21, Calif. 

Will-Burt Co., Orrville, O. 

Williams Bros. Boiler & Mfg. Co., 1057 10th 
Ave., S.E., Minneapolis, Minn. 

Williams Bros. & Miller, Inc., 619 W. Chi- 
cago Ave., East Chicago, Ind. 

Williams & Davis Boiler & Welding Co., 
Inc., 2527 Canton St., Dallas, Tex. 

Williams Div., Eureka Williams Co., Divi- 
sion of Henney Motor Co., Inc., 1201 
E. Bell St., Bloomington, Ill. 

H. J. Allemang, vp & gm; J. M. Glea- 
son, sm; C. G. Smithson, ce; S. Mitchell, 
am. 

Williams Valve Co., The D. T., Div. of the 
Schaible Co., 5801 Mariemont Ave., 
Cincinnati 27, O. 

Williamson Co., The, 3500 Madison Rd., 
Cincinnati 9, O. 

W. L. McGrath, p; L. B. Murphy, exec 
vp & gm; G. Leytze, vp & sm; G. W. 
Denges, vp & ce; C. T. Pfirrmann, am. 

Wilson & Co., Inc., 4200 S. Ashland Ave., 
Chicago 9, Ill. 

Wilson Stove & Mfg. Co., Inc., Box 187, 
Metropolis, Ill. 

Windmaster Corp., 43 Vine St., Columbus 
5, O- 

L. F. Cooper, p & gm; J. J. Maxwell, 
vp; N. S. Hearn, sm & am; R. W. 
Franks, ce. 

Wing Mfg. Co., L. J., 66 Vreeland Mills 
Rd., Linden, N. J. 

H. S. Wheller, p & gm; C. H. Smith, vp; 
T. R. Peyrek, vp; H. S. Wheller, Jr., vp; 
A. T. Bahel, am. 

Winston Co. of Mass., Inc., 33 Bradston St., 
Boston 18, Mass. 

I. M. Winston, p; S. Winston, vp & sm; 
E. Szalus, ce. 

Winston Co., Inc., 359 Avon Ave., Newark 
8, N. J. 

Wisconsin Oil Burner Co., 2720 Emil St., 
Madison 5, Wisc. 


Los 





S. C. Olson, p; G. A. Westmont, yp gm 
& am; J. C. Westmont, ce; W. A. Den. 
gel, ass’t s; S. R. Himsel, sm. 
Wise Furnace Co., The, S. 21st St. Noy. 
ark, O. 
Wiss & Sons Co., J., 11-45 Littleton Aye 
Newark 7, N. J. : 
Wolverine Tube, Division of Calumet ¢ 
Hecla, Inc., 1850 Guardian Bldg., De. 
troit 26, Mich. , 
Wood Co., John, 100 Washington St., Con- 
shohocken, Pa. 
Wood Mfg. Co., A. R., Luverne, Minn. 
Woodruff Thermo Products, Inc., 294 
High St., Fair Lawn, N. J. 
Woolley Co., E. L., 60 Dunnell Lane, Pay. 
tucket, R. I. 
Worcester Taper Pin Co., 47 Lagrange St., 
Worcester, Mass. 
F. J. Barry, p; P. Sibley, gm; w, j 
Nutter, ce. 
Work’s Mfg. Co., P. O. Box 791, Vap. 
couver, Wash. 
C. K. Work, p; C. D. Work, yp; 1 
Work, gm; W. H. Work, sm. 
Worthington Corp., Air Conditioning & Ry. 
frigeration Div., 421 Worthington Aye, 
Harrison, N. J. 
E. J. Schwanhausser, p; W. H. Feldmar 
exec vp; W. A. Meiter, gsm: M. £ 
Zeigenhagen, am; H. A. Feldbush, yp, 
engineering. 
Wright & Co., Norman S., 1932 S.W. Water 
Ave., Portland 1, Ore. 
Wright Chemical Corp., 627 W. Lake St, 
Chicago 6, Ill. 
V. L. Merle, p; H. J. Meacher, vp. 
Wright-Austin Co., 3245 Wight St., Detroit, 
Mich. 
Wysong & Miles Co., 
Greensboro, N. C. 


625 Fulton St, 


aes 


“*X”’ Laboratories, Inc., 25 W. 45th St, 
New York 19, N. Y. 

XXth Century Heating & Ventilating Co, 
96 Ira Ave., Akron, O. 


lies 


Yale & Towne Mfg. Co., Stamford, Conn. 
G. W. Chapman, p; L. J. Pantas, vp; 
J. K. Sloan, pump sm; W. Waters, ce; 
H. J. Mathews, plant gm; C. Lynge, Jr, 
am. 

Yates-American Machine Co., Lipman Re 

frigeration Div., Beloit, Wisc. 

York Corp., Roosevelt Ave., York, Pa. 

York-Shipley, Inc., Residential Div., P. 0, 

Box 349, York, Pa. 
S. H. Shipley, p; L. H. Brenneman, vp; 
S. G. Kearns, gm; R. B. Snyder, sm; 
C. Neiman, ce; F. A. Mitchell, am. 
Yorktowne Machine Co., 538 S. Queen St, 
York, Pa. 
Young Radiator Co., 709 S. Marquette $t., 
Racine, Wisc. 
F. M. Young, p; J. J. Hilt, vp; W. & 
Schlichting, sm; W. V. Astrup, ce; 4B 
Slaasted, am. 
Young Regulator Co., 5209 Euclid Ave., 
Cleveland 3, O. 
Yula Water Heaters, Inc., 330 Bryant Ave, 
New York, N. Y. 
H. F. Yula, p & gm; R. B. Zinser, 4 
sm; I. S. Feldman, ce; A. Brammer, am. 


ae 


“YX, Inc., 50 Bridge St., Brooklyn 1, . Y. 
Zambelli Boiler Works, 1710-16 N. 
ware Ave., Philadelphia 25, Pa. ‘ 
G. Zambelli, p & sm; ze Zambelli, vP 
ce; W. Zambelli, gm & am. 
Zatko Metal Products Co., 20850 St. Chats 
Ave., Euclid 23, O. ios 
L. T. Zatko, p, gm; J. L. Menart, bad 
Zeh Co., Inc., 364 Highland Ave., P; 
N 


E. A, Zeh, p; Martha E. Zeh, vDi EW. 

Zeh, sm & am. dah 

Zink Co., John, 4401 S. Peoria, 

Sink Holcomb, gm 

J. Zink, p; F. R. Holcomb, i. 4 

Zonolite Co., 135 S. LaSalle St., Chicas 
ml. 
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Begins on 
; page 
Accounting Machines 12 
Accounts Receivable 12 
Airconditioning 12 
Central cooling Unit 


Combination heating-cooling 
Unit 


Room Unit 

Benches, Work 13 
Blenders, Fueloil 13 
Boiler Accessories 13 


Automatic door closer 
Boiler amplifier 

Fittings 

Insulation 

Jackets 

Protective anodes 
Trim 

Water feeders 

Other 


Boilers, Commercial 13 


Boilers, Domestic 14 


Coal (to 2,000 sq. ft. steam) 
Gas (to 2,000 sq. ft. steam) 
Oil (to 2,000 sq. ft. steam) 


Boiler-Burner Units 2 


Hot water, atomizing vertical 
rotary burner 

Hot water, gun burner (high 
pres.)* 

Hot water, gun burner 
pres.) * 

Hot water, vaporizing 

Hot water, wall flame vertical 
rotary burner 

Steam, atomizing vertical rotary 
burner 

Steam generator 

Steam, gun burner (high pres.) * 

Steam, gun burner (low pres.) * 

Steam, vaporizing burner 

Steam, wall flame vertical rotary 
burner 


-_——.. 


*Refers to burner type, not 
er. 


Bulk Plant Eng. 15 


Burner Parts 15 


Air cones and diffusers 
mbustion heads 
ectrodes, ignition 

Fuses 


(low 


Ignition assemblies 
gnition terminals 
Asulators, ignition 

W-interference eliminators 
Cable 15 
High tension 

eng eree-wire 

mored, five-wi 
x ire 


Fittings 


Terminals 
Caleulators, heat Loss 15 
| Liners 


Cleani 
3) ad tools 


ey 15 


is 


(atibricated chimneys 


Stack heat Exchanger 


INDEX TO CLASSIFICATIONS 


Begins on 
page 


Compounds & 
Chemicals 16 


Boiler sealing 

Boiler water treatment 
Fueloil deodorant 
Fueloil treatment 
Furnace cement 
Grease removing 
Hand cleaning 

Heat exchanger cleaning 
Oil absorbent 

Pipe joint, oil 

Pipe joint, steam 
Rust preventing 

Soot destroyer 

Water indicator 


Controls 7 


Air flow switch 

Air pressure 

Combination fan and limit 

Damper regulating 

Draft 

Electric valve 

Humidity 

Limit, air temperature 

Limit, steam pressure 

Limit, water temperature 

Low water 

Oilburner primary 

Panel heating 

Pneumatic valve 

Pressure gauge 

Relays, plain 

Room temperature 

Safety, combustion 

Systems, individual room 
temperature 

Systems, large building heating 

Systems, power plant boiler 

Temperature modulating 

Thermometers, airconditioning 
system 

Thermometers, heating boilers 

Thermometers, hot water storage 
tanks 

Thermometers, warm air furnaces 

Thermostatic lock boxes 

Thermostats, locking devices 

Time switches 

Variable speed, fan 

Water flow switch 

Water level and feeder 

Weather compensated 


Couplings 20 
Flexible, shaft 

Pipe 

Ducts and Fittings 20 


Aluminum 

Asbestos 

Coated fabric 
Dampers 

Fiber 

Fittings 

Furnace pipe, round 
Hangers 
Prefabricated, galvanized 
Screws 

Smokepipe 


Fans and Blowers 22 


Attic cooling 

Draft booster 

Duct 

Induced draft 
Oilburner, air impellers 
Warm air heating 


Fertilizer, liquid 23 
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Begins on 
page 


Filters, Strainers 23 


Air, cleanable 

Air, electrostatic 

Air, non-renewable 
Air, renewable 

Feed or boiler water 
Nozzle 

Oil, cartridge 

Oil, kits with tank valve 
Oil, metal mesh 

Oil, metal slot 

Oil, throw-away 
Strainers, #5 or #6 Oil 
Strainers, bulk plant 


Fire fighting Eqpt. 24 
Fittings 24 


Boiler 

Duct 

Fill and vent 

Hose 

Pipe 

Tank 

Tubing, compression 
Tubing, flare 
Tubing, sweat 


Furnaces 25 


Commercial 
Domestic gas (to 200,000 Btu) 
Domestic oil (to 200,000 Btu) 


Furnace Accessories 26 


Automatic door closer 
Bearings 

Belts 

Blowers 

Humidifiers, pan type 
Humidifiers, portable 
Humidifiers, spray type 
Jackets 

Pillow blocks 

Pulleys 


Furnace-Burner Units 4 


Ceiling suspended 

Forced air, atomizing vertical 
rotary burner 

Forced air, gun burner’ (high 
pres.) 

Forced air, gun burner (high 


res.), with built-in water 
eater 
Forced air, gun burners (low 
pres.) 


Forced air, vaporizing burner 

Forced air, wall flame vertical 
rotary burner 

Gravity, gun burner (high pres.) 

Gravity, gun burner (low pres.) 

Gravity, vaporizing burner 

Pipeless, oilfired 

Portable 


Gauges 27 


Altitude 

Draft 

Filter 

Glass, water 

Liquid level, direct reading 
Liquid level, distant reading 
Pressure, air, steam 
Pressure, oil 

Recording 

Sticks, tank measurin 
Tank, low level, vivlocs equipped 
Temperature 

Vacuum 
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Grilles, Registers 28 


Automatic register 
Baseboard 

Dampers 

Diffusers, ceiling type 
Diffusers, floor type 
Diffusers, wall type 
Floor 

Perimeter 

Splitters 

Wall 


Instruments 29 


Advertising thermometers 
Air velocity 

Air volume 

COzg Indicating, portable 
COz Indicating, stationary 
COz Recording 
Combustion test sets, portable 
Degree-day recorder 

Dial thermometers 

Draft indicating 

Draft recording 

Flow indicating 

Flow recording 

High-low thermometers 
Humidity indicating 
Humidity recording 
Manometers 

Pocket thermometers 
Pressure, indicating 
Pressure, recording 
Pyrometers 

Room thermometers 
Temperature, indicating 
Temperature, recording 
Vacuum, indicating 
Vacuum, recording 
Volt-Ammeters 


Insulation 30 


Boiler 

Duct 

Firebox, high temperature 
House, bats 

House, blanket 
House, blown 

House, reflective 

Pipe 

Sound 

Tank 

Wall-board, rigid 
Wall-board, semi-rigid 


Mirrors 31 


Flame inspection 


Motors, Electric 31 


Damper 

Hot water circulator 
Oilburner 

Warm air blower 


Nozzles 32 


Atomizing, heavy oil 
Atomizing, light oil 
Atomizing, water 
Extractors 

Oil delivery 

Service kits 


Oil Delivery 32 
Automatic delivery systems 
Emergency valves 

Flexible shaft drives 

Hose 

Hose line couplings 

Hose nozzles 

Hose reels, hand « 
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Oil Delivery (cont.) 32 


Hose reels, power 
Joints, swing 

Loaders, tank truck 
Loading rack equipment 
Manifold valves 

Meters 

Motor control at nozzle 
Power take-offs 

Quick couplings 
Separators, water 
Throttle control 

Ticket printers 

Tight connections 
Truck axles 

Truck chassis 

Truck tanks 


Oilburners, 
Commercial* 8 


Atomizing vertical rotary 
Combination oil-gas burners 
High pressure, gun 
Horizontal rotary cup 

Low pressure, gun 


Oilburners, 
Domestic* 6 


Atomizing vertical rotary 
High pressure, gun 
Horizontal rotary cup 
Low pressure, gun 

Pot, vaporizing 

Shell, vaporizing 

Wall flame vertical rotary 





*Up to 6 gph. 


Oilburners, 
Residual* 9 


Combination oil-gas burners 

Horizontal rotary cup, air-driven 

Horizontal rotary cup, motor- 
driven 

Horizontal rotary cup, steam- 
driven 

Steam or air atomizing 

Vaporizing (gas generator) 


*Using No. 5 or 6 oil. 
Pipe and Fittings 


Aluminum 

Brass 

Cast-iron 

Copper tube, flexible 

Copper tube, rigid 
vering 

Insulation 

Joint compound 

Plastic 

Steel 

Wrought iron 


33 


Preheaters, Oil 34 


Electric 

Gas fired 

Hot water (under the water line) 
Non-contaminating type 
Pipeline resistance 

Steam, high pressure 

Steam, low pressure 


35 


Printed Forms 


Billheads 

Budget payment envelopes 
Decalcomanias 
Degree-day cards 
Delivery tickets 

Door knob notice cards 


oF 
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Printed Forms (cont.) 35 


Drivers’ daily reports 

Fueloil order forms 

Oilburner instruction cards 
Oilburner service order forms 
Ojilburner service record cards 
Oilburner service tickets 

Price charts 

Statements 

Tank capacity charts 

Ticket holders 


Pumps 35 


Boiler feed 
Bulkplant 
Goaideninte 

Fuel unit 

Fuel unit booster 
Fuel unit tester 
Oil circulating unit 
Oil, lift 

Oil, wall 
Oilburner 

Sets, heavy oil 
Tank truck 
Vacuum 

Water circulating 


36 


Radiators 


Baseboard 

Coils, copper 
Convectors, copper ° 
Convectors, iron 
Extended surface, copper 
Extended surface, iron 
Standing, cast-iron 
Heating-cooling 


Radios, two-way 37 
Ranges, Oilfired 10 


Commercial, mechanical oilburner 
Commercial, pot burner 
Domestic, mechanical oilburner 
Domestic, pot burner 

Domestic, shell burner 


37 


Refractories 
Castable 


Cement 

Chamber back-fill 

Firebrick 

Firebrick, insulating 

Firebrick, plastic 

Firebox baffles 

Precast combustion chambers 

Stainless steel combustion 
chambers 


Service Truck Bodies 38 
Signals 38 
Liquid, low level 

Smoke 


Tank fill 


Space Heaters, 
Oilfired 10 


Circulating, pot burner, forced 
circulation 

Circulating, pot burner, gravity 
circulation 

Circulating, shell burner, forced 
circulation 

Circulating, shell burner, gravity 
circulation 

Floor furnaces 

Radiant, pot burner 

Radiant, shell burner 

Wall furnaces 


38 


Switches 


Manual 
Overload 
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Switches (cont.) 38 


Pressure or vacuum actuated 
Temperature 
Time 


Tail Gates, Truck 
Tanks 


Basement, steel, oil storage 

Bulk plant 

Expansion 

Hot water storage 

Range burner, oil 

Repair kits 

Space heater, oil 

Tank cleaning equipment 

Truck 

Underground, concrete, oil 
storage 

Underground, steel, oil storage 

Water heating 


Tank Stands, Racks 


Fueloil storage, basement 
Hot water, storage 


39 
39 


40 


Tools, Pipe Al 


Air hammer 

Benders 

Copper tubing tools, bend 
Copper tubing tools, cut 
Copper tubing tools, flare 
Copper tubing tools, ream 
Cutters 

Masonry drills 

Power stands 

Reamers 

Stocks and dies 
Threading machine 

Vises and stands 
Wrenches 


Tools, Portable 
Electric 
Drills 


Electric hammer 
Saws 


41 


Tools, Powder- 
Actuated 


Tools, Sheet Metal 


Band saws 
Brakes 

Hand shears 
Lockformers 
Portable brakes 
Portable shears 
Power shears 
Punches 


Transformers 


Control 
Ignition 


41 
41 


41 


Traps 42 


Boiler return 
Lifting 
Non-return 
Steam 


Truck Bodies 


Truck bodies 
Truck cranes 


42 


Tubing 42 


Aluminum 

Benders 

Brass 

Coils 

Copper 

Hangers 

Metal flexible , 
Plastic 

Steel 
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Unit Heaters 


Direct oilfired 
Hot water 
Steam 


Vacuum Cleaners 


Boiler and furnace 
Cleaning brushes 


Hose 


Tools and accessories 


Valves 


Air relief 

Angle 

Blow-off 

Boiler feed 

Emergency, truck 

Exhaust 

Flow control 

Fueloil 

Globe 

Humidifier 

Magnetic 

Manifold (radiant heating) 

Manifold, truck 

Mixing 

Motor-operated 

Needle 

Oil, anti-hum 

Oil, anti-syphon 

Oil, check 

Oil, float 

Oil, foot 

Oil, fusible 

Oil, metering 

Oil, non-metering 

Oil, pressure-regulating 

Oil, safety cut-off 

Oil, solenoid 

Oil, 3-way tank 

Plug 

Pop, safety 

Radiator, adjustable orifice 

Radiator, air (above 3 bs.) 

Radiator, air (below 3 lbs.) 

Radiator, control electric — 

Radiator, control pneumatic 

Radiator, control self-actuated 

Radiator, manual modulating 

Radiator, manual on-off 

Radiator, vacuum 

Relief 

Saddle valve 

Safety 

Safety, hot water tanks, presse 
relie 

Safety, hot water tanks, 
temperature 

Safety, hot water tanks, vacuult 

Slow closing 

Tank 

Tank, bottom outlet 

Tempering 

Thermostatic 

Vacuum breaking 

Vent 


Water Heaters 11, ud 


Direct, oilfired, side arm 
Indirect tank, built-in : 
Indirect tank, external 
Indirect tank, external for wart 
air furnace ; 
Indirect tankless, built-in 
Indirect tankless, exter 
Steam mixer water heater 
Storage, direct, atomizing 
rotary burner 
Storage, direct, pot burner 
Storage, direct, pressure 
Storage, direct, range DUN 
Storage, direct, wall flame f 
burner. 













